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ERRATA. 


Page       .*! — 13th    Hue    from    bottom    should    read :      Number    of    men    Non-fatally    in- 
jured 841. 
-Harrison  County  production  should  read.   3,123,093. 
-Harrison  County  acres  coal  worked  out  should  read  :  360.61. 
-Total  acres  of  coal  worked  out  should  read  :    5,905.64. 
-Total   coal   produced  for  year  should  read:  39,322,061. 
-O'Neil  mine  production  should  read  : 

1st    sis    months    61,184] 

[.Total    89.::!).-,. 

2nd    six    months    28,211  J 

Page      29 — Clarksburg   Fuel    Company   should    read  :    516,780. 
Page     30 — Monongahela   District   total   production   should   read  :   9,558,368. 
Page  155 — Harrison   County   kegs   of   powder   used    should    read  :    34,034. 
Page   164 — 5th   column   injured  non-fatally   should   read:   Total   841. 
Cage  209 — 2nd   line,  2nd  column.   For  the   State  should  read:      12.24. 
Page  209 — 2nd  line  from   top  Marion   County,  should  read:   12.75. 
I'age  210 — Averages  should  read  :   Ohio   173,   Illinois   144.    Pennsylvania    Bituminous 
Mines    1.95,    Anthracite    Mines    2.18,    West    Virginia    2.9?. ;    1908. 
West  Virginia  3.16. 
Page   214 — 2nd  line.     Mine  cars  should  read:  non-fatal  241.    Total  841. 
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PERSONEE    OF   THE   DEPARTMENT  OE  MINES. 


James  W.  Paul,  Chief  of  the  Department  of  Mines. 
R.   S.  LaRue,  Inspector  for  First  District. 
F.   E.   Parsons,  Inspector   for  Second   District. 
John   F.    Bbatt,   Inspector   for   Third   District. 
*Edward   V.    Byrne,   Inspector   for   Fourth    District. 
J.  A.  Springer,  Inspector  for  Fourth  District. 
Earl  A.    Henry,  Inspector  for  Fifth  District. 
Bonner  H.  Hill,  Inspector  for  Sixth  District. 
Wm.  Warner.  Inspector  for  Seventh  District. 
J.   A.   Straughan,  Inspector  for  Eighth  District. 
John  Phillips,  Inspector  for  Ninth  District. 
D.  R.  Phillips,  Inspector  for  Tenth  District. 
James    G.    Boyd,   Inspector   for   Eleventh   District. 
Patrick  A.  Grady,  Inspector  for  Tivelfth  District. 


♦Edward   V.  Byrne,    Inspector,   until   March   1st,    1908. 


LETTER  OF  TRANSMITTAL. 


Department  of  Mines, 

State  of  West  Virginia. 

To  His  Excellency,  Wm.  M.  O.  Dawson, 

Governor  of  West  Virginia. 

Sir: — In  compliance  with  law  I  have  the  honor  to  submit  herewith  my 
twelfth  annual  report,  being  the  fourth  annual  report  of  the  Department 
of  Mines,  for  the  year  ending  June  30,  1908,  and  embracing  the  twenty- 
sixth  annual  report  upon  the  condition  of  the  coal  mines  within  the 
State  as  reported  by  the  several  district  inspectors. 

Very  respectfully, 

James  W.  Paul, 
Chief  of  Department  of  Mines. 
Charleston,  W.  Va.,  October  9th,  1908. 
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ANNUAL    REPORT 


To  the  Governor: 

The  report  herewith  is  for  the  year  ending  June  30,   1908. 

INSPECTIONS  MADE. 

The  District  Inspectors  during  the  year  made  a  total  of  1912  records 
of  inspections  and  visits  to  the  mines.  In  addition  to  these  a  large 
number  of  visits  were  made  for  the  purpose  of  conferring  with  officials 
relative  to  improvement  of  conditions   within  the  mines. 

LABOR  IN  MINES. 

An  effort  has  been  made  to  ascertain  the  number  of  different  national- 
ities that  are  employed  within  the  mines  of  the  State,  but  owing  to  the 
incomplete  reports  made  by  some  of  the  operators  the  effort  has  been 
only  partially  successful. 

On  page  93  of  this  report  may  be  found  a  summary  of  the  nationali- 
ties employed.  The  table  is  complete  with  the  exception  of  listing  the 
nationalities  of  8,707  persons. 

Out  of  a  total  of  60,484  persons  employed  the  nationality  is  reported 
upon  51,777,  and  of  this  number  there  are  23,979  white  Americans,  11,720 
Negroes,  6,046  Italians,  3,668  Hungarians,  1,901  Polish,  and  4,913  employes 
of  24  other  nationalities. 

CHANGES   OF  INSPECTORS. 

Effective  February  1st,  1908,  Mr.  James  G.  Boyd,  Inspector  of  the  Eighth 
District,  was  transferred  to  inspection  duties  in  the  Eleventh  District; 
Mr.  J.  A-  Straughan,  Inspector  of  the  Seventh  District,  was  transferred 
to  the  Eighth  District,  and  Mr.  Win.  Warner,  Inspector  of  the  Eleventh 
District,  was  transferred  to  the  Seventh  District. 

On  March  1st,  1908,  Mr.  J.  A.  Springer  of  Flemington,  was  appointed 
inspector  of  the  Fourth  Mining  District  to  succeed  Mr.  E.  V.  Byrne  who 
had  held  over  in  office  by  virtue  of  that  provision  in  the  Mining  Laws 
which  says,  "whose  term  of  office  shall  expire  ******** 
or  when  their  successors  be  appointed  and  qualified",  no  inspector  having 
been  previously   appointed  for  the  above  named   District. 

PRODUCTION  OF  COAL  AND  COKE. 

From  the  817  producing  mines  operated  by  388  firms,  together  with  the 
small  country  mines,  the  coal  produced  during  the  fiscal  year  1908  was 
39,367,010  gross  tons,  a  decrease  under  the  previous  year  of  673,301  tons. 

The  coke  manufactured  was  2,978,263  net  tons,  a  decrease  under  the 
previous  year  of  850,381  tons. 
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The  total  gross  revenue  obtained  from  the  coal  and  coke  summarizes 
as   follows: 

Total  value  of  coal  produced $41,538,230  60 

Less  value  of  coal  used  for  steam  at  the  mines $    767,-255  56 

Less  value  of  coal  used  in  coke  ovens 4,791,489  38       5,558,744  94 


T«tal  value  of  coal  sold $35,979,485  66 

Total  value  of  coke  produced  6,433,048  08 


Total  gross  value  of  product  placed  on  the  market $42,412,533  7* 

Prom  the  following  it  is  found  that  the  decrease  value  under  the  pre- 
vious year  were:     Coal,  $504,095.95;   and  Coke,  $2,334,558.13. 
The  following  coal  produced  was  disposed  of  in  the  following  manner: 

(Tons  of  2,240  lbs.) 

Used  In  operating  the  mines 723,826 

Furnishing  local  trade  and  tenants 608,134 

Used  in  c«ke  ovens  4,520,273 

Shipped  from  the  mines 33,514,777 


Total    39,367,010 

The  above  tonnage  compared  with  the  previous  year  originated  in  the 
several  Geographical  Districts  as  follows: 

Districts.                                                            1908.  1907.  Changes. 

Potomac     1,785,305  1,883,933  D     98,628 

Monongahela    9,603,317  10,176,636  D  573,319 

Wheeling     1,037,682  1,302,054  D  264,372 

Interior 157,166  93,592  I     63,574 

Kanawha-New  River   13,297,923  13,637,951  D  340,028 

Norfolk  &  Western    13,305,617  12,766,145  I  539,472 

Small  mines  in  State  180,000  180,000             


Totals    39,367,010         40,043,311         D  673,301 

MACHINE  MINED  COAL. 

The  quantity  of  coal  mined  by  the  use  of  machines  was  15,387,695  tons 
which  is  39.09  per  cent,  of  the  total  coal  production  of  the  state,  and 
838,512  tons  in  excess  of  the  machine  mined  coal  during  the  year  1907. 

There  were  1,657  machines  in  use  at  mines  and  furnished  employment 
to  14,377  persons. 

The  following  tabulation  exhibits  the  growth  of  machine  mining  since 
1897: 
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PROGRESS   OF  MACHINE  MINED    COAL,   1897    TO   1908,  INCLUSIVE. 

(Tons  of  2,240  lbs.) 


YEAR. 

No-  of 

Mines 
Using 
Ma- 
chines. 

No.  of 

Ma- 
chines 
in  Use. 

Total 
Em- 
ployes 
Incident 
to  Ma- 
chines. 

Tons 
Produced 

by 
Machines. 

Percentage 
of  Coal  to 
Total  Coal 

Production 

CP 

M 
u 

to  O 

Q 

1897 

16 

28 

41 

63 

90 

124 

181 

248 

280 

301 

360 

399 

55 

96 

141 

241 

386 

534 

795 

988 

1,158 

1,267 

1,508 

1,657 

652 

933 

1,608 

2,371 

3,967 

4,813 

6,531 

8,395 

10,237 

10,855 

12,248 

14,377 

600,418 

1,070,293 

1,733,279 

2,537,611 

3,582,853 

5,135,823 

6,312  894 

8,317,692 

10,315,781 

13,333,602 

14,549,183 

15,387,695 

5.12 
7.4 
10.68 
13  43 
17.65 
21.98 
27.50 
30.82 
32  74 
35.65 
36.84 
38.09 

197 

1898 

214 

1899 

240 

1900 

261 

1901 

1902 

1903 

225 
249 
201 

1904 

209 

1905 

1906 

213 
231 

1907 

234 

1908 

211 

Totals 

8,826 

76,987 

82,877,124 

Average 

224 

Tons  for  1908  per  each  employe , 1,070 

Tans  per  each  employe  per  year  (average  for  12  years) 1,077 

Tons  produced  by  each  machine  per  year  (average  for  12  years)...  9,350 

Average  days  worked  per  year  (average  for  12  years) 224 

Average  tons  produced  by  one  machine  (average  for  12  years) 429 

Average    tons  produced   by  one  machine  per  month   of  26  days 

(Average  for  12  years) , 1,115.4 


TONS  OF  PICK  MINED  COAL  PRODUCED  PER  EACH  PICK  MINER 
IN   COMMERCIAL   COAL   MINES,   1897    TO   1908,   INCLUSIVE. 

(Tons  of  2,240  lbs.) 


YEAR. 

Pick  Coal 

from 
Commer- 
cial Mines 

Pick 

Coal 

from 

Small 

Country 

Mines. 

Pick 
Miners 
in  Com- 
mercial 
Mines. 

Pick 

Miners 

in  Small 

Country 

Mines. 

■6 

CD 

M 

u 

gg  o 

Toni 
Produced 
in  Com- 
mercial 
Mines  per 
Pick  M'rs 

1897 

1898 

10,971,482 
13,084,572 
14,366,871 
16,199,300 
16,533,138 
18,043,260 
16,420,804 
18,497,025 
21,007,248 
23,889,872 
25,311,128 
23,799,315 

133,929 
140,000 
150,000 
150,000 
175,000 
180,000 
180,000 
170,000 
180,000 
180,000 
180,000 
180,000 

13,218 
14,036 
14,119 
14,723 
16,000 
15,969 
16,287 
18,880 
19,602 
19,132 
19,287 
21,728 

No  rec'd 

197 
214 
240 
261 
225 
249 
201 
209 
213 
231 
234 
211 

830 
932 

1899...                        

1.017.& 

1900 

1,100 

1901 

995 

1902 

1,120.8 

1903 

1,008 

1904 

979.7 

1905  

1,071.7 

1906 

1,248.7 

1907 

1,312 

1908 

1,096  3 

Totals 

218,124,015 

1,998,929 

202,981 

2,685 

Average  tons  per  year  for  each  miner  (12  years) 
Average  time  worked  per  year  (12  years) 


1,074 

224   days. 
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ACREAGE  MINED. 

The  total  acreage  of  coai  mined  within  the  State,  based  upon  returns 

made  by  the  operators,  and  calculations  of  this  office,  since  1897  is  pre- 
sented in  the  following  tables: 

1897     1,733.9  Acres. 

1898      2,184.6 

1899      2,361.2 

1900      2,638.8 

1901      2,854.6 

1902      3,352.0 

1903      3,222.3 

1904      3,967.7 

1905      4,691.8 

1906      5,516.5 

1907      5,779.7 

1908      5,915.0 


Total    44,219.3 

DAYS   WORKED. 

The  mines  in  the  State  averaged  211  days  against  234  for  the  previous 
year. 

TRANSPORTATION  OF  COAL  AND  COKE. 

During  the  year  the  railroads  within  the  State  report  having  handled 
a  total  tonnage  of  33,345,6G9  tons  of  coal,  and  3,114,394  tons  of  coke,  of 
which  amounts  there  originated  on  the  various,  lines  31,901,542  tons  of 
coal  and  2,869,157  tons  of  coke,  while  the  coal  operators  report  having 
shipped  from  the  mines  37,334,950  net  tons  of  coal.  Between  the  tonnage 
originating  on  the  railroads  and  that  reported  as  shipped  from  the  mines 
there  is  a  difference  of  6,085,417  net  tons  in  excess  of  the  tonnage  re- 
ported by  the  railroads.  This  may  be  attributed  to  the  railroads  not 
having  reported  the  fuel  coal  handled  by  the  railroads,  several  of  which 
failed  to  report  the  tonnage  of  West  Virginia  fuel  consumed  by  the  rail- 
roads. 

KANAWHA  RIVER  SHIPMENT. 

For  the  calendar  year  ending  June  30th,  1908,  the  tonnage  of  coal  and 
coke  floated  down  the  Great  Kanawha  River  amounted  to: 

Coal,  1,484,748  net  tons.  Coke — none  reported.  This  does  not  include 
the  tonnage  of  fuel  consumed  by  water  craft  and  local  river  trade. 

COKE   OVENS  AND   COKE  PRODUCTION. 

At  124  Coke  plants  there  is  reported  a  total  of  19,097  ovens,  of  which 
number  10,525  were  in  active  service  for  216  days,  there  being  8,572  ovens 
reported  not  in  use  during  the  year. 

In  the  manufacture  of  2,978,263  net  tons  of  coke  there  were  used 
5,062,706  tons  of  coal,  furnished  employment  to  14,377  persons. 

A  decrease  of  850,381  tons  under  the  previous  year  caused  a  decreased 
valuation  of  $2,334,538.13.  The  average  price  per  ton  of  coke  was  $2.16, 
a  decrease  of  .13  cents  per  ton  during  the  year. 
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IMPROVEMENTS. 

Many  improvements  made  and  some  new  construction  was  had  during 
the  year  including  35  new  coal  plants;  33  Power  Plants;  246  Coke  Ovens; 
47  Mine  Fans;  12  Furnaces;  23  Tipples;  32  additional  openings  at  old 
mines. 

A  detailed  table  of  improvements  appears  on  a  subsequent  page  to 
which  special  attention  is  directed,  showing  the  improvements  by  Coun- 
ties. 

MEN   EMPLOYED. 

During  the  year  there  were  employed  at  the  mines  and  coke  ovens  an 
average  of  00,397  persons,  an  increase  of  4,132  over  the  previous  year. 
Of  the  total  employes  21,  728  were  pick  miners;  2,750  machine  runners 
and  helpers;  11,627  machine  miners;  12,833  inside  laborers;  3,904  coke 
workers  and  7,555,  outside  laborers. 

To  count  the  mine  foremen,  superintendents,  store  managers  and  clerks 
employed  at  the  mines  it  would  be  safe  to  add  2,000  persons  to  the  total 
above,  making  the  total  employes  directly  connected  with  the  operation 
of   the    mines,    62,397. 

WAGES. 

The  average  price  received  by  Pick  Miners  throughout  the  state  per 
gross  ton  of  run  of  mine  coal  was  46  cents  against  49  cents  the  previous 
year. 

Each  pick  miner  averaged  a  production  of  1,085  tons  during  the  year, 
being  179  tons  less  than  the  previous   year. 

The  average  yearly  wages  received  per  pick  miner  was  $503.84,  a  de- 
crease of  $139.21   under   the  previous  year. 

MACHINE    MINING   PRICES. 

The  following  table  exhibits  the  average  prices  received  for  cutting 
and  loading  machine  coal: 

MACHINE   MINING  PRICES. 

Machine  miners  paid  per  ton,  run  of  mine  in  rooms 31 

Machine  miners  paid  per  ton,  run  of  mine  in  headings 33 

Machine  miners  pair  per  ton,  screened  in  rooms   53 

Machine  miners  paid  per  ton,  screened  in  headings   55 

Machine  runners  paid  per  day   2  54 

Machine  runners  paid  per  ton,  run  of  mine  in  rooms 07 

Machine  runners  paid  per  ton,  run  of  mine  in  headings  09 

Machine  runners  paid  per  car 10 

Machine  runners  paid  per  ton  screened   10 

SELLING  PRICES. 

The  average  selling  price  at  the  mines  of  all  coal  shipped  was  $1.06 
per  gross  ton  of  run  of  mine,  an  average  of  .01  per  ton  over  the  price  re- 
ceived during  the  previous  year. 

Coke  at  the  ovens  sold  on  an  average  for  the  year  at  $2.16  per  ton, 
a  decrease  of  .41  cents  under  the  previous  year. 
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STRIKES. 

At  two  mines,  strikes  were  had  during  the.  year,  involving  308  em- 
ployes, and  a  reported  loss  in  wages  of  $8,000.00,  and  to  the  operators  a 
loss  of  $4,500.00. 

ACCIDENTS. 

During  the  year  there  were  625  lives  lost,  599  were  inside  and  26  out- 
side of  the  mines,  and  of  the  599  inside  there  were  390  killed  in  ten. 
accidents. 

A  total  of  852  non-fatalities  occurred  at  mines  of  which  779  were  in- 
side and  73  outside  of  the  mines. 

From  December  6th,  1908,  to  January  30th,  1908,  inclusive,  a  total  of 
57  days  there  were  368  lives  lost  in  two  explosions,  359  in  one  and  9  in 
another. 

Briefly  summarized  the  explosions  in  which  two  or  more  persons  were 
killed  are  as  follows: 

Killed. 

July  24th,  1907.     Two  Lick  Mine,  Harrison  County,  Powder  (outside) 3 

Dec.  6th,  1907.    Monongah  Nos.  6  and  8  Mine,  Marlon  County.    Dust 359 

Jan.  30th,  1908.     Bachman  Mine,  Fayette  County,  Dust 9 

March  21st,  1908.     Parral  Shaft,  Fayette  County,  Dynamite 2 

April  22,  1908.     Rick  Knob  Mine,  Wyoming  County,  Powder 2 

Total  killed   375 

Had  it  not  been  for  the  unusual  severity  of  the  explosions,  the  death 
rate  due  to  accidents  would  have  been  very  much  below  the  normal  fatal- 
ity ratio. 

Each  of  the  accidents  above  listed,  is  fully  described  in  another  part 
of  this  report,  and  special  attention  is  directed  to  the  circumstances  un- 
der which  these  horrible   calamities  occurred. 

The  principal  agent  of  destruction  in  the  greatest  of  these  explosions 
was  dust. 

For  the  fourth  time  in  the  history  of  mining  in  this  State  the  num- 
ber killed  by  explosions  exceeds  that  of  persons  killed  by  fall  of  roof. 

During  the  year  1908  the  causes  and  lives  lost  inside  summarizes: 

Killed  by  explosions  all  forms   370 

Killed  by  fall  of  roof 155 

Killed  by  mine  cars   28 

Killed  by  other  causes  46 

Total    599 

Greater  care  should  be  exercised  to  prevent  accidents  by  falls  of  roof 
and  by  mine  cars. 

The  every  day  fatality  does  not  impress  public  sentiment  to  the  same 
extent  as  explosions,  although  the  number  killed  by  falls  and  mine 
cars  have   previously  outnumbered  those   killed   by   explosions. 

Since  1897.  there  have  been  killed  inside  the  mines  of  the  state  by 
falls  of  roof  1,083  persons;  by  mine  cars,  160  persons;  by  gas  explosions, 
124;   by  dust  explosions,  368;    and  by  all  other  causes,  456  persons. 

As  to  the  length  of  experience  of  persons  killed  and  injured,  for  the 
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past   eight  years  from   1901   to   1908   inclusive,   there   were  injured   and 
killed  the  following  number  of  persons: 

Having  a  mine  experience  of  one  year  or  less 1,104  persons. 

2  to     5  years 1,110 

6  to  10  years  488 

11  to  25  years 271 

26  to  50  years   49        " 

Many   years    163        " 

Unknown    657 


Total 13,842 

The  department  has  no  record  of  the  percentage  of  persons  employed, 
with  their  terms  of  experience,  but  the  table  above  is  ample  proof  that 
a  greater  number  having  a  year  or  less  experience  suffers  the  greatest 
loss. 

Since  1883  the  average  lives  lost  inside  for  every  1,000  persons  em- 
ployed inside  the  mines  has  been — 5.28. 

During  the  year  1900  the  ratio  per  each  1,000  was  6.09,  but  for  the 
past  year  the  ratio  was — 12.24. 

ELECTROCUTIONS. 
During  the  year  nine  lives   were  lost  by  electrocution,   from   1899   to 
1908  inclusive,  there  have  been  over  26  lives  lost  by  electrocution  within 
the  mines. 

FATAL  ACCIDENTS  INSIDE,  THEIR  CAUSES,  SINCE  1897. 
Causes. 

Falls  of  roof   

Mine  cars    

Gas  explosions 

Dust  explosions   

All  other  causes   

Total    

Causes. 

Falls  of  roof  -. 

Mine  cars    

Gas  explosions   

Dust  explosions   

All  other  causes 


1897 

1898 

1899 

1900 

1901 

1902 

47 

67 

64 

61 

76 

79 

6 

6 

7 

11 

11 

13 

1 

50 

10 

7 

2 

8 

11 

24 

18 

60 

76 

79 

132 

121 

110 

1903 

1904 

1905 

1906 

1907 

1908 

96 

95 

105 

99 

139 

155 

12 

12 

18 

16 

20 

28 

24 

3 

1 

4 

29 

2 

368 

15 

13 

52 

131 

136 

46 

Totals     147  123  176  250  324  599 

SUMMARY  OF  ACCIDENTS  INSIDE  THE  MINE  1908-1901. 
(I — means  increase.     D — decrease.) 

1908 

Number  of  employes  inside  48,938 

Number  of  days  mines  were  operated 211 

Number  of  persons  killed  inside 599 

Number  of  days  work  accomplished 10,325,918 

Number  killed  per  1000  employes  inside 12. 24 

Number  killed  per  1000  days  worked  inside .0441 

Number  injured  non-fatally  inside   .-. 779 

Number  injured  per  1000  employes  inside 17.409 

Number  injured  per  1000  days  worked  outside  ...  .  0754 

Number  of  inside  employes  for  each  fatality  inside  122 


1907 

Changes. 

44,147 

4,791 

I 

234 

23 

D 

324 

275 

I 

10,330,398 

4,480 

I 

7.34 

4.90 

I 

.0313 

.0128 

I 

430 

349 

I 

9.739 

7.670 

I 

.0416 

.0338 

I 

136 

14 

D 
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TONNAGE  PER  FATALITY. 

Since  1883  the  average  tons  of  coal  produced  per  each  fatality  have 
been  229. G81,  including  1907,  which  is  62,699  tons  per  fatality.  At  those 
mines  where  fatal  accidents  occurred  there  was  an  average  of  one  life 
lost  for  each  74,907  tons  of  coal  produced. 

The  total  of  599  lives  lost  inside  occurred  at  175  mines,  employing  18,627 
persons  and  producing  21,302,611  gross  tons  of  coal,  while  at  all  other 
mines  there  were  produced  17,884,399  tons  of  coal  without  the  loss  of 
a  single  life  inside  the  mines.  " 

EFFICIENCY   OF   THE  LAW.     . 

The  ideal  conditions  for  a  full  compliance  with  the  law  would  be  to 
have  a  State  Inspector  within  each  mine  at  all  times.  The  purposes  of 
the  law  would  be  more  nearly  met  if  mine  foreman  and  fire  bosses 
should  be  relieved  of  the  duties  placed  upon  them  whereby  they  act  as 
business  managers  in  the  economic  operation  of  the  mine.  Mine-foremen, 
as  contemplated  by  our  law  makers,  should  devote  their  entire  time  provid- 
ing for  the  safety  of  the  mine,  and  not  be  required  to  perform  the  duties  of 
track  layer,  mule  driver,  or  motor  runner,  as  is  done  in  some  economic 
emergencies. 

For  the  proper  execution  of  the  law  it  appears  to  need  some  strength- 
ening, at  least  in -some  counties,  where  efforts  to  prosecute  the  miners 
have  been  successful,  but  not  successful  when  the  operators  or  officials  are 
the  subjects  of  prosecution.  Through  some  process  not  clear  to  this  de- 
partment, the  Courts  have  not  disposed  of  prosecutions  pending  against 
mine  officials. 

In  an  effort  to  prevent  the  use  of  steam  locomotives,  within  mines 
in  McDowell  and  Mercer  Counties,  the  Court  held  the  law  relating  to 
steam  locomotives  to  be  unconstitutional  and  ordered  re-opened  the  mine 
which  had  been  closed  by  this  Department. 

The  Jed  mine  in  McDowell  County  which  the  Department  closed  for 
reason  of  the  generation  of  dangerous  quantity  of  explosive  gases,  was 
in  like  manner  promptly  ordered  re-opened  by  the  Court,  and  tempora- 
rily placed  upon  "terms",  which  the  department  so  far  has  been  unable 
to  discover  within  the  mine  statutes.  The  latter  case  was  appealed  to 
the  Court  of  Appeals  but  the  petition  was  dismissed. 

The  depression  in  the  coal  business  during  the  year  has  been  quite 
helpful  in  the  wholesale  elimination  of  shooting  on  the  solid.  Miners 
being  plentiful  and  work  scarce  enabled  the  mine  operators  to  disci- 
pline the  workmen  in  the  proper  manner"  of  under-cutting  and  shooting 
the  coal. 

-    SAFETY  POWDERS. 

During  the  year  there  have  come  into  use  for  blasting  purposes  several 
makes  of  so-called  safety  explosives,  some  of  which  have  -been  used 
with  good  effect  in  the  extraction  of  coal  and  with  safety  to  the  miner. 

SAFETY   LAMPS. 
During,  the  year  safety   lamps  have  been   introduced   in   whole   or   in 
part  in  a  number  of  mines  where  explosive  gases  have  appeared.     In  the 


190S]  Department  of  Mines. 


McDowell  County  field  where  the  Pocahontas  coal  goes  below  water  drain- 
age explosive  gas  has  appeared  in  a  number  of  mines.  In  the  White  Oak 
field  in  Fayette  County  the  deep  shaft  mines  have  shown  the  presence 
of  gas  to  the  extent  that  the  department  has  required  the  use  of  safety 
lamps  in  parts  of  a  number  of  mines,  and  at  one  time  it  became  necessary 
to  put  the  Stewart  Shaft  mine  on  safety  lamps  exclusively.  Unless  great 
care  is  exercised  in  the  two  fields  mentioned  above,  a  mine  disaster  may 
result. 

It  is  the  opinion  of  the  writer  that  safety  lamps  should  be  used  in  all 
mines  where  as  much  as  two  per-cent  of  explosive  gas  is  found  in  any 
part  of  the  mine  by  the  use  of  a  safety  lamp. 

The  State  Mining  Department  should  be  required  by  law  to  class  all 
mines  under  the  list  of  gaseous,  non-gaseous,  naturally  wet,  naturally  dry, 
and  naturally  dusty,  and  should  be  empowered  to  prescribe  the  tests  to 
be  made  upon  explosives  permitted  to  be  used  within  the  different  lists 
of  mines,  and  to  prescribe  the  limit  of  charge  for  each  explosive. 

BLACK  POWDER. 

Limiting  the  use  of  black  powder  in  certain  classes  of  mines  and  pre- 
scribing the  conditions  under  which  it  may  be  used  in  all  mines,  would 
in  my  judgment  mitigate  against  probable  mine  explosions. 

WATERING  OF  MINES. 
It  is  well  known  among  the  mining  craft  that  during  the  Summer 
months  all  surfaces  within  coal  mines  accumulate  moisture  which  is 
condensed  from  the  atmosphere  of  the  mine.  During  the  colder  winter 
months  the  surfaces  become  dry  and  the  mine  dusty.  Various  plans  have 
been  adopted  at  dry,  dusty  mines  within  the  State  to  overcome  this  dry- 
ing effect,  among  which  are  the  watering  car,  pipe  lines  with  hose  at- 
tachments and  the  occasional  use  of  steam,  and  experiments  have  been 
made  with  calcium  carbonate,  an  anhydrous  salt.  During  the  Summer 
a  process  of  depositing  moisture  by  condensation  is  regular  and  con- 
tinuous, while  during  the  Winter  the  artificial  methods  are  intermittent 
and  imperfect,  causing  a  series  of  wetting  and  drying,  which  materially 
affects  the  roof  of  the  mine.  To  have  the  conditions  during  the  Winter 
such  as  obtain  during  the  Summer,  the  atmosphere  of  the  mine  should 
be  kept  at  a  high  degree  of  saturation  constantly,  and  this  necessitates 
the  heating  of  the  in-take  current  in  order  that  it  may  be .  able  to  carry 
in  suspension  watery  vapor.  To  maintain  a  uniformity  of  humidity  with- 
in the  mine  would  lessen  the  loss  of  life  by  falls  of  roof. 

FALLS  OF  ROOF. 
Accidents  by  falls  of  roof  are  productive   of  the   greatest   number  of 
all  causes,  and  occur  mostly  at  the  working  face.     These  could  be  largely 
reduced  by  a  system  of  timbering  and  frequent  inspection   and   greater 
care  in  the  placing  of  shot  holes. 

LEGAL  ADVICE. 
During  the  year,  much  profitable  assistance  has  been  rendered  this  De- 
partment through  the  'office  of  the  Attorney  General,  but  our  Mine  Law 
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makes  no  provision  for  the  costs  accruing  through  legal  work  done  by 
the  Attorney  General  for  this  department.  A  permanent  public  prosecu- 
tor detailed  to  conduct  all  prosecutions  brought  by  the  Mine  Department 
would  do  more  to  advance  the  work  of  this  department  and  locate  the 
weak  points  of  the  law  than  any  other  legislation  that  I  might  pro- 
pose. The  services  of  the  Department  would  be  more  efficient  if  its 
personnel  could  be  eliminated  from  the  intrigues  and  caprices  of  design- 
ing politicians. 

BULLETINS. 

During  the  month  of  May,  1908,  upon  approval  of  the  Governor,  the 
department  began  the  publication  of  a  monthly  bulletin,  an  innovation 
not  had  by  any  other  State  mining  Department.  It  occurs  to  the  writer 
that  if  this  bulletin  is  continued  the  compilation  of  an  annual  report 
would  be  unnecessary  since  the  statistical  features  of  the  annual  report 
could  be  incorporated  in  the  bulletin  at  stated  times. 

ELECTRICITY   IN   MINES. 

During  the  year  the  department  took  exception  to  the  installation  of 
electricity  within  the  Federal  Coal  &  Coke  Co.'s  mine  in  Marion  County, 
unless  such  installation  should  be  under,  and  in  accordance  with  speci- 
fications approved  by  the  Department.  To  this  the  Company  agreed,  and 
the  specifications  were  prepared  and  approved.  A  copy  of  these  specifi- 
cations and  correspondence  relative  thereto  may  be  found  in  the  Appendix 
to  this  report.  It  will  be  noticed  that  these  specifications  were  agreed 
upon,  pending  such  legislation  on  the  subject  as  may  be  had  by  our  Legis- 
lature. 

DISTRICT  INSPECTOR'S  REPORTS. 

Elsewhere  in  this  report  will  be  found  the  annual  reports  of  the  Dis- 
trict Mine  Inspectors  upon  the  condition  of  the  mines  in  their  respective 
districts. 

To  Miss  Frances  L.  Truslow,  Clerk  and  Stenographer  in  this  Depart- 
ment for  the  past  nine  years,  I  owe  an  acknowledgment  for  her  fidelity 
and  assistance   in  the  compilation   of  the  several   publications   issued. 

The  writer  desires  in  conclusion  to  express  his  appreciation  of  the  con- 
fidence reposed  in  him  by  your  Excellency  in  his  conduct  of  the  affairs 
pertaining  to  this  department. 

Respectfully  submitted, 

James  W.  Paul, 
Chief  of  the  Department  of  Mines- 
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LARGE  PRODUCERS. 

The  following  39  companies  each  produced  over  200,000  gross  tons  of 
coal  during  the  year. 

Fairmont  Coal   Co 3,794,977 

The  New  River  Company   1,771,751 

Davis  Coal  &  Coke  Co 1,532,847 

Pocahontas  Cons.  Collieries  Co 1,400,313 

United  States  Coal  &  Coke  Co 1,291,480 

Cabin  Creek  Cons.  Coal  Co 854,783 

Sunday   Creek  Co 749,525 

United  States  Coal  &  Oil  Co 696,059 

Paint  Creek  Collieries  Co 628,686 

Boomer  Coal  &  Coke  Co 612,252 

New  River  &  Pocahontas  Cons.  Coal  Co 531,789 

Clarksburg  Fuel  Co 516,780 

Red  Jacket  Cons.  Coal  &  C.  Co 516,297 

McKell  Coal  &  Coke  Co 506,063 

New  River  Collieries  Co 412,708 

Davis  Colliery  Co , 404,686 

Thacker  Coal  &  Coke  Co 391,856 

Turkey  Gap  Coal  &  Coke  Co. 356,248 

Elkins  Coal  &  Coke  Co 353,456 

Pittsburg  &  Fairmont  Fuel  Co 336,948 

Mill  Creek  Coal  &  Coke  Co.  (including  Coaldale) 336,111 

Georges  Creek  Coal  &  Iron  Co 326,000 

American  Coal  Co.   (Crane  Creek  &  Pinnacle)    293,326 

The  Virginia  &  Pittsburg  Coal  &  C.  Co 282,637 

Houston  Coal  &  Coke  Co 282,415 

Pulaski  Iron  Co 278,273 

The  Century  Coal  Co.  of  W.  Va 262,088 

The  Empire  Coal  &  Coke  Co.  233,820 

Raleigh  Coal  &  Coke  Co 231,775 

Crozer  Coal  &  Coke  Co 231,766 

McDowell  Coal  &  Coke  Co. 228,182 

Hitchman  Coal  &  Coke  Co 226,809 

The  Campbells  Creek  Coal  Co 225,451 

The  Carver  Bros.  Co 221,183 

New  River  &  Poca.  Cons.  C.  Co 220,760 

Page  Coal  &  Coke  Co 220,488 

Ashland  Coal  &  Coke  Co 213,703 

Kellys  Creek  Colliery  Co 203,123 

West  Virginia  Colliery  Co 201,604 


STATISTICAL. 
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COAL  TONNAGE  OF  THE  LEADING  COAL  PRODUCING  STATES  FOR 
THE  CALENDAR  YEAR  1907- 

Figures  Taken  from  the  U.  S.  Geological  Survey's  Report  on  Coal  for  1907. 
Rank.  (Ton  of  2,000  lbs.) 

fBituminous 150,143,177 

1.  Pennsylvania.' 

!  Anthracite   85,604,312 

2.  Illinois    ^ 51,317,146 

3-     West  Virginia   48,091,583 

4.  Ohio    32,142,419 

5.  Alabama    14,250,454 

6.  Indiana  13,985,713 

7.  Colorado 10,790,236 

8.  Kentucky 10,753,124 

9.  Iowa   7,574,322 

1 0.  Kansas  7,322,449 

11.  Tennessee    6,810,243 

12.  Wyoming 6,252,990 

13.  Maryland    5,532,628 

14.  Virginia    . '. 4,710,895 

3  5.  Missouri     3,997,936 

Iff.  Washington 3,680,532 

17.  .  Oklahoma  (Indian  Territory)    3,642,658 

Total     • 466,602,817 

Total  for  all  other  states   13,760,607 

Total  for  the  United  States  480,363,424 

West  Virginia  for  the  year  ending  June  30th,  1908 44,091,051 

(Report  of  the  Department  of  Mines  of  West  Virginia.) 
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TABLE  SHOWING  PRODUCTION  OF  COAL  AND  COKE  FOR  THE 
YEARS  1SS3  TO  190S.  INCLUSIVE. 


•YEARS. 

GOAL, 
(Tons  of 
2,240  lbs.) 

OOKE, 
(Tons  of 
2,000  lbs.) 

YEARS. 

COAL, 
(Tons  of 
2,240  lbs.) 

COKE, 
(Tons  of 
2,000  lbs.) 

1883 

1884 

1885  .             

2,805,565 
3,000.0(10 
3,008,091 
3,213.093 
4,207,039 
4.799,611 
4,663.857 
5,643.946 
7,281,427 
7,777.570 
9,758,991 
9,427,028 
9,878,099 

190.889 

182. 000 

187.619 

228,623 

481,477 

517,317 

360, 716 

892. 490 

1.208,418 

1,333,439 

1,090,909 

1,067,156 

1.204,657 

1896 

1897.... 

1898 

1899- •■• 

12,062,468 

11,705,829 

14,294,865 

16.250.150     ; 

18,886,911 

20,290,991 

23,359,083 

22.  '.113,698 

26,984.715 

31,503,029 

37,403,474 

40,040,311     i 

39,367,010     l 

1,594,691 
1.374,497 
1  742.256 

1886 

1  950  179 

1887 

1888 

1900 

1901.... 

2,496,107 
1.932,912 

1889 

1902  . 

2,249  744 

J890 

1903 

2.483.376 

1891 

i     1904 

2.276,451 

1892 

1893 

1894 

1906 

1907 

3^534  .'314 
3,828,649 

1895 

1908 

2,978.263 

*  Calendar  yet 
have  been  given  f 

irs  1883  to  18 
or  the  fiscal 

37  inclusive, 
years  ending 

Since  1887  the  Ooal  and  Ooke  Statistics 
June  30th. 

TABLE  SHOWING   THE   COKE  PRODUCTION,   BY   COUNTIES,   FROM 

1891    TO   1902,   INCLUSIVE. 

(Tons  of  2,000  pounds.) 


COUNTIES. 


1897 


Barbour 

Fayette 329,089 

Harrison 

Kanawha 20, 132 

Marion 142,043 

McDowell 567,070 

Mercer 115.522 

Monongalia 2.  778 

Preston 19,567 

Raleigh 18,454 

Randolph 

Tucker j      159,842 


Totals 


1.374,497 


1898 


1899 


1,350 

394,052 

5.419 

21,578 

149,060 

731.681 

149,061 

12,337 

28.450 

20,007 


229,261 


5,980 

454 , 999 

5,871 

10,983 

155,985 

923.166 

192,932 

5.204 

34.023 

20,398 

i40,'638 


1,742.256       1.950.179 


1900 


12.57:1 
481,699 

15.994 
32,665 
298,119 

1.070.033 

207.277 

17.077 

46.250 

15.460 

3,223 

295,731 


2.496.107 


1901 


12.666 

442.411 

5.190 

30, 722 
1!S. 285 
953,7(12 
167,769 

6,'  500 


13,498 

176,392 


1,932,912 


1902 


15,682 

515.398 

16,572 

29.722 

210.451 

929,433 

175,083 

19  948 

18,930 


38,845 
279,680 


,249,744 


TABLE   SHOWING   THE   COKE  PROUDCTION,   BY   COUNTIES,    FROM 

1903   TO   1908,   INCLUSIVE. 

(Tons  of  2,000  pounds.) 


COUNTIES. 


Barbour 

Feyette 

Harrison. . . . 
Kanawha  ... 

Marion . 

McDowell... 

Mercer 

Monongalia. 

Preston 

Raleigh  

Randolph... 

Tucker 

Taylor 

Upshur 


Totals 


1903 


20. 
437, 

62. 

25. 

282. 

1.016. 

167, 

30, 

34, 


991 
090 
382 
7*89 
924 
988 
567 
509 
627 


120.387 
284,122 


1904 


19,128 

434.919 

621 

9.547 

102.416 

1,170.2(10 

190.132 

22.999 

27,611 


1905 


11,967 

430,163 


77,077 
221.801 


19.993 
127,850 
1,380,805 
267.697 
42,802 
79,757 


1906 


17,643 

614,428 

768 

31.527 

171.621 

1  699,426 

318.357 

58  264 

142,236 


146,243 
231.500 


231,616 
253  492 


.483,376   2.276.451   2.738.777   3.534.314   3.828.649 


34.030 
615,577 
22,390 
18.287 
233,700 
,744,819 
313,117 
113,031 
222.84% 


244.054 

262,951 

1,747 

2. 100 


1908 


44,359 

415.425 

1,092 

12,124 

105,743 

1,681,884 

219.597 

76,386 

138.644 

497 

129.273 

149,229 


4,010 


2.978.263 


1908] 
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ORDER   IN    THE    PRODUCTION    OF    COAL,    1897—1908. 


COUNTIES. 

1897 

1898 

1899 

1900 

1901 

1 
2 

3 

4 

6 

5 

7 

9 

8 
10 
11 
13 
14 
12 
17 
15 
16 
20 
18 

1902 

1 
2 

3 
4 
6 

2 
i 

8 

9 

10 
11 
16 
14 
12 
13 
15 
17 
20 
19 

1903 

2 

1 

3 

5 

6 

4 

7 

8 
11 

9 
14 
13 
12 
10 
15 
16 
18 
23 
19 
22 

1904 

s 

6 

5 

8 

7 
11 
10 
16 
14 
13 

9 
12 
15 
19 
22 
20 
18 

1905 

2 

1 

3 

4 

6 

5 

8 

7 

12 
10 
16 
14 
13 
11 

9 
15 
21 
17 
23 
19 
,20 
18 
24 
23 
25 
27 

1906 

2 

1 

4 

3 

6 

5 

8 

7 
13 

9 
16 
15 
12 
11 
10 
14 
22 
17 
21 
19 
18 
20 
24 
23 
25 
26 

1907 

2 
1 

4 

3 

6 

5 

10 

7 

14 

9 

17 

15 

13 

11 

8 

18 

21 

16 

22 

20 

12 

19 

23 

24 

25 

30 

26 

29 

27 

28 

31 

32 

1908 

1 
2 

3 

4 
5 
9 
6 
8 
7 
13 
10 
11 

1 
2 
3 

4 
5 
9 
6 
8 
7 

11 
10 

u 

1 
2 

3 

i 
8 
7 
9 
6 
10 
11 
12 

1 
2 
3 
4 
6 
7 
5 
9 
8 

10 
11 
12 
14 
18 
19 
13 
15 
20 
16 

2 

1 

4 

3 

6 
5 

10 

7 

13 

11 
17 

18 
1* 

19 
16 
12 
15 
17 
14 

19 
16 
13 
15 
18 

14 

17 
16 
13 

14 

18 
15 

12 
8 

16 

21 

15 

22 

20 

T  offnn 

9 

20 

18 

17 
20 

19 
20 

II 

19 
21 

18 
21 

17 
20 

17 
21 
25 
24 
23 

19 

25 

27 

22 
23 

24 
21 

26 

30 

23 

26 

27 
28 

29 

24 

28 

31 

32 

33 

TABLE  SHOWING  THE  COMPARATIVE  STATEMENT  OF  THE  COAL 
PRODUCTION  FOR  1908  AND   1907. 

(Tons  of  2,240  pounds/) 


COUNTY. 


Coal  Production  for 


1908 


Brooke 

Hancock  — 

Marion 

Marshall 

Ohio 

Harrison.  • .. 

Lewis 

Upshur: 

Barbour 

Monongalia 
Preston  .   ... 

Taylor 

Grant 

Mineral 

Randolph  . .. 

Tucker 

Braxton 

Gilmer 

Mason 

Putnam 

Clay 

Fayette  .  ... 
Kanawha  . . . 
Nicholas  — 
Greenbrier. . 

Raleigh 

Mercer 

McDowell. .. 
Wyoming. .. 

Lincoln  

Logan .   

Mingo 

Wayne 


Totals . 


Small  mines 

Grand  Totals 


458,284 

66,511 

440,666 

369, 189 

143,698 

168,04? 

22,640 

76,773 

829.046 

271,843 

874,786 

396,358 

242,442 

622,295 

545,803 

920, 568 

91,763 

6,697 

109, 738 

424,424 

42,461 

,851.271 

,523,739 

61,806 

36, 066 

259,420 

,823.674 

,515,689 

652 

25,064 

,215,039 

,714,807 

35,756 


1907 


Increase  of 

1908    over 

1907 


526,997 

78.280 

3,619,764 

560, 427 

136,350 

3,343,319 

5,528 

39,502 

776,245 

292,596 

1,079,692 

416,138 

2U.542 

607,172 

609. 380 

1,005,219 

55,774 

312 

93,211 

401,413 

60,252 

7,277,297 

4,626,101 

57,412 

31,978 

1,104,676 

2,009,522 

8,123,699 

"17,589 

740, 607 

1,867,100 

25,217 


Decrease 

of  1908 
under     1907 


7,348 

17|il2 

37,271 
52,801 


68,713 

11,769 

179,098 

191,238 


175,277 


15,123 


39,187,010 


39,860,311 


180,000 


180,000 


39.367,010 


40.040.311 


35,989 

6.385 

16,527 

23,011 


4,394 

4,088 

154,744 


391,990 

652 

7,475 

474,432 


10,539 


20,753 

204,906 

19,780 

29,100 


63,577 
84,651 


17,791 
426.026 
102,362 


185,848 


152,293 


1,259,881 


1,933,182 


1,259,881 


1.933,182 
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PRODUCTION  OF  COAL  IN  WEST  VIRGINIA,  BY  GEOGRAPHICAL  DISTRICTS 
FOR  THE  YEAR  ENDING  JUNE  SOTH,  1908. 


(Tons  of  2.240  lbs.) 

Potomac   District    1.7S5.305 

Monongahela  District    9,60n.:}1  7 

Wheeling  District   1,037,682 

Interior   District 157,160 

Kanawha-New  River  District   .' 13,297,923 

Norfolk  &  Western  District   13,305,617 

Total  Commercial  Mines   39,187,010 

Small  Mines   180,000 

Grand   Total    39,367,010 

POTOMAC  DISTRICT. 

(Counties  of  Grant,  Mineral  and  Tucker. 1 

Davis  Coal  &  Coke  Co.,  (1  mine  in  Grant;  9  in  Mineral  and  6  in  Tucker)  1,327,292 

Cumberland  Coal  Co 119,096 

Mastellcr  Coal  Co 58,348 

Beacon  Coal  &  Coke  Co 53,299 

Buffalo  Creek  Cumberland  Coal  Co 52,511 

Smith  Coal  Co 44,851 

Abrams  Creek  Coal  &  Coke  Co 34,670 

Gleason  Coal  &  Coke  Co 29,907 

The  Big  Vein  Coal  Co.  of  West  Virginia    22,775 

Piedmont  &  Potomac  Coal  Co 20,000 

Glade  Run  Coal  &  Coke  Co .' 8,346 

Denman  Coal  Co 6,854 

Piedmont  Brick  &  Coal  Co 4,571 

Cottage  Street  Coal  Co 1,670 

Gatzmer  Coal  &  Coke  Co 1,115 

Total     1,785,305 

MONONGAHELA   DISTRICT. 
(Counties    of   Barbour,    Harrison,    Marion,    Monongalia,    Preston,    Randolph.    Taylor 

and  Upshur.) 
Fairmont  Coal  Co.,   (16  mines  in  Marion;  15  in  Harrison;  1  in  Barbour; 

and  1  in  Monongalia)    3.794,077 

Clarksburg  Fuel   Co 561,720 

Davis  Colliery  Co.,   (1  mine  in  Barbour ;  4  in  Randolph) 404,686 

Elkins  Coal  &  Coke  Co.,   (2  mines  in  Monongalia  and  3  in  Preston) 353,456 

Pittsburg  &  Fairmont  Fuel  Co 336.94S 

George's  Creek  Coal  &  Iron  Co 326,000 

The  Virginia  &  Pittsburg  Coal  &  Coke  Co 282,667 

The  Century  Coal  Co.  of  West  Virginia   262,088 

Davis  Coal  &  Coke  Co.   (1  mine  in  Barbour  ;  and  3  in  Randolph) 205,555 

Mederia-Hill-Clark  Coal   Co 189,475 

Federal  Coal  &  Coke  Co 180,588 

New  Central  Coal  Co 174,746 

Merchants  Coal  Co.  ■ m    161,480 

Cook  Coal  &  Coke  Co '    119,000 

Rosemont  Coal  Co 112,988 

Hutchinson  Fuel  &  Supply  Co 100,754 

Meadow  Brook  Coal  &  Coke  Co 93,500 

The  Austen  Coal  &  Coke  Co 93,153 

Irona   Coal   Co 92,246 

Pitcairn  Coal   Co 82,912 

Marshall   Coal  Co 7S.881 
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I'hilippi  Collieries  Co 73.404 

Short   Line   Coal   Co 70,000 

Grafton  Coal  &  Coke  Co 08,872 

Connellsville  Basin  Coke  Co 07.832 

Fairmont  &  Baltimore   Coal  &  Coke  Co 64,504 

O'Gara  Coal  Mining  Co 62,203 

Kingwood  Coal  Co 61 ,547 

Corona  Coal  &  Coke  Co 61,401 

Maryland  Coal  Co ■ 60,351 

Pittsvein   Coal   Co 56,299 

Orr  Coal  &  Coke  Co 54,661 

Midland  Coal   &   Coke  Co 52,137 

Red   Rock   Fuel   Co 49,597 

Tygarts  River  Coal  Co 47,713 

Central  Fairmont  Coal  Co 39,935 

T.   B.   Davis    39,000 

Atlantic  Coal  &  Coke  Co 38,694 

Parker   Run  Coal  &  Coke   Co 38,553 

Douglass-Rauch  Coal  &  Coke  Co ' 38,410 

Gorman  Coal  &  Coke  Co 37,614 

Kilarm  Coal  &  Coke  Co 33,611 

Mel  fraw    Coal    Co 33,355 

Hairy  B.  Coal  Co 31,038 

Manufacturers   Coal   &  Coke  Co 30,010 

Grafton  Fuel  Co 30,000 

Hamilton  Coal  &  Coke  Co 25,958 

Laurel   Creek  Coal   Co 24,000 

National   Coal   Co 23,055 

Miller  Coal  &  Coke  Co 22,930 

Rose-Bud  Coal   Co 22,173 

Cook  &  Hart  Coal  Co 20,950 

Oakland   Coal   &   Coke   Co 20,200 

Buckhannon    River   Coal   Co 19,776 

Preston  County  Coke  Co 18,542 

W.   II.   Green,   Lessee    17,856 

Vincent   Coal    Co •  •  14.120 

Hite  Coal  &  Coke  Co .  14,072 

Winona  Coal   &  Coke  Co 1'2,834 

Opekiska  Coal  &  Coke  Co. 12,000 

Virginia-Maryland    Coal    Corporation    11,592 

The  Great  Scott  Coal  &  Coke  Co 10,502 

L.   B.    Brydon    9,000 

Pittsburg   Steam    Coal    Co 8,403 

Newcomer  Coal   Co 7,400 

Jane  Lew   Coal  &  Coke   Co.    6,981 

Washington   Fuel  Co 6,576 

Fayette    Coal    Co 5,192 

Monroe  Colliery  Co 4,910 

Hero  Coal  Co 3,500 

Pennsylvania   Coal   Mining   Co 3,148 

Blue  Ridge  Coal  Co 2,500 

The  Cecil  Coal  &  Coke  Co 1.873 

Harrison    Coal    Co.    .  .  .  : 1,786 

( Jatawaba    Coal    Co 792 

Total     9,603,317 

-\YHEELIXG  DISTRICT. 
(Counties  of  Brooke,  Hancock,  Marshall  and  Ohio.) 

Hitchman  Ccal  &  Coke  Co 226,809 

Lewis-Findley    Coal   Co 120,062 
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LeBelle  Iron  Works,    (1  mine  in  Brooke  and  1   in  Ohio)    119.004 

Beech  Bottom  Coal  Co 7_'.4<;4 

Richland  Coal  Co 71,874 

The  Marquet   Coal   Co 60,708 

Rex  Carbon  Coal  Co 56,942 

LaBelle  Coal  Co 54,67.". 

Wheeling  Steel  &  Iron  Co '. 53, 1  25 

A.  Gilchrist  &  Sons  Coal  Co 35.401 

Glendale   Coal   Co.    33,945 

Boggs  Run  Mining  &  Manufacturing  Co 32,679 

Elm  Grove  Coal  Co 24,91 :: 

Mound   Coal   Co 18,089 

Whitaker-Glessner    Co 15,537 

Wheeling  Steam  Coal  Co 9,374 

Reymann    Brewing   Co 6,989 

M.  M.  Cullen    5,713 

J.  S.  Creighton    4,112 

Peter  Storch  &   Sons    4,010 

Panama  Coal  Mining  Co 2.499 

Bituminous   Coal   Co.   of   America    2,043 

Jochum    &    Co -• 625 

Total     1 ,037,682 

INTERIOR  DISTRICT. 

(Counties  of  Braxton,   Gilmer.   Greenbrier  and   Lewis.) 

Davis  Colliery   Co 91.763 

Elk  Lick  Coal   Co 36.066 

Jacksonville  Coal  &  Coke  Co 22,640 

Cosmopolitan   Coal  &  Coke  Co 6,697 

Total     ■ 157,166 

KANA.WHA-NEW   RIVER   DISTRICT. 

(Counties    of    Clay,    Fayette,    Kanawha,    Lincoln,    Mason,     Nicholas,     Tutnam    and 

Raleigh.) 

New  River  Company,    (7  mines  in  Raleigh  and  25  in  Fayette) 1,771.751 

Cabin  Creek  Consolidated  Coal  Co 854,783 

Sunday  Creek  Co.   (4  mines  in  Fayette  and  4  in  Kanawha) 749.525 

Paint  Creek  Colleries  <'o.    (1  mine  in  Fayette;  1  in  Nicholas;  and  15  in 

Kanawha )     628,686 

Boomer  Coal  &  Coke  Co 612,252 

New  River  &  Pocahontas  Consolidated  Coal  Co 531,789 

McKell  Coal  &  Coke  Co.   (2  mines  in  Fayette;  and  4  in  Raleigh) 506,063 

New  River  Collieries  Co.   (5  in  Raleigh  :  and  7  in  Fayette) 412,708 

Raleigh  Coal  &   Coke  Co 231.775 

The  Campbell's   Creek   Coal    Co 225,45 1 

The   Carver  Brothers  Co 221,183 

Kellys  Creek  Colliery  Co 203,123 

West  Virginia   Colliery   Co 201,604 

Winifrede    Coal    Co 179,860 

The  Marmet  Coal   Co 1 71 .920 

Black  Betsey  Coal  &  Mining  Co 161,606 

Carbon  Coal  Co 158,515 

Piney  Coal  &  Coke  Co '  1  58,089 

Republic   Coal    Co 155,963 

'Wyatt   Coal    Co 149,484 

Loup  Creek  Colliery  Co. 1 42.455 

The  Low  Moor  Iron  Co.  of  Virginia   140,826 

The  Otto  Marmet  Coal  &  Mining  Company    137,850 

Imperial    Colliery    Co 134,206 
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Ephraim  Creek  Coal  &  Coke  Co 124.568 

Plymouth   Coal   &  Mining  Co 116,391 

Keeneys    Creek    Colliery    Co 116,378 

Chesapeake    Mining   Co 1 11,176 

The  Gauley  Mountain  Coal  Co 110,094 

M.  B.  Coal  &  Coke  Co 107,780 

The  Star  Coal  &  Coke  Co 1 05,034 

Standard  Splint  &  Gas  Coal  Co 101,236 

Stonewall  Coal  &  Coke  Co 97,192 

Cannelton   Coal   Co 94,144 

Turkey   Knob   Coal   Co 93,963 

The  Columbus  Iron  &  Steel  Co 93,854 

Gamoca  Coal  Co 93,750 

Belmont    Coal    Co 90,918 

Nichol'  Colliery    Co 88,521 

The  Holley  &  Stephenson  Coal  &  Coke  Co S8,394 

Wright  Coal  &  Coke  Co 85,409 

Hughes  Creek  Coal   Co 85,041 

Beechwood  Coal   &  Coke   Co 82,884 

W.  R.  Johnson  &  Co SI, 249 

Hemlock  Hollow  Coal  &  Coke  Co 78,714 

Dry  Branch   Coal   Co 78,265 

The  Mt.   Carbon   Company,   Ltd 74,734 

Nuttallburg  Coal  &  Coke  Co 70.754 

The  Thurmond  Coal  Co 69,176 

Kanawha  Gas  Coal  Co 68,570 

Moseley  &  Walker    68,000 

Stone  CHff  Coal  &  Coke  Co 67,760 

Blue  Creek  Coal  &  Land   Co 63,467 

Greenwood    Coal    Co 61,689 

Olcott  Coal  &  Iron  Co 57,380 

Wake  Forrest  Mining  Co 55,501 

Lynohburg    Colliery    Co 54,132 

South    Side    Co 53,375 

Laura    Mining    Co 52,293 

LaMont  Mining  Co 50,804 

Coalburg  Colliery   Co 49,678 

Ballinger    Coal    Co 48,241 

Beury  Brothers  Coal  &  Coke  Co 47,600 

Blume  Coal  &  Coke  Co 46,155 

Deitz    Colliery   Co 43,406 

Big  Coal  Co 43.142 

Quincy   Coal   Co ...  42,903 

W.  R.  Johnson    41,643- 

Consumt-rs  Coal  &  Mining  Co 40,161 

Equitable  Coal  Co 39,786 

Brown   Coal   Co 37,219 

The  Elk  Coal  Co 36,134 

Manufacturers  &  Consumers  Coal  Co 34,980 

The  Goshen  Iron  Co 33,464 

The  Coalburg-Kanawha   Coal   Co ' 32,109 

Fort  Defiance   Coal   &   Coke   Co 32,004 

Michigan  Coal   Co '. 31,582 

St.    Clair   Colliery   Co 31,250 

Laurel   Creek   Coal   Co 30,295 

Glendale  Colliery  Co 28,005 

Rothwell   Coal    Co 26,685 

Mason   City   Coal   Mining   Co 25,801 

The  Dunglen  Coal  Co 23,986 

Alaska  Coal  &  Coke  Co 23,81 5 

Morris   Creek   Coal   Co 23,815 
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Meadow  Fork  Coal   Co 23,674 

Kentucky  Coal  &  Lumber  Co.    (1  mine  in  Clay;  and  3  in  Nicholas  i 23.301 

Montgomery    Coal    Co ""'I  ,_ 

Slab    Fork    Coal    Co 21,725 

Branehland    Coal    Co 21,092 

Pennsylvania   &   New   River  Coal   Co 20, 484 

Bell    Creek    Coal    Co 19,096 

The  Fayette  Coal  &  Coke  Co •  ■  •  '  8,855 

Fire  Creek  Coal  &   Coke  Co ]  8,258 

Quinnimont    Coal    Co 18,104 

Expert  Coal  Co ]  7>8:1  6 

Beury-New    River   Coal    Co 1 '  -6°- 

The  Clay  Coal  Co ]  iy4r,:] 

Roderick   Coal    Co 15,283 

The  Liverpool   Salt  &  Coal  Co 15,180 

Elk  River  Coal  &  Lumber  Co 14,778 

Sunbeury   Coal  &  Coke  Co ]  4.423 

Dorfee   Coal   Mining   Co ]  3,398 

Herbert  Collieries 13,183 

Home  Coal   Co 13,200 

New  Cedar  Grove  Coal  &  Brick  Co 12,732 

Hartford  Coal   Mining  Co 1 2,400 

Beech   Grove    Coal    Co 11,678 

Frank    Ellison    11,277 

Ridgeview   Coal   Co 11,096 

The  Columbus  Coal  Co .  1  ".7 1 4 

Xc-wlyn  Coal  Co ; - 10,542 

Big  Bend  Coal   Co ' 10,118 

Southwestern  Splint   Fuel   Co 9,897 

<  'roft   &  Evans    9,588 

Falling  Rock  ( 'annel   Coal  Co 8,750 

Pen  Mar  Mining  Co 8,477 

Maris  Branch  Coal  Co 8,388 

Persinger    Coal    Co •  ■  •  7-676 

Carter  Coal  Co '  • 1  4 - 

Mill  Creek  Cannel   Coal   Co.    .  .  .' 6,014 

Lookout  Coal  &  Coke  Co 6,624 

Alpha  Coal  Mining  Co 6,452 

New   River  Valley  Coal   Co 5,059 

Gaymont    Colliery    Co 4.030 

I  >ixie    Coal    Works    4,410 

Signal    Knob   Coal   Co 4,289 

Mill  Creek  Colliery  Co 4,280 

Blue   Jay   Lumber  Co 3,925 

Southern   Fuel   Co • 3,213 

Arminius  Coal   Co 2,500 

oak   Foiest   Coal    &   Mining   Co.    .2,125 

The  Graham  Coal  Co 1.804 

Clendenih   Mining   Co 1,768 

Mt.  Hope  Coal  &  Coke  Co ' 1.088 

Mitchell   &   Bates    759 

Black   Hawk  Coal   Co 500 

Harts    Branch    Coal    Co 499 

Total     13,297,923 

NORFOLK  &  WESTERN  DISTRICT. 

(Counties    of   Logan,    McDowell,    Mercer,    Mingo.    Wayne    and    Wyoming.) 

Pocahcntas  Consolidated  Collieries  Co.,  Inc..   (2  in  Mercer:  7  in  McDowell  1.40D.313 

Fnited  States  Coal  &  Coke  Co 1,291,480 

United  States  Coal  &  Oil  Co 696,059 
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Red  Jacket  Consolidated  Coal  &  Coke  Co 516,297 

Thacker  Coal  &  Coke  Co.    (including  Thacker  No.  10  &  Lynn) 391,850 

Turkey  Gap  Coal  &  Coke  Co 356,248 

Mill  Creek   Coal  &  Coke  Co.    (including  Coaldale) 336,111 

American  Coal  Co.    (Crane  Creek  &  Pinnacle) 293,326 

Houston   Coal   &  Coke   Co 282,415 

Pulaski    Iron    Co 278,273 

The  Empire  Coal  &  Coke  Co 233,820 

Crozer  Coal  &  Coke  Co 231,766 

McDowell   Coal  &  Coke  Co '228,182 

New  River  &  Pocahontas  Consolidated  Coal  Co.    220,760 

Page  Coal  &  Coke  Co 220,488 

Ashland  Coal  &  Coke  Co 21 3,703 

Upland   Coal   &  Coke   Co 189,307 

Elkhorn  Coal  &  Coke  Co 182.4-12 

Powhatan    Coal    &    Coke    Co , 170,473 

Algoma  Coal  &  Coke  Co 169,221 

Big   Sandy   Coal   &  Coke   Co 102,722 

Greenbrier  Coal  &  Coke  Co : 150,490 

Bottom   Creek   Coal  &   Coke  Co 150,245 

Keystone  Coal  &  Coke  Co 148,960 

Yirginia-Pocahontas  Coal  Co 148,719 

Gilliam  Coal  &  Coke  Co » 148,506 

Lynchburg  Coal  &  Coke  Co 147,500 

Booth-Bowen   Coal   &  Coke   Co 141,075 

Buckeye   Coal   &   Coke   Co 135, 04S 

Louisville  Coal  &   Coke  Co 132,487 

Superior  Pocahontas    Coal    Co 132,088 

Eureka  Coal  &  Coke  Co 131,400 

Glen   Alum   Coal   Co 131,300 

The  Tidewater  Coal  &  Coke  Co 130.722 

Peerless   Coal   &   Coke   Co ' 130,529 

Indian  Ridge  Coal  &  Coke  Co 128,409 

Elk  Ridge  Coal  &  Coke  Co 128,167 

War  Eagle  Coal  Co 126,490 

J.  B.  B.  Collieries  Co 124,540 

Shawnee  Coal  &  Coke   Co 110,485 

Thomas   Coal   Co 106,899 

Arlington  Coal  &  Coke  Co 103,201 

Crystal  Coal  &  Coke  Co 99,730 

Spring  Coal   Mining   Co 96,804 

The  Monitor  Coal  &  Coke  Co 92,630 

Roanoke   Coal  &  Coke   Co 90,240 

Oregon  Coal  Co 84,900 

The  Weyanoke  Coal  &  Coke  Co 83,088 

King    Coal    Co 78,817 

Zenith  Coal  &  Coke  Co 75,178 

Middle  States  Coal  &  Coke  Co 72,315 

Draper  Coal  &  Coke  Co. ' 67,022 

Hall    Mining   Company    65,287 

Margaret  Mining  Co 02.472 

Chattaroy   Colliery   Co.  - 62,390 

Howard  Colliery   Co 59,539 

The  Gay  Coal  &  Coke  Co 57,809 

The  Buffalo  Collieries  Co 55,549 

Hiawatha  Coal  &  Coke  Co 50,322 

Twin   Branch  Mining  Co ' 48,909 

Mohawk  Coal  &  Coke  Co •  48,215 

Cora  Coal  &  Coke  Co 48,000 

The  Yuma  Coal  &  Coke  Co 46,576 

Lingohocken  Coal  Co 46,215 
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Tawama  Coal  &  Coke  Co 42/220 

Marvin  Coal  Co % 41,696 

H.  T.  Wilson  Coal  Co ' 39,092 

The  Smokeless  Coal  &  Coke  Co 37,390 

Maher  Coal  &  Coke  Co.    .• 36,711 

Wenonah  Coal  &  Coke  Co 36,536 

Dixon-Pocahontas    Fuel    Co 35,911 

East  Lynn  Coal  Co 35,756 

Rawl  Coal  &  Coke  Co 35,723 

Cirrus  Coal  &  Coke  Co 35,444 

Pando   Coal    Co 32,204 

Winif rede   Consolidated   Coal   Co 29,275 

Williamson  Coal  &  Coke  Co 28,849 

The  Logan  Coal  Co 28,559 

Stone  Branch  Coal  Co 28,482 

Merrimac  Coai   &  Coke   Co 27,894 

Big  Creek  Coal  Co.  ' 27,232 

Ethel    Coal   Co.    . 25,643 

Hemphill  Colliery  Co 25,476 

Jed  Coal  &  Coke  Co '25,007 

Hatfield  Colliery   Co 24,585 

Price  Coal  Co 23,992 

Black  Wolf  Coal  &  Coke  Co i 23,903 

Piedmont    Colliery 22,910 

Atlas-Pocahontas  Coal  Co 22,543 

Slick   Rock   Coal    Co 21,420 

Welch  Coal  &  Coke  Co 21,000 

Mate  Creek  Coal  Co 17,857 

Fort  Branch  Coal  Co 1  ".856 

The  Walnut  Hill  Coal  &  Mining  Co 16.646 

Vaughan  Coal   &  Coke  Co 15,239 

Bex  Coal  &  Coke  Co .- 1 4.971 

Warfield  Coal  Co 14,308 

Cephus  Coal  Co 13,393 

Pearl  Coal  Mining  Co 3  2,740 

Majestic  Collieries  Co 9,640 

Dry  Fork  Mining  &  Vestment  Co 3,625 

Ajax  Coal  Co ?>-480 

T.  D.  Lee    2.847 

Virginia  Fuel   Co 1.259 

Prudential   Coal  &  Mining  Co 1.116 

William    Tolliver    652 

Total     13,305,61 7 
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A  COMPARATIVE  STATEMENT  OF  THE  PICK  AND  MACHINE  MINED 
COAL,  BY  COUNTIES,  1908. 


Brooke 

Hancock.  — 

Marion  

Marshall.  — 

Ohio 

Harrison  . . . 

Lewis 

Upshur  

Barbour 

Monongalia 

Preston 

Taylor. 

Grant 

Mineral 

Randolph... 

Tucker 

Braxton 

Gilmer  ...   . 

Mason 

Putnam...   . 

Olay 

Fayette    

Kanawha ... 
Nicholas 
Greenbrier  . 

Raleigh 

Mercer 

McDowell. . . 
"Wyoming... 

Lincoln  

Logan 

Mingo 

Wayne 


Totals 
Small  Mines. 


COUNTY. 


Tons  of  2,240  lbs. 


23,799,315 
180,000 


Pick 

Machine 

Total 
eduction. 

Mined 
Goal. 

Mined        Pl 
Goal.         I  ' 

99.985 

358,299 

458,284 

18,468 

48,043 

66,511 

1,501,235 

1,939,431 

3,440,666 

58,672 

310,517 

369,189 

47,452 

96,246 

143,698 

978.012 

2,190,030 

3,168,042 

2,628 

20,012 

22,640 

42. 366 

34,407 

76,773 

326,505 

502.541 

829,046 

164,871 

106,972 

271,843 

548,731 

326,055 

874,786 

317,249 

79,109 

396.358 

54.181 

188.261  ! 

242.442 

596,798 

25,497 

622,295 

545,803 

545. 803 

863, 698 

56.870 

920, 568 

91,763 

91. 763 

6, 697 

6,697 

57.078 

52,660 

109,738 

424,424 

424,424 

29, 063 

13.398 

42,461 

5,067.047 

1,784.224  L 
3,460.229     '• 

6,851,271 

1,063,510 

.    4,523,739 

25,777 

36,029 

61.806 

30,066 

30,066 

1,117,489 

141,931  ! 

1,259,420 

1,760,295 

63,379 

1,823,674 

7,384,658 

1.131,031 

8,515,689 

652 

1 

652 

3,972 

21,092 

25,064 

8.866 

1.206,173  ! 

1.215,039 

519, 548 

1,195,259 

1,714,807 

35,756 

35,756 

15,387,695 


39.187,010 
180,000 


Grand  Totals 


23,979,315  |   15,387,695 


39,367,010 
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SUMMARY    OF    THE   MACHINE   MINED    COAL   IN    THE    STATE   FOR 
THE  YEAR  ENDING  JUNE  30TH,  1908. 


• 

COUNTY. 

0>  o> 

a  a 

si 

?§ 

|c 
—  *x 

%u 

5 

1 
19 
5 

38 
1 
•> 

11 
6 

12 
4 
1 
2 
1 
•> 

1 

65 

102 

5 

11 

44 

1 
21 
30 

i 

0 

-   » 

a>  <u 
s  o 

Tons  of  Coal  Pro- 
duced   by    Ma- 
chines (Tons  of 
2,240  lbs.) 

i 
e3    • 

1    m 

e3  H 

G  o> 

3  O  o3 

£s  ■ 

_■?  a 
"3  as  S 

z 

31 

4 

148 

21 

5 

202 

3 

5 

43 

14 

62 

17 
4 
8 

4 

241 

363 

10 

34 

23 

148 

91 
154 

358.299 

48.043 

1,939,431 

310,517 

96.246 

2,190.030 

20,012 

34.407 

502  541 

106,972 

326,055 

79.109 

188.261 

25.497 

56,870 

52.660 

13.398 

1.784.224 

3,460.229 

36,029 

141,931 

63, 379 

1,131.031 

21,092 

1,206,173 

1.195,259 

394 
44 

903 

280 

103 

1,205 

20 

16 

289 
85 

422 
84 

130 
36 
33 
85 
17 
1,716 
2.7H2 
71 

183 

38 

1.201 

40 

813 

717 

64 
8 

250 
44 
14 

314 

6 

10 

69 

20 

91 

12 

34 

6 

6 

24 

4 

398 

640 
16 
56 
17 

187 
14 

155 

291 

458 

52 

1,153 

324 

Ohio                       

117 

1,519 

26 

26 

358 
105 
513 

Tavlor     

96 

164 

42 

39 

109 

Olay.          

21 

Fayette  

2.114 
3,342 

87 

Mercer 

239 
55 

1,388 

54 

968 

1.008 

Totals 

399 

1*657 

15,387,695 

11,627 

2,750 

14,377 
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SUMMARY   OF    THE  NUMBER   AND  KINDS    OF  MINING  MACHINES 

IN    USE   IN    THE    STATE   FOR    THE    YEAR 

ENDING  JUNE  30TH.  1908. 


Electrical  Mine 
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Compressed    Air 
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TABLE  SHOWING  THE  COMPARATIVE  STATEMENT  OF  THE  COKE 
PRODUCTION  FOR  1007  AND  1908. 
•  (Tons  of  2,000  lbs.) 


COUNTY. 


Marion    

Harrison 

Upshur 

Barbour 

Monongalia. 

Preston  

Taylor 

Rando'ph  . . . 

Tucker  

Fayette 

Kanawha  . . . 
Raleigh  ..  .. 

Mercer 

McDowell. . . 


Totals 2,978,263 


1908 


105. 
1, 
4, 

44. 

76. 

138 ; 


129, 

149 

415. 

13. 

219. 
.681 


Increase  of 

1907  1908 

Ore,-  1907 


233,700 

22,390 

2,100 

34,050 

113,031 

222,846 

1,747 

244,054 

262,95] 

615,577 

18,287 


313,117 
,744,819 


1.910 
10,329 


497 


3,828,649 


12,736 


Decrease  of 

1908 

Under  1907 


127,957 
21,298 


36,645 
84,202 
1,747 
114,781 
113,722 
200, 153 
6,163 


93,520 
63,935 


863, 133 


ORDER  IN  THE  PRODUCTION  OF  COKE. 
1897— -1908. 


COUNTIES. 

1897 

1898 

1899 

1900 

1901 

1903 

1903 

1904 

1905 

1906 

1907 

1908 

McDowell 

Fayette  

1 

3 
5 

4 

6 
9 

1 

3 
4 
5 
6 

9 
10 
11 

8 

.       1 

5 
3 

4 
6 
8 

11 

10 

9 

1 
2 

4 
5 
3 
6 

13 
8 
9 
11 
10 

1 
3 
3 
4 
5 
9 
6 

11 

1 
2 
3 
5 

i 

7 
6 
8 
10 
11 

1 
2 
3 
5 
* 
8 

10 
6 
9 
7 

11 

1 
2 
3 
4 

5 

10 
6 
8 

11 
9 

1 
3 

4 
3 
6 
7 
9 
5 
8 

10 

1 
2 
4 

3 
6 

9 
5 

8 
Jl 
10 

1 
2 

4 
3 
6 

11 
5 
8 

10 
9 

1 

0 

4 
3 

7 

5 

Kanawha  

Monongalia 

10 
6 

8 
13 

8 

9 
13 

13 
13 

11 

1 

NUMBER  OF  COKE  OVENS  NOT  IN  USE— 1908. 


COUNTY. 


Marion 

Harrison  ... 

Upshur 

Barbour  . . . 
Monongalia 

Preston 

Taylor 

Randolph. . 

Tucker 

Fayette 

Raleiffh  — 
Mercer  ..  ., 
McDoweell 

Total  ... 


No.    Coke 

Ovens 
Not  in  Use 


598 

353 

4 

70 
147 
446 

18 
146 
262 
396 

55 
869 
,309 


8,573 


Field  in  which  Lo- 
cated. 


Upper   Monongahela 


Upper  Potomac 
New  River 


Pocahontas 
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NUMBER  OF  COKE  OVENS  NOT  IN  USE—190S. 


NAME  OF  COMPANY. 

NAME  OF  MINE. 

No.ofOoke 

Ovens 
Not  in  use 

Marion    County. 

96 

91 

ti           it        .  < 

36 

ii           ii        ii 

94 

ii           .i        i « 

142 

ii           ii        ii 

No. 8 

39 

ii           ii        ii 

12 

ii           ii        ii 

50 

Federal  

18 

Federal  0-  &  0.  Oo 

20 

598 

Harrison    County. 

Enterprise 

60 

50 

ii           ii        ii 

Globe. 

22 

30 

90 

Total 

252 

Upshur  County. 

Florence  

4 

Total  - 

4 

Barbour  County. 
Davis  Colliery  Co 

Junior  No.  4 

19 

Midland  0.  &C  Oo 

Midland 

51 

Total 

70 

Monongalia  County. 
Opekiska  C.  &  0.  Oo 

1 

Beechwood 

Nos.  2,  3&4 

46 
100 

147 

P  rent  on  County. 
The  Austen  0.  &0.  Oo 

Austen  No.  2 

150 

OrrO.&O.Co 

65 

Victoria  No.  2  .. 

ti4 

ElkinsO.  &  C.  Oo 

Bretz 

61 

80 

Preston  County  Coke  Oo 

26 

446 

Taylor  County. 
Winona  0  •  & C . Oo 

18 

Total 

18 

Randolph  Couuny. 
Davis  O.  &  0.  Co 

9 

112 

25 

146 

Tucker  County. 

Nos.  3,  4  &5 

63 

Davis  0.  &  0.  Oo 

Thomas  No.  34 

Ooketon  No.  36 

No.  37 

21 

56 

ii        •!          i. 

192 

Total 

262 

Fayette  County. 

No   112 

200 

74 
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NUMBER  OF  COKE  OVENS  NOT  IN  USE—1D0S. 


NAME  OF  COMPANY. 


NAME  OF  MINE. 


No. of  Ooke 

Ovens 
Not  in  Use 


Fayette  County— Cont'd. 

St.  Clair  Colliery  Co Eagle 

The  Mt.  Carbon  Colliery  Co.,  Ltd Vulcan 

Loup  Creek  Colliery  Co Eagle  &  Ansted 

The  Gauley  Mountain  Coal  Co NovaScotia&Turkey  Creek 

Gaymont  Colliery  Co Gayuiont 

Sunbury  O.  &  O.  Co Sunny  side 

The  Fayette  O.  &C.  Co Fayette 

NuttalburgO.  &  C.  Co Nuttallburg 

Fire  Creek  C.  &0.  Co Fire  Creek  &  Buffalo 

Stone  Cliff  C  <&0.  Co Stone  Cliff 

Beechwood  C.  &C.  Co No.  1 

Quinnimont  Coal  Co Big  Q,  &  Lick  Branch 

Greenwood  Coal  Co Greenwood ' 

The  Low  Moor  Iron  Co.  of  Va Kay  Moor  No.  1 

The  Goshen  Iron  Co Elverton 

The  New  River  Collieries  Co Brooklyn 

" Red  Ash 

' ' Rush  Run 

" SunNos.  1,  2&3 

Harvey  O.  &C.  Co iNo.  2 

Colli ns  Colliery  Co Nos .  1*2 

Macdonald  Colliery  Co Macdonald 

Turkey  Knob  Coal  Co Turkey  Knob 


Total 


Raleigh  County. 
RaieighO.  &.O.  Co 


Total 


Raleigh  Nos.  1,  2&4. 


Mercer  County 

Mill  Creek  O.  &C  Co Ooaldale 

E.  &W.,MillC'k&TugRiv 

Buckeye  O-  &C.  Co Buckeye 

Booth-Bowen  O.  AC.  Co Booth-Bowen 


Pocahontas  Consolidated  Collieries  Co. 

Louisville  O.  &C.  Co 

Crystal  C  &C.  Co 

Crane  Creek  O.  &C  Co 

Pinnacle  O .  &  O  •  Co 

Thomas  Coal  Co 


Inc. 


Total 


McDo  well  Co unty . 

Algoma  O .  &  Co 

Elk  Ridge  C&C.  Co 

Gilliam  O .  &  O.  Co 

Roanoke  0.  &  O.  Co 

Arlington  C.  &0.  Co 

Greenbrier  C.  &  C.  Co 

McDowell  C  &C  Co 

Ashland  O.  &0.  Co 

Pocahontas  Consolidated  Collieries  Co.,  Inc 


Piney  &  North  Fork. . 

Elk  Ridge 

Gilliam 

Roanoke  

Arlington 

Greenbrier 

McDoweli 

Ashland  &  Monitor  — 

Lick  Branch 

Helta 

Shamokia  

"        "       Norfolk  &  Angle 

Elkhorn  O .  •&  0 .  Co !  Elkhorn 

New  River  &  Pocahontas  Cons.  0.  Co No.  1 

United  States  0.  &  O.  Co., ..No.  1 

"      "        "    "  iNo. 


Caswell,  Hemlock  &  Elkh'n 

Louisville  &  Goodwill 

Crystal 

Nos.  1&2 

Pinnacle  N.  &  S 

Thomas 


United  States  C.  <fe  O.  Co  . 

PageO.  &0.  Co 

Middle  States C  &  0.  Co  . 
The  Tidewater  O.  &  O.  Co 


No.  3 

No.  4 

No.  5 

No.  6 

No.  7 

No.  8 

Nos.  1,  2&3. 

No.  ii. ...r... 

Tidewater  .. 


4 
68 
255 
77 
24 
18 

2 
35 
48 
60' 

8 
37 
47 
22 

9 
24 
80 
22 
120 
12 
10 
80 
60 

1,396 

55 
55 


80 
90 
115 
107 
156 
161 
49 
40 
50 
21 

869 


165 

12.-. 

137 

71 

83 

136 

135 

335 

18 

45 

214 

164 

75 

100 

54 

20 

70 

7 

15 

86 

28 

47 

389 

85 

245 
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NUMBER  OF  COKE  OVENS  NOT  IN  USE— 1908. 


NAME  OF  COMPANY. 

NAME  OF  MINE. 

No. of  Coke 

Ovens 
Not  in  Use 

McDo  well  Co un ty—Oont'il . 
Bottom  Creek  O .  <fc  C .  Co 

148 

Peerless  O.  &  0.  Co  .                          

174 

The  Empire  0.  &  C.  Go  ... 

150 

108 

EurekaO.&C  Co 

100 

Pulaski  Nos    1  &  2... 

40 

Keystone  Nos.  1  &2 

161 

Lynchburg  0.  &  0.  Co 

na 

Powhatan  0.  &  O.  Co. 

125 

Upland  0.  &  C  Co 

No.  1  ..                       

132 

Houston  0.  &  C  Co ... 

Nos    1  &  2 

30 

Orozer  C.  &  0.  Co 

Nos.  1  &2... 

17» 

Total 

4,309 
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NATIONALITIES  EMPLOYED  AND  THEIR  PERCENTAGE  JUNE  80TH, 

190S. 


NATIONALITY. 


American  (White) 

Negro 

Italian ' 

Hungarian 

Polish 

Austrian 

Russian    

Slavish 

Lithuanian 

English 

German 

Irish. ..  . 

Litvitch  

Greek 

Welch 

Scotch  

Swedish 

Belgian 

Danish 

Syrian 

Macedonian 

French  

Roumanian 

Spanish 

Bohemian 

Totals 

Unknown 

Grand  Totals 


Total 
Number 
Employ- 
ed. 


979 
870 
046 
668 
901 
013 
851 
620 
506 
488 
430 
864 
180 
14? 
118 
L15 
69 
25 
23 
20 
13 
11 


Percent- 
age of 
Total  Na- 
tionalties 
Reported. 


46.312 

21  76« 

11.677 

7.084 

3.672 

1.956 

1.644 

1.197 

.977 

943 

.831 

.510 

.348 

.284 

.228 

.222 

.133 

048 

.044 

.039 

.025 

.021 

.015 

.014 


Percent- 
age of 

Total  No. 
of  Em- 
ployes. 


39.645 

18  633 

9  996 

6.064 

3.143 

1.675 

1  407 

1.025 

.837 

«.807 

.711 

437 

.298 

.243 

.195 

.190 

.113 

.041 

.038 

.033 

.022 

.018 

.013 

.012 


5 

.010 

.008 

51,777 

100.000 

8,707 

14.396 

60,484 

100.000 
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TABLE  SHOWING  AVERAGE  PRICE  PAID  PICK  MINERS  PER  YEAR 
AND   MONTH   FROM  1S97    TO   190S,   INCLUSIVE. 


YEAR. 

Average  Earnings  of 
Each   Pick  Miner  Per 

Average  Price 

Per  Ton  of  2,240 

Lbs. Received  for 

Pick  Mining. 

(Run  of  Mine) 

Year. 

Month. 

1897                                    

|         2:r,  58 
316.3!) 
367.84 

451.77 

459.06 

533.56 

499.06 
484.96 
508.01 
599.37 
643.05 
503.84 

|           22.96 
26.36 
30.65 
37.65 
38.29 
44.46 
41.59 
40.41 
42.17 
49.95 
53.59 
41.99 

$                .35  1-5 

1899                                                  

33  9-10 
.3612 

.4106 

1901                                  

.44K 

1902                   

Aiys 

1903                                         

1904                                                                        

1905                            

.47 

1906     

.48 

.49 
.46 

1908] 
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WAGES  PAID  AND  SELLING  PRICE  OF  COAL  AND  COKE  FOR  THE 
YEAR  ENDING  JUNE  30TH,  1908. 


Paici  Pick  Miners  Per 
Ton  of  2,240  Lbs. 

Selling  Price 
of 

COUNTY. 

Hun  of  Mine. 

Screened 

Coal . 

(Tons 

of  2.240 

Lbs.) 

Ooke. 
(Tons 
of  2.000 

Room.    Heading. 

Room. 

Lbs.) 

3                S 

.443/.,  

S       1.01 

b4 

s  1.15 
1.40 

.92 
1.09 
1.15 
.81 
.78 
.89 
.84 
.87 

93 
.81 

89 
.98 
.96 
.90 

1.00 
.98 
1.18 
1  28 
Lit 
1.13 
1.26 
1.26 
1.19 
1  02 
L.16 
1  19 
1,12 
1.19 
1.16 

S 

.40                   .51 

.55      

.67 

2  15 

1.01 

1.01 

Ohio                                                              

.33                   .39 

.42       

1  70 

.47        

1  75 

.37 

.38      

1  69 

1  32 

.46 

.35                   43 

.50      

1  77 

.56                   69 

•41                    .4:i 
.44                   46 
.42      

2  00 

42      



63      

.80 
.73 

Olay :.... 

.57      

52 

2  68 

.  52                   55 

.40                  .51 

.55 

.58 

2  90 

.81 
.ft 

2  93 
2.50 

.56 

.45                  .50 

.37                   .42 
.40                    44 
40      

2  07 

McDowell        S  Pocahontas  No   3  

lucuoweu  ...  (  pocaii0ntas  Thin  Vein.... 

2  10 

.95 

.56              

i.ie 
1.02 
1.02 

.85 

40 

.38                    41 
.56      

$       .46       $          .48 

$          .88 

$  1  06 

$    2.16 
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NUMBER    OF  KEGS   OF  POWDER    USED   AT   THE  MINES,   BY 
COUNTIES,  FOR  1908. 


COUNTY 

No.  of 
Opera- 
tions re- 
porting. 

Tons  of 

Goal. 

(Tons  of 

2,240  lbs.) 

Kegs  of 

Powder 

Used, 

Oost  Per 
Keg  to 
Miner. 

Pounds 
of  Dyna- 
mite 
used . 

Pounds 
of  Safe- 
ty  Pow- 
der used 

3 

3 
22 
"i 

4 
45 

1 

3 
11 

3 
11 

5 

3 
11 

6 
10 

2 

1 
5 
6 
3 
97 
69 
7 

28 
14 
70 

3 
16 
30 

1 

312,266 

66,511 

3,066,549 

95,476 

15,736 

2,969,828 

22,640 

76,773 

792,641 

172,093 

655,0)5 

289,993 

242,442 

249,844 

3',  8,744 

919,453 

91,763 

6,697 

98,060 

422,299 

27,  i;s:; 

5,658,839 

1,665,804 

59,306 

2,400 

1,180,841 

1,503,091 

7,235,883 

25,0:14 

1,104,399 

1,614,036 

35,756 

3,768 

753 

26,570 

2,000 

330 

34,604 

475 

2,500 

9,112 

2,970 

8,022 

1,970 

680 

3,411 

7,770 

11 ,527 

2,445 

114 

2,384 

13,625 

1,050 

71,197 

39,210 

1,631 

612 

11,330 

30,523 

92,257 

907 

12,111 

27,992 

1,492 

S    1.58 
1.55 
1.69 
1.57 
1.55 
1.67 
1.75 
1  65 
1.59 
1.57 
1.50 
1.56 
1.78 
1 .55 
1.72 
1.77 
1.75 
1.75 
1.79 
1.75 
1 .  75 
1.91 

.     1.74 
1.75 
1.75 
1.98 
2.00 
1.93 
1.75 
1.70 
1.78 
1.79 

700 

600 

325 

145, 430 

400 

Ohio    

12,507 
400 
800 

10,200 

53, 098 

■  ■'■  654 

2.300 

750 

20,300 

3,325 

200 

67,037 

50 

50 

5,000 

lOo 

"3,50()' 

Olay 

46,604 
11,266 

131,';  25 

600 

Raleigh 

28,850 

421,510 
151,325 

32,740 
3,300 

42, 152 
50 

550 
5,600 

425 

6,700 

Totals 

498 

31.057,925 

425, 342 

1.74 

788,049 

453,074 

STEAM  BOILERS  AT  MINES— 190S. 


COUNTY. 

Number 

of 
Boilers 
Insured. 

Number 

of  Boilers 

not 

Insured. 

Total 
Number 

of 
Boilers. 

8 

1 

78 
16 

■   69 

8 

1 
1 
3 

1 
1 

1 

1 

1 

79 
17 

Ohio 

3 

69 

1 

1 
25 

7 
34 

8 

7 

13 
Hi 
23 

2 

25 

8 

34 

9 

1 

2 

6 
9 
1 
33 
18 
2 

14 
16 
25 

6 

2 

1 

201 

132 

4 

1 

65 

59 

167 

11 

Olay 

2 

234 

Kanawha  

150 

6 

Greenbrier  

1 

65 

59 

McDowell 

23 

i 

9 

190 

1 

18 
41 

19 

50 

Totals 


997 


115 


1.112 
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SUMMARY  OF  THE  NUMBER   OF  MINE  LOCOMOTIVES  IN   THE 

STATE— 1908. 


No.    of    Mines 

Using 
Locomotives. 

Locomotives. 

COUNTY. 

3 
a 

m 

o 
o 

5 

< 
a 

o 
D 

O 

H 

3 
GG 

5 

1 

15 

4 

2 

25 

1 

2 

6 

4 

7 

2 

1 

8 

2 

9 

3 

6 

83 

74 

4 

24 

23 

68 

10 

15 

10 
1 

34 
9 
2 

27 

10 

1 

2 

36 

9 

Ohio.                                 

2 

5 

1 

32 

1 

3 

10 

12 

14 

3 

4 

3 

5 

16 

2 

6 

143 

87 

3 

29 

15 

117 

19 

16 

3 

10 

12 

14 

3 

4 

6 

9 

5 

Tucker                                                 

2 

1 

18 

3 

6 

20 

4 

1 

2 

13 

21 

1 

164 

91 

4 

31 

28 

138 

19 

5 

2 

23 

Totals   

404 

81 

590 

5 

676 

1908] 
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NUMBER  AND   KINDS    OF  LOCOMOTIVES  IN   USE   AT    THE   MINES 

—1908. 


NAME   OF  COMPANY. 


Brooke  County. 

La  Bel  le  Goal  Oo  

Beech  Bottom  Ooal  Oo 

Lewis-Findley  Ooal  Co 

La  Belle  Iron  Works 

Rex  Carbon  Ooal  Oo 


Totals . 


Hancock  County. 
The  Marquet  Ooal  Oo 


Totals 


Marion  County. 
Fairmont  Ooal  Oo 

do        

do        

do       

do       

do       

do       

do        

do        

do       

do       

do  

New  Central  Coal  Co 

The  Virginia  &  Pittsburg  0.  &  C. 
Kilarm  O.  &  O.  Oo .» 


Oo 


Totals 


Marshall  County. 

HitchmanO.  &C  Oo 

Wheeling  Steel  &  Iron  Oo 

Gh'ndale  Ooal  Oo 

Bituminous  Ooal  Oo.  of  America 


Totals 


Ohio  County. 

Richland  Ooal  Oo 

Elm  Grove  Ooal  Oo 


NAME  OF  MINE. 


Lewis  No.  1 

Beech  Bottom  No.  1 . 

Locust  Grove 

La  Belle  Shaft- 

Rex  ISo.  1 


No.  4. 


Montana 

Shaft , 

New  England 

Gaston 

Monongah  No  2 
do  No.  6 

do  No.  8 

Shaver 

Anderson 

Highland 

Middleton 

Ohiefton 

Stafford 

Kingmont 

Kilarm  No.  1    — 


Hitchman 

Ben  wood  Mill 

Glendale 

Bituminous  No.  1 


Richland. .. 
Elm  Grove. 


Totals 


Ha rris on  County . 
Clarksburg  Fuel  Co 

do  

do  

Fairmon  t  Coal  Oo 

do       

do       

do       

do       

do       

do       

do       

Pittsburg  &  Fairmont  Fuel  Oo 

do  «    

OookO.  &0.  Oo 

do  

Corona O.  AO.Oo 

Meadow  Brook  O.  &  O    Co 

Fairmont  &  Baltimore  0.  &  O.  Oo. 
Madeira-Hill-Olark  0.  Oo 


Fall  Run  . .   

Pinnickinnick 

Two  Lick 

Enterprise — 

Viropa  

Riverdale 

Gypsy 

Meadowbrook 

Globe 

Dunham  

Robinson  Run 

Perry 

Pooz 

Girard  No.  1 

No.  2  at  Girard  No.  1  — 

Harold 

Erie    

Fairmore 

New  Chieftain  &  Randolph 


Locomotives 


;u 
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NUMBER   AND  KINDS    OF  LOCOMOTIVES  IN   USE  AT    THE  MINES 
— 1908.—  ( Continued. ) 


NAME  OF  COMPANY. 


Harrison  County— (Cont'd  . ) 

Washington  Fuel  Co 

do  

Pltcairn  Coal  Co 

Hutchinson  Fuel  &  .Supply  Co 


Totals 


Lew  in  County. 
Jacksonville  0.  &  0.  Co  ... 


Totals. 


Upshur  County. 
Red  Rock  Fuel  Co 


Totals 


Barbour  County. 

Philippi  Collieries  Co 

Fairmont  Coal  Co 

The  Century  Coal  Co.  of  W.  Va. 

MillerC.  &  0.  Co 

Midland  0.  &  C.  Co 


Totals 


Monongalia,  County. 

Fairmont  Coal  Co 

Elkins  0.  <fcC  Co 

do  

Oonnellsville  Basin  Coke  Co... 


Totals. 


Preston  County 
The  Austen  0.  &  0.  Co 

do  

Merchants  Coal  Co 

Atlantic  0.  &C  Co 

ElkinsO-  &0.  Co 

do  

do  


Totals. 


Taylor  County 

Pittsvein  Coal  Co 

The  Cecil  0.  &  C   Co 


Totals 


NAME  OF  MINE. 


Miller  No.  1 

Miller  No.  2 

Pitcairn 

Hutchinson  Nos   1  &  2 


Sarah  B  No   3. 


Red  Rock  Nos.  1  &2. 


Merhlen  Nos.  1,  2,  3,  4  &  5 

Berry burg 

Century  No.  1 

Sara 

Midland 


Beochwood  . 

Richard 

Sabraton. . . . 
Nos.  2,  3&4 


Austen  No.  1.. 

do  2  . 

Merchants  No. 

Atlantic 

Bretz  

Kingwood  

Masontown  — 


Flemington 
Cecil 


Grant  County. 
Davis  0.  &  0.  Co Henry  No. 


Totals. 


Mineral  County. 

Davis  0.  &C  Co Wabash   No.  9 

do  OttNo.20 » 

do  Montgomery  Run  No.  19. 

do  No.  50 

do  No.  51 


.Locomotives. 


27 


10 


12 
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NUMBER   AND   KINDS    OF   LOCOMOTIVES   IN   USE  AT    THE  MINES 
—1908.—(  Continued.) 


NAME  OF  MINE. 

Locomot 

ives. 

NAME    OF    COMPANY. 

03 
0) 

X 

6 

o 
£ 

u 

< 

ft 

S 
o 
D 

Mineral  County—  (Cont'd.  > 
Abrams  Creek  0.  &  C.  C 

1 
•> 

,3 
I 

(ileasun  0.  &  0.  Co 

1 

6 

Totals   

. 

It  undo  Ip  h  Co  u  u  ty 

Harding,  No,3 

5 

Tucker  County. 

No.  1 

1 

1 

Nos.  3,  4  &  5   

DavisC-  &  0.  Co 

do               

Thomas  No-23  <&  P'tonRun 

4 
3 

f 

2 
4 

No.  34 

do               

Coketou  No.  3.r> 

No.  36 

do              

Totals r 

2 

16 

1 

i" 

Mason  County. 
Consumers  0.  &  M.  Co....     

The  Liverpool  Salt  &  Coal  Co 

1 

Hartford  C.  &  M.  Co 

Totals  

1 

2 

1 

1 
1 
3 

Putnam  County. 
Plymouth  C.  &  M.  Co 

do                          

do                      

The  Otto  Marmet  0.  &  M.  Co.   . 

Big- Otto  Nos.  1,  2&3 

No. 112 

Fayette  County. 



6 

1 
2 
2 
3 

do                

No.  114 

do                

No    115 

The  Columbus  Iron  cv  Steel  Co 

Nol 



do                            

No.  1 

No  2  North 

do                      

No .  3            

Eureka  Colliery  Co 

do . 

No.  14.    

1 

The  Carver  Bros.  Co 

Mecca  No.  2 

do                    

No.  2 

do                       

No.  1 

do                       

1 

M.  B.  Coal  &  Coke  Co 

do                       

Elk  Ridge  No.  1   

The  Mt.  Carbon   Co.,  Ltd 

1 

Great  Kanawha  Colliery  Co 

do                                

Loup  Creek  Colliery  Co 

Lynchburg  

Nova  Scotia  &.  Turkey  Or'k 

""2 

1 
4 

Lynchburg  Colliery  Co 

The  Oauley  Mountain  0.  Co 

4 
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NUMBER  AND  KINDS    OF  LOCOMOTIVES  IN   USE  AT    THE  MINES 
— 1908.—  ( Continued. ) 


NAME  OF  COMPANY. 


Fayette  County.—  (Cont'd- ) 

Gay ruont'Oolliery  Oo  

Sunbeury  O.  &  O.  Oo 

Beury-New  River  C.  Oo 

NuttallburgO.  &  O.  Oo 

Keeneys  Greek  Colliery  Oo 

do  

Rothwell  Coal  Oo 

Pennsylvania  &  New  River  C.  Oo 

Fire  Creek  O.  AO.  Oo 

Stone  Oliff  O    &0    Oo 

Beech  wood  O-  &  0.  Oo 

AlaskaO.&O.  Oo 

Ephraim  Creek  O.  &0    Co 

Ridge  vie  w  Coal  Oo 

Export  Coal  Oo 

Glendale  Colliery  Oo 

Quinnirnont  Coal  Co 

Greenwood  Ooal  Oo 

Hemlock  Hollow  O    &  O .  Oo  

New  River  &  Pocahontas  Cons.  O.  Oo. 

do 

do 

do 

do 

The  Low  Moor  Iron  Oo.  of  Va 

The  Goshen  Iron  Oo 

South  Side  Co.      

The  Thurmond  Ooal  Oo 

do  

The  New  River  Collieries  Oo 

do  

do  

do  

The  Star  O-  &0    Oo 

Nichol  Colliery  Oo 

McKellO-  &C  Oo 

do  

Prudence  Ooal  Oo 

Collins  Colliery  Co 

White  Oak  Fuel  Oo.   

do  

do  ■  ■• 

do  

do  

Dunn  Loop  O.  &  O.  Oo 

do  

Price  Hill  Fuel  Oo 

Turkey  Knob  Ooal  Oo 


NAME  OF  MINE 


Locomotives. 


Totals. 


Kanawha,  Co u n ty . 
Blue  Greek  Ooal  &  Land  Oo. . 
do 

Roderick  Ooal  Co 

The  Campbells  Greek  O.  Co.. 

Quincy  Ooal  Co  Inc 

Sunday  Creek  Oo.   ■        ■     ••   • 

do  

do  

do  

Kellys  Oreek  Colliery  Oo 

do  


Gaymont 

Sunnyside 

Elmo 

Nuttallburg 

Smokeless 

do         No.  2  

Dubree 

Kohinoor 

Fire  Oreek  &  Buffalo 

Stone  Cliff 

No-  2  

Alaska 

Buffalo 

Ridgeview 

Export • 

Glendale 

Big  Q.  &  Lick  Branch  ... 

Greenwood 

Hemlock 

Lay  land 

No   2 

No.  3 

No.  4 

No.  5 

Kay  Moor  No.  1 

Elverton 

South  Side 

No.  1  Concho 

No-  2  Erskine 

Brooklyn 

Red  Ash     

Rush  Run   

Sun  Nos.  1,  2&3 

Star  

Nichol 

Derryhale  

Kilsyth 

Prudence.  Lyman  &  Jones 

Nos.   1  &2 

Wingrove 

Scarbro 

Whipple 

Carlisle 

Oakwood 

Dunn  Loop  No.  1 

do  2 

She  r  wood 

Turkey  Knob 


Wills  Hollow  Nos.  1  &  2. 

Blakeley  No.  3 

Roderick 

No.  1 

No.  2 

No.  101 

No.  104 

No    105 

No.  109 

No.  1 

Nos.  3  &  3% 


L'O 


143 


'Not  Used. 
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NUMBER  AND   KINDS    OF  LOCOMOTIVES  IN    USE  AT    THE   MINES 
—1908.—  (Continued.)        * 


NAME   OF   COMPANY. 


Kanawba  County.—  (Cont'd  .] 

Hughes  Creek  Coal  Co 

Oannelton  Coal  Go 

The  Marmet  Coal  Co 

do  

Olcott  Ooal  <fc  Iron  Co 

do  

Winifrede  Coal  Co 

do  

Dry  Branch  Coal  Co  ■ 

Ooalburg  Colliery  Co 

Wyatt  Coal  Co 

do  

do  

La  Mont  Mining  Co.... 

Wake  Forest  Mining  Co 

Carbon  Coal  Co 

do  •    

Republic  Coal  Oo 

do  

do  

West  Virginia  Colliery  Co 

do  

Cabin  Creek  Consolidated  Coal  Co 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 

Paint  Creek  Collieries  Oo 

do 

do  

do  

do  

do  

do  

do  

The  Coalburg-KanawhaO.  Co 

Belmont  Coal  Co 


Equitable  Coal  Oo 

Standard  Splint  &  Gas  Goal  Go. 
Imperial  Colliery  Oo 

do  

do  

Ohesapeake  Mining  Oo 

do  

Montgomery  Goal  Co 

Morris  Creek  Ooal  Oo 


NAME   OF   MINE. 


Totals. 


Nicholas  County. 

The  Columbus  Ooal  Oo 

Bell  Creek  Coal  Co.     

Kentucky  Coal  &  Lumber  Oo. 
do 

Totals 


Hugheston  Nos    1  &  2  

Oannelton  No.  2 

Monarch  Nos.  1  &2 

Butler 

Olcott  No.  1 

Olcott  No.  2 

North  Pick  &  Machine 

West 

Belmont  &  Coalburg 

Ronda 

Oakley 

Berlin 

South  

La  Mont  Nos.  2&3 

Wake  Forest 

South  

No.  5  or  Splint 

No.  1 

No.  2  

No.  3 

No.  1 

No. 2 

Davis 

Cherokee 

Red  Warrior 

Km  pi  re  

Keystone  

Shamrock 

Thistle 

Raccoon  

Rose 

Kay  ford 

United  Gas 

Relleclare  

Knickerbocker 

Scranton    

Paint  Greek 

Wacomah 

Banner  No.  1 

Grose  No.  1 

Grose  No.  2  

Greenbrier  No.  2 

OoalbuigNo   4 

Old   and   New   Coalburg   <$■ 

Lewiston 

Coalburg  No.  8 

Standard 

No.  1 

No. 2      

No.  3 

Ohesapeake  No.  1 

do  Nos.2&3 

Montgomery 

Morris  Greek 


Locomotives. 


Vaughan  No.  1. 

Bell  Greek 

Mt   Oarmel 

Gam  bria 
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NUMBER  AND  KINDS    OF  LOCOMOTIVES  IN   USE  AT    THE   MINES 
—1908.—  (  Continued.) 


NAME  OF  MINES. 

Locomotives. 

NAME  OF  COMPANY. 

5 

<v 

m 

o 

o 

s 

< 
d 

S 
0 

0 

Ruleig-Ii    County. 

3 
1 
2 
1 
1 
1 
1 
2 
1 
1 
1 
1 
3 
2 

2 
1 
1 
2 
1 
1 

Royal  &  Mill  Greek 

do                                        

l 

( Iswald 

Wright  0  -  &  0.  Oo. 

Wright  No.  1 

Terry.          

No.  2 

No. 3 

No  6 

1 

Raleigh  No.  3 

do      Nos.  1,  2  &  4  

Mabscott  C  &0-  Oo 

Price  HII! 

Nos.   1  &2 

2 

29 
4 

Merrpr  County. 
Mill  OreekO.  &  0.  Co 

East  <fe  West  Mill  Creek  & 

3 

1 
o 

4 

Pocahontas  Oonsol.  Collieries  Co.,  Inc. 

Louisville  0-  &  0.  Co  

Crystal  0.  &  C  Oo 

Crane  Greek  C  &0-  Oo 

: 

Oaswell,   Hemlock  &  Elk- 

"2 
1 
2 
2 
1 
2 

Crystal   

Crane  Creek  Nos.  1  ifc  2 

Pinnacle  N- &  S 

The  WeyanokeO.  &C.  Oo 

Piedmont  Nos.  1  &2 

1 

1 

1 

1 

13 

1 

3 

15 
2 

McDo  well  County. 

Elk  Ridge 

4 
2 

2 
3 
3 
2 

Indian  Ridge  O.  &C.  Oo 

1 

1 
3 

2 

Pocahontas  Cons.  Collieries  Co.,  Inc.. 

4 
3 
5 
6 
1 
2 

Delta 

Norfolk  ife  Angle 

West 

Nos.  1  &2 

ElkhornO.  &  0.  Oo 

New  River  &  Pocahontas  Cons.  O.  Co... 
do                     do 

2 
1 

No.  1 

4 

4 

No.  2 : 

190S] 
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NUMBER   AND   KINDS    OF  LOCOMOTIVES  IN   USE   AT    THE   MINES 
—1908.—  ( Continued. ) 


NAME  OF  MINE. 

Locomotives. 

NAME    OF    COMPANY. 

a 

(3 

3d 

o 
o 

< 
0. 

3 
o 

McDowell  County— (Con'd.) 
New  River  &  Pocahontas  Cons.  C.  Co  . .. 

No.  3 

3 

Big  Sandy  0  •  &  O .  Co 

Big  Sandy 

2 
2 
1 
1 
1 
1 
1 
1 
2 

3 

3 
2 
1 

4 
2 

1 
2 
2 
1 
4 
1 
1 
3 

2 

2 

"fi 
2 
2 

do                     

Mary  town 

Maher  0.  &  0.  Co 

J.  B    B.  Collieries  Co  

J.  B.  B.  No.  2 

No.  3 

do                     

Superior- Pocahontas  Coal  Co 

Helena 

The  Pando  Coal  Co 

Nos.  1  &2 

United  States  C.  &,  0.  Co 

No.  1 

do                             

No. 2 

do                           

No. 3 

do                             

No   4 

do                            

No. 5 ! 

do                            

No.  6 

do                            

No. 7 

do                            

No. 8 

■ 

do                            

No.  10. 

Black  Wolf  0.  &0.  Co 

No. 4 

Page  C .  &  0  •  Co 

No.  1 

No.  3 

Middle  States  0.  <&  0.  Go 

No-  11. 

Dixon-Pocahontas  Fuel  Co 

North  Side. 

The  Tidewater  C.  &  C.  Co 

Peerless  0 .  &  C.  Co 

i 

The  Empire  C  &  0.  Co 

Shawnee  C  &  C  Co .■ 

Eureka  C  &C   Co 

2 

Pulaski  Nos.  1  A  2 

Keystone  0    &C    Co  

Keystone  Nos.  1  &  2 

Powhatan  C.  &0.  Co...., 

2 

Upland  0.  <&  0.  Co 

No.  1 

1 
3 
3 

Houston  0.  &  0 .  Co  

Nos.  1  &  2    

Crozer  C  <fc  C.  Co 

Nos.    1  &  2 

"3 

Turkey  (iap  0-  &0.  Co 

Totals 

21 

117 

2 
3 
2 
3 
2 
2 
•> 
3 

Logan  County. 

The  Monitor  O.  &0.  Co 

The  Yuma  0.  &  0.  Co 

Monitor  <fe  Beechwood 

United  States  Coal  &  Oil  Co , . 

do            No.  3  

do            Nos  5  &  6 

::::.. 

do                            

do                                 

do                            

do                            

Totals 

19 

Mingo  County. 
Ghattaroy  Colliery  Co 1 

Jhattarov  

l 

1 

Red  Jacket  Consolidated  G.&  O.Oo.Inc 

3 
1 

e 
l 

do 

do 

Red  Jacket 

do 

Maritime 

do 

No.  2 

1 

Thaeker  0.  &0.  Go 

l 
l 

do                  

Thaeker  Fuel  Co 

No.  3 

No.  10 

1 
1 

Glen  Alum  Goal  Go 

No.  1 

l 

2 

do                    

No.  2 

1  ! 

Margaret  Mining  Go 

l 

■ 

5 

16 

2 
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IMPROVEMENTS   REPORTED  MADE  AT   THE  MIXES  DURING    THE 
YEAR  ENDING  JUNE  30TH,  1908. 
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14 
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35 

33 

246 

47 

12 
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SUMMARY  OF  THE  STRIKES  AT  COAL  MINES  IN  WEST  VIRGINIA 
FOR  THE  YEAR  ENDING  JUNE  30TH,  1908. 
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DIRECTORY   OF   THE  MINES  IN   THE   STATE   OF   WEST  VIRGINIA 
FOR  THE  YEAR  ENDING  JUNE  30TH,  1908. 


'First. 


First 


First 


First. 


First. 


Name  of  Oompany. 


Brooke  County . 
A.  Gilchrist  &  Sons'  Ooal 

Oo 

La  Belle  Ooal  Oo 

Beech  Bottom  Ooal  Oo. .. 
Lewis-Findley  Ooal  Oo. .. 

La  Belle  Iron  Work 

Rex  Oarbon  Ooal  Oo 

Hancock  County. 

MM    Oullen 

The  Marquet  Ooal  Co 

Marion  County. 
Fairmont  Ooal  Oo 

George's  Greek  Ooal  & 
Iron  Oo 

New  Central  Ooal  Oo 

Fede  ral  Ooal  <fc  Ooke  Oo . . 

The  Virginia  &  Pittsburg 
Ooal  &  Ooke  Oo 

Parker  Run  Ooal  .fe  Ooke 
Oo 

Harry  B.  Goal  Oo 

Kilarm  Ooal  &  Ooke  Go  . . 

Pittsburg  Steam  Ooal  Oo. 
Catawba  Ooal  Oo 

Marshall  County. 
Hitchman  Ooal    &*  Ooke 

Oo 

Boegs     Run     Mining     & 

Manufacturing  Oo 

Wheeling    Steel    &    Iron 

Oo 

Glendale  Ooal  Oo 

Mound  Ooal  Oo 

Panama  Ooal  Mining  Oo. 
Bituminous   Ooal  Oo.   of 

America.- 

Ohio  County. 

Richland  Ooal  Oo 

Elm  Grove  Ooal  Go 

Wheeling  Steam  Ooal  Oo. 
Whitaker-Glessner  Oo... 


Name  of  Mine. 


Gilchrist 

Lewis  No.  1 

Beech  Bottom  No.l 

Locust  Grove 

La  Belle 

Rex  JSo-  1 


Porter  No.  1. 

No.  i 

No. 5 


Murray    

Montana 

Shaft 

New  England 

Gaston 

Monongah  Mo.  2  & 

(No.    5) 

Monongah  No.  6.. 
Monongah  No.  8.. 

Shaver 

Pennois 

a  Nichols  Farm... 

Anderson 

Highland 

Middleton 

Ohiefton 

Hutchinson    


Chatham  No.  1. 

Stafford 

Federal    


Kingmont 

Parker  Run.. 
Harry  No.  1. . 
Harry  No.  2. . 
Kilarm  No.  1. 
Kilarm  No.  2. 

Elizabeth 

Oatawba 


121  Hitchman  . 
119  Boggs  Run. 


Ben  wood  Mill. 

Glendale 

Mound  

Panama 


Bituminous  No.  1 


Richland 

Elm  Grove 

a  Wheeling  Steam 


H5!0arter 


drift  . 
drift  . 
drift  . 
drift  . 
shaft, 
drift  . 


drift 
drift 
drift 


drift  .. 
drift  .. 
shaft. . 
drift  .. 
drift  .. 
slope  & 
drift 
slope., 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
slope.. 

shaft., 
shaft., 
shaft.. 

drift*.. 

drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  .. 


slope. 

drift . 

drift  . 
shaft, 
shaft, 
shaft. 

shaft. 


Post  Office 
Address. 


Wellsburg 

Wellsburg 

Wellsburg 

Colliers 

Steubenville.O. 
Virginville 


Xew  Oumberl'd. 


Fairmont 

Farmington  . .. 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Fairmont 

Everson 

Fairmont 

Oonnells'lle,  Pa. 


Wheeling 

Wheeling  — 

Wheeling    ... 

Glendale 

Wheeling 
Moundsville . 

Moundsville 


drift  ..  Wheeling  .. 
shaft..  Elm  Grove 
drift  . .  Wheeling  . 
drift  ..i Wheeling  .. 


*  First  District,  R-  S.  La  Rue,  Inspector.        a— Abandoned  March,  1908. 
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NAME   OF  SUPERINTENDENT,   NAME   OF  MINE   FOREMAN,   SEAMS 

WORKED  AND    THICKNESS,  AND    TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superin- 
tendent. 


Name  of  Mine   Fore- 
man . 


Name  of 
Coal  Bed 
Worked. 


Alex.  Gilchrist. 
O.  L.  Marquet- . 
Elmer  Hough  . . 

Peter  Neil 

P   J.  Harrigan. 


W.T.Gilchrist Pgh.  No.  8 

Charles  Higgins Pgh   No.  8 

John  Wallace Pgh.  No.  8 

Charles  Mountani Pgh.  No.  8 

Peter  Harrigan ;Lo.  Free 


R.  T.  Donaldson Wm.  Gulley Pgh.  No.  8 


M.  M.  Oullen.. 
O.  F.  Wagoner 
0.  F.  Wagoner 


I 
James  McDowel .   ..      No.  6.. 

Wm.  Gilmore No.  7a 

Wm .  Lidyard No.  7a 


J.  H.  Bainbridge  .   ...Will  Hess  

C.  E.  Gaskill Hayes  Gaskill 

J.  J.  Brennen S.  K.  Fetty.... 

H.  C  Ash B.  G.  Ash 

Geo   Gaskill R.  A.  Brown  .. 


Elza  Levell.. . 
W.  B.  Jones  .. 
P.  C.  Vernon 
Elza  Levell .. . 
John  Riggins. 


Milton  Coburn 


A.  J.  Ruckman  . . 
A.J.  Ruckman  . 
A.  J.  Ruckman  . 
A.  J.  Ruckman  .  , 

Rush  Miller 

Rush  Miller 

Rush  Miller 

Rush  Miller John  Prunty 

Rush  Miller Bland  Courtney. 

Rush  Miller L.  E.  Henderson. 

Brooks  Fleming,  Jr..  Thoa.  Burlock  — 


N.  Allen  Stockton M.  E.  Queenon 

Duncan  Sinclair jThos.  Gleason  . . 

Fred.  C.  Lev.Tis John  Russell  ... 


R.   M.  Hite. 


W.  O.  Martin 

Harry  B.  Clarke 

Harry  B.  Clarke 

C.  E.  Zeek 

O.  E    Zeek 

Jos.  R.  Bailey 

John  J.  Buttermore 


W.  H.  Koch 

Philip  Kunz 

Ohalkley  Dawson. 
EC-   Pickett..... 

P.  Lowther 

James  Exton  


O.  K.  Ward. 


John  Brown  and  Wm 
Jarrett  


W.  C.  Martin  .. 
George  Coburn. 
George  Unburn. 
A.  M.  Wilson  .. 
A.  M.  Wilson  .. 
Grant  Swisher. . 
Geo.  Rodehever 


E.  0.  Pickett. 
Eugene  Miller 


Wm.  Turn  bull 
Mike  Freeman 
P.  Lowther.  .. 
James  Exton  . . 


J.  E.  Doty 


P.  Leonard Wm.  Nixon 

J.  B.  Chambers Albert  Eikey  ... 

P .  Leonard  A .  Rose 

W    H    Kasley Wm.  Magruder. 


Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 

Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 

Pittsburg 
Pittsburg 
Pittsburg 

Pittsburg 

Sewickley 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 


Pgh.  No.  8 

Pgh.  No.  8 

Pgh.  No.  8 
Pgh.  No.  8 
Pgh.  No.  8 
Pgh.  No.  8 

Pgh.  No.  8 


Ft.  In 


4  -  8 
4-9 

5  -  H 
4-8 

3  -10 

4  -10 


4-0. 
3  -  6. 
4-6 


-  0. 

-  0. 

-  0. 


-  0 

-  (I 

-  0. 

-  0 

-  0. 

-  0 

-  0. 

-  0. 

-  0. 

-  0 

-  0. 


9-0. 

6  -  6. 
7-0. 
7-0. 
5  -  6. 

7  -  (i 
7  -  0. 
8-0. 


5  -  6. 

5-6 

5-6 
5  -  8. 
5-4. 
5-6. 


Pgh.  No.  8  5  -  6 
Pgh.  No.  8|  4  -  6. 
Pgh.  No.  8  4-8. 
Pgh.  No.  8l  5-0. 


C  g 


furnace 
furnace 

fan 

fan 

fan 

fan 


furnace, 
furnace, 
furnace. 


natural . 

fan 

fan 

fan 

fan 

fan 

fan 

f  a  n 

2  fans 

fan 

natural. 

fan 

f  n  n 

fan 

'£  fans 

fan 

2  fans  — 

fan 

fan 

fan 

fan 

furnace, 
furnace, 
fan  — 
stack 
furnace. 


55 


222 
129 

91 


157 
822 

190 
127 

106 
165 
109 
104 
103 
1 
134 
146 

97 
133 

54 

316 
126 
194 

185 

51 

40 

50 
32 
5 


natural  .. 

' 

224 

fan 

52 

fan 

fan 

fan 

fan 

85 
53 
33 
24 

fan 

16 

Fan 

'urnace. 
fan 

93 
55 
24 

26 
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Name  of  Company. 


48 

First.... 

49 

■  •  . . 

50 

11  . . 

51 

11  .. 

52 

53 

o Second 

54 

55 

' ' 

56 

' ' 

57 

' ' 

58 

59 

60 

4 ' 

61 

' ' 

62 

1 ' 

63 

'  • 

64 

1 ' 

65 

1 ' 

66 

67 

' ' 

68 

' ' 

69 

1 ' 

70 

* ( 

71 

' ' 

72 

73 

' ' 

74 

' ' 

,•> 

1 ' 

76 

1 ' 

77 

' ' 

78 

'  ■ 

79 

' ' 

SO 

81 

* ' 

82 

' ' 

83 

' ' 

84 

85 

86 

87 

" 

88 

89 

' ' 

90 

'  ■ 

91 

4 ' 

92 

" 

93 

' ' 

94 

'  • 

95 

96 

97 

'  ■ 

98 

•• 

99 

' ' 

100 

101 

" 

102 

'•■ 

103 

• ' 

104 

105 

106 

' ' 

107 

' ' 

Ohio  Cot;nf.r— Oont'd. 
Reymann  Brewing  Co.. 

Joe  hum  &  Oo . 

J.  S.  Creighton 

Peter  Storch  &  Sons.... 
La  Belle  Iron  Works. 


H a rrix o n  Co untv 
Clarksburg  Fuel  Co- . 


Name  of  Mine. 


Fairmont  Coal  Co. 


Fairmont  Coal  Co. 


Manchester. 
b  Central  . . . 
Creighton  .. 

Storch 

La  Belle... 


drift  . 
drift  . 
slope, 
drift  . 
drift  . 


Pitts.  &  Fairm't  Fuel  Co. 

Va.&  Maryl'd  Coal  Corp. 
Cook  Coal  &  Coke  Oo 


Corona  Coal  &  Coke  Co. . . 
Oent'l  Fairmont  Coal  Co. 

Vincent  Coal  Co    

Haywood  Coal  M'lng  Oo. 
Meadow  Brook  0  •  A  < '  ■  Co 
\V.  B-  Gunton  Coal  Co... 
Hero  Ooal  &  Coke  Co  — 

Blue  Ridge  Ooal  Oo 

Rose- Bud  Coal  Co    

Vtonroe  Colliery  Oo-   .   .. 

National  CoaVCo 

Fayette  Ooal  Oo. 

Short  Line  Coal  Oo 

F'm't  &  Bal' re  O.&O-Oo. 
Madeira-Hill-OlarkOOo 


220  Fall  Run 

222  Pinnickinnick 

249  O'Neil 

257  Dixie 

259  Two    Lick 

265  interstate 

225  Despard 

201  Enterprise 

203  Viropa 

204  Riverdale 

208  Ehlen  

Ehlen  No.  3. . . 

Solon 

Gypsy  No.  5. . 
Gypsy  No.  7. . 
MeadowbrookNo.1 
MeadowbrookNo.2 

Globe 

Dunham  .   ... 

Ocean     

Columbia 

Robinson  Run 

Reynoldsville 

Lynch  

West  Fork 

Perry  No-  1 

Perry  No.  2 

Coaling  Station.  .. 

Pooz   

Lucas 

Willard  No.  1 

Willard  No   2 

Girard  No.  1 

No. 2  at  Gir'd  No  1 
Harold 


Post  Office 
Address. 


Wheeling  .   ... 

Wheeling 

Elm  Grove 

Egington  Lane 
Steubenville.<  I. 


223  Moore 

224  Vincent  .   . 
cMonroe  . . 

Erie    

cOverholt  . 

Hero 

Thompson 

239  Rosebud   . . 

240  Sylvester 

Dola 

Fayette  . . . 
Girard  No. 
Fairmore  . 
Goff 


231 

231 
235 


241 
242 

243 
244 

245 


drift 
drift 
4  drifts 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
slope. . 
drift  . 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  •■ 
drift  •■ 
drift- 
drift  • 
drift 
drift  •■ 
drift  • 
drift  ■■ 
drift  .. 
drift-- 
drift-- 
drift- • 
drift-. 
drift  •• 
drift-- 
drift 
drift.. 
drift 
drift-- 
drift  • 
drift, 
drift  •■ 
drift  ■• 
drift-- 
drift  ■• 
drift  •■ 
drift 
drift 
drift  ■ 
drift- 
drift  ■ 
drift- 
drift  . 
drift  • 
drift  . 
drift 


Washington  Fuel  Oo 

O'GaraOoal  Mining  Oo. 


246 

251 
250 
247 

248 


Waldo 

New  Chieftain. 

Randolph 

Miller  No.  1.... 
'•    No. 2... 


253  0'Gara 


Fairmont 


Fairmont 


Fairmont 


Fairmont 


Adamston 


Meadow  Brook 

Clarksburg  

Clarksburg  

Clarksburg    .. 

Clarksburg  

Fairmont 

Meadow  Brook 
Lumberport  . 
Clarksburg  — 

Rosebud 

Rosebud 

Dola 

Dola 

Dala 

Adamston 

Fairmont 


drift  . 
drift  . 
drift  - 
drift 
drift  . 
slope. 


G  raf  ton  — 
I  Clarksburg 


b— Idle  since  November,  1907 
c— Just  being  opened. 


o— Second  District,  Frank  E.  Parsons, 
Inspector. 
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NAME   OF   SUPERINTENDENT,  NAME   OF  MINE   FOREMAN,   SEAMS 

WORKED   AND    THICKNESS,  AND    TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superinten 
dent. 


0.  0  Schmidt. 
John  Joe  hum 


J.  S.  Oreighton 
Peter  Storch  ... 
P.  J  .  Harrigan, 


Luke  Murray 

J.  H.  Nuzum 

J.  R.  Elsess 

G.  W.  Eliason 

Lowell  Ohilds 

Lowell  Ohllds  .' 

A.  W.  Rapp 

H.  H.  Watson 

H.  H.  Watson 

H.  H.  Watson 

'Thos.  Jarrett,  Jr 

Thos.  Jarrett,  Jr 

Thos.  Jarrett.  Jr 

O.  F.  Ice 

O.  F. Ice  

P.  B.  Robinson 

P.  B.  Robinson 

P.  J.  McAndrews — 

Luke  Murray 

K.    D.  Bailey 

A.  W.  Rapp 

E.  P.  Goedeeke   

J.  R.  Elsess 

Lowell  Ohilds 

Lowell  Ohilds  

L.  W.  smith 

L.  W.  Smith 

L.  W.  Smith 

A.  0.  Ice 

A.  C.  Ice 

A.  Lisle  White 

A.  Lisle  White 

Mat.  Mannix 

Mat-  Mannix  

Ed.  Clingan 

Fred.   Howard 

V.  E.  Gocke. 

Seymour  Mclntyre.. 

L.  L    Crawford 

W.  B.  Gunton,  G.  M 

A.  A.   Ewing 

Isham  Keith 

Tony  Star 

B.  H.  Monroe 

Eli  Morris 

B.  T.  Greaves 

Isham  Kefth  

A.  Lisle  White 

Geo.  R.  Wunderlich 

Geo.  R.  Wunderlich  . 
Geo.  R.  Wunderlich 
Geo.  R    Wunderlich  . 

D.  E.  Brown 

I".  B.  Brown 

W.  F.  Whyte 


Name  of    Mine  Fore- 
man. 


John  Donohue. 
John  Joe  hum. . 


Daniel  Shaw 


H.  Blond. 


Name  of 
Goal  Bed 

Worked. 


Pgh.No.  8 
Pgh.  No.  8 

Pgh.  No.  8 
Pgh.  No.  8 
Pgh.  No.  8 


Ft.  In 


5  -  6. 
4-8. 


5-0. 
5  -  3. 
5-6. 


E.  A.  Vincent Pittsburg 

Thos.  Pollock Pittsburg 

S-  S.  Schrader Pittsburg 

G.  W.  Eliason Pittsburg 

Ohas.  F   Gandy...' Pittsburg 

J.L.Thomas Pittsburg 

Geo.  H.  Brooks Pittsburg 

Thos.  Smith Pittsburg 

Floyd  Gandy Pittsburg 

L.  W.  Lewis Pittsburg 

E.  P.  McOlvin Pittsburg 

E    P.  McOlvin Pittsburg 

O.  Bush Pittsburg 

Bert  Russell. Pittsburg 

Bert  Russell Pittsburg 

0.  D.  Powell Pittsburg 

O.  D.  Powell Pittsburg 

P.J.  McAndrews- Pittsburg 

Walter  Miller Pittsburg 

U.  B.  Blakesmith  ....  Pittsburg 

M.J.  Rooney Pittsburg 

Adam  Gross Pittsburg 

Guy  Parker Pittsburg 

B.  F.  McNemar.         ..  Pittsburg 

J.  M.  Matheney Pittsburg 

A.  V.  Morgan Pittsburg 

A.  V.  Morgan Pittsburg 

A.  L.  Hord Pittsburg 

W.  N.  Malone Pittsburg 

John  Walters Pittsburg 

David  Evans Pittsburg 

David  Evans Pittsburg 

Ed.   Worcester Pittsburg 

Ed.  Worcester Pittsburg 

Ed- Clingan Pittsburg    8 

A.  G.  Hilburt Pittsburg    9 

Grant  White    Pittsburg    8 

W.  S.  Brown Pittsburg    8 

Wm.  Showhan Pittsburg     8 

Pittsburg 

Robert  Shaffer Pittsburg 

B.  H.  Ktires Pittsburg    9 

Samuel  Oromer Pittsburg 

Ohas    Winters. Pittsburg    8 

0.  E.  Murphy Pittsburg 

B.  T.  Greaves Pittsburg 

Wm.   Reed Pittsburg    8 

T.  J.  Westmoreland..  Pittsburg 

Wm.Ashcraft Pittsburg    8 

A.  G.  Ooleman  &  O.  J 

Fowler Pittsburg     8 

W.  J.  Keefe Pittsburg 

W.  J.  Keefe I  Pittsburg 

D.  E.   Brown Pittsburg    8 

D.  E.  Brown ! Pittsburg    8 

0.  Van  Pelt   Pittsburg  '  6 


0. 

0.. 

0.. 

0.. 

0.. 

0 

0 

0.. 

0.. 

0.. 

0.. 

0.. 

0.. 

0.. 

0.. 

0.. 

0 

O.Jfan 

O.Jfan 

O.Jfan 

0  .fan 


fan 

furnace 


fan 

natural, 
furnace. 


fan 

fan 

2  fans . .. 
natural. 

fan 

fan 

natural. 

fan 

fan 

fan 

fan 

fan 

fan 

fan 

fan 

fan 

fan 


|  fan 

fan 

[fan 

furnace. 

j  fan 

2  fans . .. 

fan 

fan 


O.Jfan. 
O.Jfan. 


furnace. .. 

fan 

fan 

fan 

furnace. .. 
furnace. .. 
fire  basket 
fan 


0     natural. .. 

0..  fan 

6..  firebasket 
0..  furnace  .. 
0..  furnace. . . 
0. .  furnace. .. 

0.    fan 

0..  fan 

0..  fan 


fan ....... 

fan 

fan 

furnace 
natural, 
fan 


■=S 


53 

181 
76 
14 
67 
51 
18 

183 


103 

90 

120 

63 

35 

58 
180 


23 
24 
19 
16 
59 
105 
30 

128 
111 


No. 


53 
54 
55 

56 
57 
58 
59 
60 
61 
62 
63 
64 
65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 


72  87 

30  88 

r.)  89 

. . . .  so 

70  !  91 
. . . .  92 
16  I  93 
10  !  94 
95 
96 
97 
98 
99 
100 
101 


102 
103 

lot 
105 
106 

7  107 
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oSecond 


108 
109 
110 
111 
112 
113 
114 


115    Second. 


116 
117 
118 
119 
120 


121 
L22 
L23 

124 
125 

KV, 

127 

128 

129 

130 

131 

132 

133 

134  i 

135 

136 

137 

138 


139 
140 
141 
142 
143 

144 

145 
146 


147 

148 

149 
150 
151 
152 
153 
154 


♦Third  . 


Third. 


Third. 


Name  of  Company. 


Name  of  Mine. 


Harrison     Co . — (Cont'd. ) 

Douglass-RauchC.&C.Co:  254  Phoenix 

Piteairn  Coal  Co 256  Piteairn 

Marshall  Coal  Co \  260  Marshall 

Cork  &  Hart  Coal  Co 261  Cork    

Hutchinson  Fuel  &  S.  Co.    263  Hutchinson  No.  1 

"  "  "      264  Hutchinson  No   2 

Jane  Lew  Coal  &  Coke  Co.    267  Fulmer  No.  1 

Lewis  County. 
Jacksonville  Coal  A-  C.  Co   270  Sarah  B.  No.  3  .... 


Upshur  County. 
Penns.  Cons.  Coal  Co. 
Red  Rock  Fuel  Co 


Newcomer  Coal  Co 

Buckhannon  River  O.Oo. 


Barbour  County. 
Philippi  Collieries  Co  .. 


Tygarts  River  Coal  Co.  . 

Fairmont  Coal  Co 

Laurel  Creek  Coal  Co 

The  Oent'ry  C.  of  W.  Va. 


271  tfPenco 

272  Red  Rock  No.  1 

273  Red  Rock  No.  2 

274  Newcomer 

275  Florence 


Grafton  Fuel  Co. 


Penns.  Coal  Mining  Co.. 
Davis  Coal  A  Coke  Co  .... 

Miller  Coal  &  Coke  Co.... 

Davis  Colliery  Co. 

Midland  Coal  <fe  Coke  Co. 

Monongalia  County. 
Opekiska  Coal  ACoke  Co 

Fairmont  Coal  Co 

Elkins  Coal  &  Coke  Co. . . 

Connellsville  Basin  Coke 

;    Co 

Connellsville  Basin  Coke 

Co 

Connellsville  Basin  Coke 

'    Co 

The   Great   Scott  Coal  & 

Coke  Co 


Preston  County. 
The  Austen  Coal  &  Coke 

'    Co 

The  Austen  Coal  &  Coke 

Co 

Hamilton  Coal  &  Coke  Co. 
Gorman  Coal  &Ooke  Co.. 


Irona  Coal  Co. 


slope 
drift 
drift 
drift 
drift 
drift 
drift 


drift 


slope 
drift 
drift 
drift 
drift 


Meriden  No.  1 drift  • 

Meriden  No.  2 drift . 

Meriden  No.  3 drift 

Meriden  No.  4 drift 

Meriden  No.  5.   ...  drift  . 

Arden drift . 

Berry  burg drift  . 

Laurel  Creek  drift 

Century  No.  1 shaft 

Century  No    2 drift. 

Lillian  No.  1 drift 

Lillian  No.  2 drift  . 

Adma    drift 

Weaver  No.  3 drift. 

a  Dartmoor   No.  4.  slope. 

Sara drift 

Junior,  No.  4 drift. 

Midland shaft 


304  Opekiska 

303  Beech  wood 

307  Richard  or  No.  1. 

305  Sabraton  or  No.  •" 

306  No.  2 


1306  No.  3 

306  No.  4 

301  Great  Scott  No.  1 


drift 
drift 
drift 
drift 

drift 

drift 
drift 

drift 


Post  Office 
Address. 


Clarksburg  . . 
Clarksburg  . . 
Mt.  Clare.... 
Fairmont  .  . 
Fairmont 


McWhorter. 


Jacksonville. 


Lorentz  . . . 
Red  Rock. 


Teter  .. 
Adrian 


Philippi . 


Arden  — 
Fairmont 
Grafton  . .. 
Century... 


Grafton 


Pittston,  Pa. 
Weaver 


Junior... 
Elkins... 

Philippi. 


Opekiska 

Fairmont 
Morgantown. 


Richard 


Morgantown. 


323  Austen  No.  1 drift  ..  Aus,ten  . .. 

324  Austen  No.  2  drift.! 

327  Newburg shaft . .  Newburg  • 

322  Gorman  No.  2 drift  ..  Austen  . . . 

321  West  End  No.  1   ..  drift  .. 

312  Irona  No.  1 drift  ..  Irona 

313  Irona  No.  2 drift..        "     

314  c  Irona  No.  3 drift..        "     


'  Third  District.  John  F.  Bratt.  Inspector.        a— Abandoned.       tf— Ldle  all  year 
o— Second  District,  Frank  E.  Parsons.  Inspector.  c— Just  being  opened 
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NAME   OF  SUPERINTENDENT,   NAME   OF  MINE   FOREMAN,   SEAMS 

WORKED   AND    THICKNESS,  AND    TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superinten- 
dent 


F.  O.  Brandt 

James  A.  Jenkins  — 

George  Adams 

James  F.  Oook 

W.  Q.  H.  Crawford. 
W.  G.  H.  Crawford. 
H.  R.  Fulmer 


Wm.  Atkin 


Robert  Lang,  Jr. 
Robert  Lang,  Jr. 
R.  H.  Parker.... 
I.  W.  Reckard  ... 


O.  W.  Sandridge 
C.  W.  Sandridge. 
O.  W.  Sandridge . 
O-  W.  Sandridge 
O.  W.  Sandridge. 
Chas.  A.  Cook... 
W.  W.  Ferguson. 
W-  S.  Brydon 


Name  of   Mine   Fore 
man. 


Name  of 
Coal  Bed 
!  Worked. 


James  Howe. 
W.  O-   Minear. 
N.  W.  Hacker. 

P.  Oook 

W.  B.  Malone. 
W.  B.  Malone. 
F.  H.  Lane  .... 


Nicholas  Cole 


W.  F.  Orothers  ... 
W.  E.  Orothers  .  .. 
Geo.  L  Campbell. 
I.  W-  Reckard  .... 


H.  D.  Hirshman. 

H.  11.  Hirshman . 
H.  J ).  Hirshman  . 
H.  1).  Hirshman. 

O.  T.  Malone 

A .  E .  Wood 


Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Redstone 


Pittsburg 


Red  Stone 
Red  Stone 
Red  Stone 
Pittsbur. 
Masont'wn 


Up.  Free 
Up.  Free 
Up  Free 
Up.  Free 
Mahoning 
Up.  Free 


Lee  Cottrill Pittsburg 

10.  B.  Trimble 


John  St  rot  her i  Ed  ward  Williams 


John  Strother 
W.  S.  Brydon., 
W.  S    Brydon.. 
H.  M.  Wetzel. 
W.  W.  Brewer 


J.  W.  S-  Miller 
L.  P.  Johnson. . 
W.J.  Gilmore  . 


Up.  Free 
Red  Stone 
Red  Stone 
Mahoning 
F.  V.  Robinson |Up.  Free 


Edward  Williams. 
F.  V.  Robinson  . 


John  Ensminger 
J.  H.  Davis. 


H.  0.  Haskins 
J.  N.  Bibey  .... 
Wm.  Kooser. .. 


O-  B.  Marretta Frank  Love     . 

H    S.  Toothman    Walter  Rowe 

J.  B.  Hanford O.  T.  Banard  . 

J.  B.  Hanford W.J.  Banard 


Geo.  R.  Saxman Dennis  Connelly . 

Geo.  R.  Saxman Dennis  Connelly 

Geo.  R.  Saxman Dennis  Connelly 

A.  G.  Tait W.  H.  Deets 


F.  W.  Horchler A.  R.  Murphy.. 

F.  W.  Horchler Geo.  R.  Oook... 

F.  A.  Husted IE.  L.  Griffiths. 

Thos.  Murphy |Thos.  Murphy. . 

Thos.  Murphy |B.  F.  Williams. 

T.  R.   Spencer J.  F.  Watkins.  . 

T.  R.  Spencer |j.  F.  Watkins.. 


Lo.  Free 
TTp.  Free. 
Up.  Free. 
Up.  Free. 
Free  port  . 
Up.  Free. 


Pittsburg 
Pittsburg 
Up  Free. 
Pittsburg 

Up.  Free 

Up.  Free. 

Up.  Free. 

Pittsburg 

Up.  Free. 

Up  Free 
TTp.  Free. 
Up.  Free. 
Up.  Free. 
Up.  Free. 
TTp.  Free 


Ft.  In 


7-0. 

7  -  9. 

8  -  0 
8  -  0. 
8  -  0. 
8  -  0 
7-0. 


4-3. 
4-0 
4-0. 
6  -  6. 
5  -10. 


o0 


fan 

fan 

fan 

natural 

fan 

fan 

furnace. 


furnace. 


fan 

fan 

fan 

furnace 
furnace. 


6',   , 

6  !  fan  ■ 

6  J  I 

0. .  natural. 


T.  R.  Spencer 'Up.  Free. 


-  6. 


4  -  6. 
3-6. 
4  -  6 
4-6 
4-5. 
4  -  5 
4-5. 


fan    

2  fans.... 
air  shaft. 

fan 

furnace  . 
air  shaft, 
air  shaft, 
grate .  . . . 
furnace. . 


fan . 
fan . 
fan . 


natural, 
natural 

fan 

fan 


2  fans 


fan . 


fan 

2  fans. .. 

fan 

furnace 
furnace 
fan 


as 


64 
90 
109 
25 

73 

28 

38 


48 
234 
20 
233 
26 
26 
17 
14 
50 


40 

58 

109 

80 


130 


109 

90 
68 
54 

18 

91 
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155 
156 
157 
158 
159 
160 
161 

162 
163 

164 

165 

166 
167 


168 
169 

170 
171 
172 
173 
174 
175 
176 
177 
178 
179 
180 
181 
182 
183 


184 
185 


186 


187 

188 
189 
190 
191 
192 
193 

194 
195 
196 

197 

198 

199 
200 
201 
202 


Third 


Third. 


Preston  County — (Oont  'd 
Merchants  Ooal  Co 

Oakland  Ooal  &  Ooke  Co 

King  wood  Goal  Go 

Elite  Goal  &  Ooke  Go  — 

Orr  Ooal  &  Ooke  Co 

Manufacturers    Coal    it 

Coke  Go         

Atlantic  Coal  &  Coke  Oo 
Elkins  Coal  &  Coke  Co.. 


Preston  County  Coke  Co 

Taylor  County. 
Grafton  Coal  &  Ooke  Go. 

Pittsvein  Coal  Co 

Li,  B.  Brydon 

T.  P..    Davis    

Mc(  .raw  Coal  Go 

Rosemont  Coal  Co 

Maryland  Coal  Oo 


318  Tunnelton   No.  1..  drift 

319  .Merchants  No.  2..  drift  .. 

317  Corinth  drift 

315  Howesville drift.. 

325  nixie  ...   .■ drift  .. 

326  Vulcan    drift  .. 


Tunnelton 


Corinth 

Howesville 

Hiorra  

Hiorra  


339  Victoria  No  «  . slope..  Independence. 

•'16  Atlantic drift  ..  Tunnelton  . ..   . 

308|Bretzor  No   2 drift..  Morgantown... 

311  No.  1  at  Kingwoodl 

or   No.  4   'drift 

311  No.  2  at  King  wood  I 

or    No.  4 drift 

309  Mason  town  or  No.6  2dril'ts 

310  Cascade drift  ..Cascade 


o Fourth 


Fourth 


Winona  Coal  &  Ooke. Go.- 

The  Cecil  Ooal  &  Ooke  Oo! 

Harrison  Coal  Co 

East  Graf  ton  Ooal  Oo  . . . 


339  Sandlick drift 

IH4  Flemlngton drift 

337  Brydon drift 

313  T.  B     Davis drift 

338  New  York  No    1.  ..  drift 
345  Rosemont drift 

340  Wendel  No.  1     ....  drift 

'  !1  Wendel  No.  2 drift 

311  Wendel  No.  3 drift 

'342  Wendel  No.  4 drift 

<•  Wendel  No.  5  ...  drift 

333  Winona  No   1 drift 

334  c  Winona   No.  2...  drift 

349  Cecil    drift 

317  Harrison drift 


Grafton. 

Fleinington.. .. 

Grafton 

Piedmont 

Simpson 

Tj  rconnellMines 
Grafton 


lOecil 

TyrconnellMines 
Thornton 


Grant  County. 

Davis  Coal  &  Cole'  Go  421  Henry  No   22  shaft..  Henry. 

Buffalo    Greek    Cumber- 
land Ooal  Oo 423  Buffalo  Creek drift ..  Bayard. 

Cottage  Street  Coal  Go...    421  Cottage  Street drift..  Bayard.. 


Mineral  County. 
Davis  Coal  &  Ooke  Oo. 


Abrams  Greek  Ooal  & 
Ooke  Oo  

Piedmont  Brick  &  Ooal 
Oo 

Piedmont  &  Potomac 
Ooal  Co 

Masteller  Ooal  Oo 


Smith  Ooal  Co 

iGleason  Coal  &  Ooke  Co. 


42;  No.  6  drift 

438  Wabash    No.  9 drift 

425  Tyson   No.  10 drift 

434  KittanningNo   14.  drift 
429  KittanningNo.  15.  drift 

427  Ott   No    20  drift 

438  Montgomery   Hun 

No.  19 drift 

4:::'  No.  50 drift 

440  No.  51 drift 

430Oakmont drift 

431  Karr 'drift 

432  Virginia.. drift 

133  Hampshire drift 

,145  New  Creek drift 

435  Smith drift 

436  Gleason  No.  2 drift 


Elk  Garden. 

Wabash 

Elk  Garden. 


Beryl 


Oakmont. . 
Piedmont. 


Piedmont . 
Keyser 


Blaine  . 
Dodson, 


Md. 


n  -Fourth  District.  E.  V.  Byrne.   Inspector,  until  March  1st,   1908. 
.1 .  A.    springer.        c— Just  being  opened . 
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NAME   OF  SUPERINTENDENT,   NAME   OF  MINE   FOREMAN,   SEAMS 

WORKED   AND    THICKNESS,   AND    TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superin- 
tendent. 


Name  of  Mine  Fore- 
man . 


T.  R.  Barber 'John  S.  Oummings. 

T.  R.  Barber John  W.  Watkins  .. 


Name  of 
Goal  Bed 
Worked . 


Ft.  In 


H.  H.  Jordan  . 
W.  B.  Edward 
R.  M.  Hite  .... 
J.  M.  Orr 


John  Humphreys. 
D.  R.  Williams  .  .. 
J.  B.  Hanford 


J.  B.  Hanford. 


J.  B.  Hanford ... 
J.  B.  Hanford... 
Everhart  Bierer 


E.  J.  Fahey 

J.  W-  Davidson. 

L.  B.  Brydon 

Wm.  B.  Woolf  ... 
John  J.  Malloy. . . 
James  Starford  .  . 
Geo.  H.  Brackett. 
Geo.  S.  Brackett 
Geo. S.  Brackett 
Geo.  S.  Brackett 
Geo.  S    Brackett. 

F.  T.  Rowland  ... 
F.  T.  Rowland  ... 

F.  W.  Jones 

H.  G.  Smith 

H. A.  Lane 


W.  J.  Christopher 

Richard  D.  Waddell  . 
John  Jose 


Robert  Grant. 
Robert  Grant. 
Robert  Grant. 
Robert  Grant. 
Robert  Grant 
Robert  Grant. 


O.  Tibbetts 
O.  Tibbetts 
O.  Tibbetts 


Thos.  Mackey 

J.  W.  P.  Somerville 


Daniel  Askey. 
M.  Masteller  . 
M.  Masteller  . 
R.  A.  Smith  . 
J.  M.  Davis... 


Bruce  Divingood 
W.  B.  Edward 
Alf.  Fortney. . . 
F.  E.  Dawson  . 


John  Humphreys. 

N.  H.  Hacker 

J.  Y.  Ralston 


B.  R.  Beveridge 

B.  R.  Beveridge 
Joseph  Hanford. 
James  Conner. .. 


John  P.  McGraw. . 
G.  R.  W.  Johnson. 

Guy  Lake 

Wm.   Drainer 

Oliver  Jenkins 

(irant  Wickham  .. . 

August  Ricker 

August  Ricker 

August  Ricker 

August  Ricker 


Adam  Whitehead. 


(!eo.  B.  Skinner 
H.  G.  Smith 


M.  V.  Mauley 

Richard  D.  Waddell. 
O.  O.  Ohenoweth 


UpKittan 


Lo.Kittan 
Up.  Free. 


Pittsburg  112 
Pittsburg  12 
Tyson  ....  6 
Up.  Free.  4 
Up.  Free.  4 
Up.  Free.,  4 


Jos.  Tibbetts Lo.Kittan    4 

los.  Tibbetts Bak'rst'wn    3 

Jos    Tibbetts Bak'rst'wn[  3 

Thos.  Mackey Up.  Free.    4 

R.  J.  Ross Lo.Kittan    5 


F.  Wilson 

.]■  E.   Ott 

B.  S.  Coleman 
F.  O.  Patton  .. 
John  Kilroy  .  . 
Tj.  D.  Vaughn. 


Up.  Free.'  4-6. 
Up.  Free.  4-6. 
Up.  Free.!  4-0. 
Ix>.  Free.  14-6. 
Up.  Free.  4-4. 
Up.  Free     4-4. 


5  -  6. 
4-6. 
4-0. 


I^o.Kittan 
Up.  Free. 
Up.  Free. 

Up    Free. 


Up.  Free.  4-0. 
Up.  Free.  4-0. 
Up.  Free.  |  4-0. 


Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Mahoning. 
Lo.  Free. 
Up.  Free. 
Pittsburg 


7-0. 
9-0. 
8-0. 
8-0. 
8-0. 
7-0. 
6-6. 
6-6, 

c  -  t;  < 

6-6. 
6  -  6. 

3  -10 
5-0. 

4  -  0. 


J.  S.  Brown IjO.Kittan 

Grant  Harshbarger  ..Elk  Lick  . 
Grant  Harshbarger  ..  Lo.Kittan| 

W.  I).  Walker. Lo.Kittan 

R.  Stottlemeyer Lo.Kittan' 


nat  &  furn 
fan 

fan .... 
furnace 
furnace 
fan 


fan. 
fan. 
fan. 

fan . 


fan 

fan 

furnace- 


furnace. 

fan 

natural, 
furnace, 
natural, 
furnace, 
fan 


fan  . 
fan  . 


furnace. 


furnace, 
natural. 


fan . 


fan 

furnace. 


fan 

natural, 
natural. 

fan 

furnace 
fan  . 


fan 
fan 
fan 


natural. 


fan 
fan 
fan 
fan 


43 
261 

45 
100 

36 

91 

61 
124 
131 


22 


55 


62 


26 


234 


100 
18 


41 
111 
16 
36 
4 
35 

29 
40 
53 


0..'fan 
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Post    Office 
Address. 


Fourth 


Fourth 


Fourth 


Fifth  ... 
oSev'th 


Mineral  Count  y— (Cont'd) 
The  Big  Vein  Coal  Co.  of 

W.  Va 

The  Big  Vein  Coal  Co.  of 

W.  Va 

Den  man  Coal  Co     

Glade  RuHOoal&OokeOo. 

Randolph  County. 
Davis  Coal  &  Coke  Co  . . . 


Davis  Colliery  Co. 


*Fifth  .. 


Fifth 


Fifth 


Fifth. 


W.  H.Green,  Lessee. 

Tucker  County. 
Cumberland  Coal  Co. . 


Davis  Coal  &  Coke  Co. 


Beacon  Coal  &  Coke  Co  . 
Gatzmer  Coal  &  Coke  Co, 

Braxton  County. 
Davis  Colliery  Co 


Gilmer  County. 
Cosmopolitan  C.  &  C.  Co. 

Mason  County. 
Mason  City  O.  &  M.  Co.  .. 

Consumers  C.  &  M  .  Co.   . 

Beech  Grove  Coal  Co 

The  Liverp'l  Salt  &  O.  Co 
Hartford  Coal  &  M.  Co. . . 
Dixie  Coal  Works 


Putnam  County. 
Plymouth  C.  &  M.  Co. 


Alpha  Coal  Mining  Co 
The  Otto  Mar.  C     " 


Big  Vein drift 

Four-foot drift 

Denman  No.  4 drift 

Sarah drift 


401  Weaver  No.  1 

402  Weaver  No.  2 

403  Leiter  No.  5 

404  Ooalton,  No.  1 

406  Sivad,  No.   2 

407  Harding,  No.  3 — 

408  \V    Harding, No.  5 
405,  Klondyke 


No.  1  drift 

No.  3 drift 

No.  i     drift . 

No.  5 drift 

Thomas   No.  23 —  drift 
Pendleton   Run...  drift 

Thomas   No.  25 drift 

Coke  ton  No.  26....  drift 
Thomas  No.  34. . .   I.shaft. 


drift 
drift 
drift 
d  rift 
drift 
drift 
drift 
drift 


Ooketon  No.  35. 
l.'oketon  No.  36 
Ooketon  No.  37 

Beacon 

Gatzmer  No.  1. 


Bower,  No.  10. 
Oopen,  No    11. 


Gilmer  No.  1. 


504  Klondike 
503  Linden . 
50' 
506 

502 

.Mil 
505 


Camden 

Beech  Grove. 

Jackson  

Hartford 

Dixie 


cfeM.Oo;  514 
515 


Black  Betsey  0.  &  M.  Co. 

Oak  Forest  Coal  &  M.  Co. 

Clay  County. 

Dorfee  Coal  M    Co 

Elk  River  C  &  Lum'r  Co 

Carter  Coal  Co 

Ky   Coal  &  Lumber  Co. .. 


509  i  Plymouth 

510;  Manilla 

511  California 

517! Alpha    

"     Big  Otto  No.  1. 

Big  Otto  No.  2. 

Big  Otto  No   3. 

No.  1 

No. 2 

Oak   Forest... 


Elk  Manor drift 

Dundon drift 

Carter drift 

Scott 'drift 


drift  . 
drift  .. 
drift  . 
drift 
drift. 


4  drifts 
drift.. 


drift 


drift  . 
drift  . 
drift . 
drift 
drift  . 
slope, 
drift  . 


drift, 
drift 
drift 
drift 
drift  . 
drift 
drift  . 
drift  . 
drift  . 
slope. 


Shaw 

Shaw 

Emory  ville 

Schell 

Weaver 

Elkins 

Maine    

Albert 

Thomas 

Davis 

Dobbin 

Elkins 

Emert 

Mason 

Spiiman.. 

Mason...    

Hartford 

Hartford 

Mason 

Plymouth 

Plymouth 

Raymond   City 

Black  Betsey  • 
Oak  Forest 

Dorfee 

Clay    

Scotford  

Cambria 


•—Fifth   District.  Earl  A.  Henry.  Inspector. 
o-Seventh  District,  William  Warner  Inspector. 
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NAME   OF   SUPERINTENDENT,   NAME   OF  MINE   FOREMAN,   SEAMS 

WORKED  AND    THICKNESS,  AND    TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superinten- 
dent. 


Name  of  Mine   Fore- 
man . 


Owen  L.  Ball 


Owen  L.  Ball 

Thos.  Taylor 

Thos.  A.   Fleming.. 


W.  W.  Brewer 

W.  W.  Brewer 

W.  W.  Brewer 

F.  O.  Oarnet 

Joseph  Hoylman  . 

W.  S.  Wilson 

Joseph  Hoylman  . 
W.  H.  Green 


J.  B   Jenkins A.I.Jenkins 


J.  B. 
J.  B. 
J.  B. 
L.  S. 
L.  S. 
L.  8. 
M.  L 
L.  S. 
M.  L 
M.  L 
M.  L 
W.  O 
Alex. 


Jenkins 

Jenkins 

Jenkins 

McDowell. . 

McDowell. . 

McDowell. 

Garvey 

McDowell. . 

Garvey 

Garvey 

Garvey 

.   Patterson. 

Waddell  ... 


Wm.  Virts. 


Wm.  Virts. 

D.  S.  Seaman 

Thos.  A-  Fleming 


Artie  Davis 

G.  W.  Burts 

James  Lake 

John  Oondry 

Joseph  Hoylman 

Frank  B.ver 

Joseph  Hoylman 
W.  H.  Green 


R.  D.  Edwards. 
R.  D.  Edwards. 


W.  H.  Martin. 


M. 


•O.J.  Ryan 

■O.  J.  Ryan 

M.  G.  Tyler,  G 

J.  Icenhower 

H.  O.  Smith 

H.  O.Thompson,  G.M 
Geo    H.  Gress 


A.  I.  Jenkins Lo. 

A.  I.  Jenkins Do 

A.  I.  Jenkins lLo 


Name  of 
Ooal  Bed 
Worked . 


Pittsburg 

Four-foot 
Up.  Free. 
UpKittan 


Up.  Free. 

Up.  Free. 

Up.  Free. 

Up.  Free 

Up.  Free. 

Up.  Free. 

Up.  Free. 

Up.  Free. 


Do.Kittan 


Samuel  Hawkshaw. 
Samuel  Hawkshaw. 
W.  B.  Riggleman... 

Frank  Pelican 

M.  H.  Brenan 

James  Christopher  . 
James  Christopher  . 
Geo.  Whitefleld.    ... 

E.  Close 

Alex.  Waddell 


Davis  Edwards. 
Wade  Martin. .. 


Joe  Chadwick 


C.  D.  M.  Kramer 
O.  D.  M.  Kramer 
Arthur  Mitchell  . 

J.  Vanmeater 

Samuel  Edwards . . 
Ken.  Harrison  — 
Ben.  Phillips 


W.  O.  Mitchell Joseph  Virgin. 

W.  O.  Mitchell i Joseph  Virgin 

W.  O.  Mitchell I  Joseph  Virgin... 

J.  O.  Fish James  Hargraves. 

Edw.  Schonebaum  . ..  Andrew  Utt 

Edw.  Schonebaum    ..; Robert  Fields 

Ed  w.  Schonebaum  ..  •  Robert  Fields  .   ... 


Lloyd  Parkins 
Lloyd  Parkins 
D.  L.  Thomas 


Henry  Brooke,  G    M 

A.  O.  Finley 

Wm.  Tamplin 

L.  D.  Burns  


J.  W.  Hargraves 
J.  W.  Hargraves 
Wm.  Thomas 


Thos.  L  Pugh. 
D.  Stoddard.  . 
L.  H.  Arthur.. 
O.  B.  Dean 


Kittan 
Kittan 
Kittan 
.  Free. 
.  Free. 
.  Free. 
Free. 
Kittan 
Kittan 
Kittan 
Kittan 
Kittan 
Kittan 


Ft.  In, 


14  -  0 


Pittsburg 
Pittsburg 


Pittsburg 


Pgh.  No 
Pgh.  No 
Pgh.  No 
Pgh.  No 
Pgh.  No 
Pgh.  No 
Pgh.  No 


Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 
Pittsburg 


Win  if  rede 
Stockton 
Ooal  burg 
Ooalburg 


-  6. 


-  91 
-9f 

-  0 

-  0. 

-  8. 

-  6.. 

-  8.. 


a 


natural. 


fan 

furnace. . 
furnace. .. 


fan 

fan 

furnace 

fa  n 

furnace 

fan 

furnace 
furnace 


furnace  & 
stack  . .. 

fan 

fan 

furnace. . . 

fan 

fan 

fan 

fan 

fan 

fan 

fan 

furnace. . . 


4  furnaces 
furnace.  •  ■ 


furnace. . 


fan 

fan , 

natural. 

fan 

fan 

furnace. 


5  - 


fan 

fan 

fan  — 

fan 

fan 

fan 

fan 

fan . . . 
fan . . . . 


6..  fan. 


0..  fan 

0..  fan 

0..  furnace. 
6..  furnace. 


2  o. 
o 


102 
74 
11 

213 

24 

99 

7 

12 


128 


210 

185 
61 

100 
49 

170 

98 

68 

3 


28 


53 

110 
42 
38 
26 
48 


28  239 
105  240 
101 

15 

255 


225 
25 
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253  Fifth 

254 

255 

256 

257 

258 


259 
2d0 
261 
2 12 
263 
264 
265 
266 
267 
268 
269 
270 


Sev 


enth 


Fuvftte  County. 
Sunday  Creek  Co 564  No.  Ill 

565! No.  112 

"     i  566  No.  114  

;  568  No. 115 

The  Colu 'bus  Iron  &S.Co   569, No.  1     

Kanawha  Gas  Goal  Co.. . .  ■  570  Kanawha  Gas. 


"  ...    572  Eagle 

W.  R.  Johnson  &  Co 571  Oakland. 

Boomer  Coal  &  Coke  Co..    573  No.  1 


575  No.  2  North 

574  No.  2  South 

576  No.  3 

35  Hickory  Camp... 


Paint  Greek  Collieries  Co 

Eureka  Colliery  Co. 73s  Eureka  No.  13 

•'     739  Eureka  So.  14 

w.  R    Johnson 740  Eagle  No.  1   . . 

741iNo.  5  Splint 


drift 

drift 

2drifts 

drift 

drift 

drift 


741jNo.  6  Splint d 


rift 
rift 
rift 
rift 
rift 
rift 
rift 
rift 
rift 
rift 
rift 
rift 


271    Seventh  The  Carver  Brothers  Co. 


273 
274 
275 

276 

277 
278 
279 
280 
281 
2X2 
283 
284 
285 
286 


237 

288 
28.1 
290 
291 
292 
293 

291 
295 
296 
297 

298 
299 
300 

301 
302 
303 
304 
305 
306 
307 
30S 


Ei 


St.  Clair  Colliery  Co 

M.  B.  Ooal&Ooke  Co.... 


The    Mount    Carbon   Co. 

Ltd 

Great   Kanawha  Colliery 

Co 


Loup  Creek  Colliery  Co. 

Herbert  Collieries 

Fort     Defiance     Coal    <! 

Coke  Co 

Lynchburg  Colliery  Co. 
GamocaOoalOo 


Dietz  Colliery  Co. 


ghth  Mill  Creek  Colliery  Co.   . 
The     Gauley     Mountain 
Coal  Co 


Croft  &  Evans 

Signal  Knob  Coal  Co 

Gaymont  Colliery  Co  — 
Sunbeu  ry  Coal  <fe  Coke  Co. 
Beury-New  River  Coal  Co. 

Michigan  Coal  Co 

Manufacturers  &  Oon- 
i    sumers  Coal  Co 


Longacre 

Marting. . 
Smithers. 

Smithers 
Boomer  . . 

Mucklow. 
Donwood. 

Crescent  . 


Mecca  No.  2 drift . .  I  Montgomery 

Mecca  No.  5 drift..  | 

No.  2     'drift  ..  Eagle. 

No.  3 Idrift  .. 

No.  1 drift  .. 

Eagle drift  .. 

California drift  . . 

No.  5  Splint drift  . . 

Diamond Sdrifts 

Eagle. drift  ..;  Eagle 

Kimberly 2drlfts  Kimberly 

Columbia drift  .. 

c  Columbia  No.  5  drift  .. 
Elk  Ridge  No.  1...  drift  .. 
Elk  Ridge  No.  2...  drift. 


Vulcan drift 


Brewster. .. 

Digby 

Edwards  ... 

Ansted 

Eagle 

Herberton. 


Fort   Defiance 

Lynchburg 

No.  2  Gas 

No.  5   Mplint 

Dietz  No.  2  Gas... 
Dietz  No.  5  Splint. 
Mill  Creek 


Nova  Scotia.  . . 
Turkey  Creek. 

Pine  Top 

Signal  Knob.  . . 

Gaymont 

Sunnyside 

Elmo 

Michigan 


drift. 

drift 

drift 

drift 

drift 

drift 

drift 
drift 
drift 
drift 
drift 
drift 
drift 

drift  . 
drift 
drift 
drift 
drift  . 
drift  . 
drift  . 
drift 


Newlyn Idrift 


Powellton.. . 
Mt.  Carbon. 


Page . 


Herberton. 


Gauley  Bridge. 

Vanetta 

Gamoca 


Wyndal 
Ansted  . 


Ansted 

Ansted 

Ansted 

Ansted 

Hawks  Nest. 

Elmo 

Elmo 

Fayette  


Fayette 


-Eighth  District,  J-  A.  Straughan,   Inspector. 


c— Just  being  opened. 
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NAME   OF  SUPERINTENDENT,  NAME   OF  MINE   FOREMAN,   SEAMS 

WORKED  AND    THICKNESS,  AND    TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superin- 
tendent. 


J.  J.  Kelier 

J.  J.  Keller 

J.  J    Ke'ler 

J.  J.  Keller 

J.  H.  Ferguson  . .. 
Thos.  A.  Bartlam. 

Thos.  A.  Bartlam. 

Thos.  A.  Bartlam. 

W.  M.  Gillie 

W.  M.  Gillie 

W.  M.  Gillie 

W.  M.  Gillie 

Frank  Kearns 

H.  G.  Stewart 

H.  G.  Stewart 


Name  of   Mine   Fore- 
man. 


Name  of 
Goal  Bed 

Worked 


John  Titiow 


Mike  Welch No.  2  iias. 

Sam  Mitchell No.  2  Gas. 

W'm.  Nicholson.     .   ..  No.  2  Gas. 

Wm.   Nicholson No.  2  Gas 

G.  E.  Sanford No.  2  Gas- 

John  Titiow No  2  Gas- 

h:  agle  or 
No    I  Gas. 

Ben.j.  Hill No.  2  Gas. 

Henry  Deem No.  2  Gas. 

Frank  Donald No.  1  Gas- 

('has.  Duncan No.  1  Gas. 

J.  W.  Elswlck No.2Gas. 

K.  V.  Townsend Eagle  ..  .. 

J.  A.  Richards No.2Gas 

J.  A.  Richards No. 5 Splint 

Thos.  A.  Bartlam J-  V.  Bartlam. Eagle  ..  .. 

Thos.  A.  Bartlam H.Webster NoSSpTint 

Thos.  A.  Bartlam. —  H.Webster  No.6Splint 


W.  A.  Carver... 

W.  A.  Carver 

W.  A.  Carver  — 
W.  A.  Carver.... 

W.  A.  Carver iJohn  Thurmund 

W.  A.  Carver ...John   Harrigan 

W.  A.  Carver John    Harrigan..    . 

W.   A.   Carver Alfred  Phillips 

James  E.  Carver. Fd.   Forbes 

Louis  W.  Atkinson..  .IH.  O.  Young 

0.  0.    Sharp Ijames  E.  0.   Boyle 

O.  C    Sharp iWalter  Gill 

C.  O.    Sharp 

O.  0.    Sharp Wm.    Hornsby 

C  C    Sharp Lem.  Payne 


0.  T.   Evans James  Ban- 


Ed.    Pinkney 

Ed.    Pinkney 

Ed.    Pinkney 

J.  O.  R.  Taylor, G.  M 
J.  C  R.  Taylor,  G.  M 
J.  D.  Pribble 


T.  R.    Ragland  .. 

T.  A.   Deitz  

J.  M.  Campbell. 
J.  M.  Campbell. 

T.  A.   Deltz 

T.  A.  Deitz 

W-  H.  Evans.  .. , 


R.  0.  Taylor 

R    0-  Taylor 

W-  H.  Evans 

AT.  Massey 

L.  0.  Tippett. ... 
L.  0.  Tippett.... 
L..  O.  Tippett.... 
James  D.  Boone. 

P.  H.  Henry 


J.  H.  Tasker No.  2  Gas 

J.   M.  Armentrout No. 5  Splint 

John  E.  Carver No.  2  Gas 

John  Thurmond No.  2  Gas 

Eagle. ..  . 

Eagle 

Eagle  ... 
No. 5  Splint 
No.  2  Gas 
Kagle  .... 
No.  2  Gas 
No.  2  Gas 
No.5  Splint 
Powell  ton 
Powellton 


4-1..  fan 


No. 


fan  — 
fan  — 
2  fans • 

fan 

fan  — 
fan  — 


John  Eads.  . . 
John  Fads.  . . . 
John  Eads  .. . 
D.  S.  Dooley. 
I).  S.  Dooley. 
James  Kuhn.. 


K.  K.  Smith 

J.  0.  Grissenger  . . 
W.  H.  Thompson. 
W.  H.  Thompson. 

D.   D.   Moran 

L.  D.  Moran 

J.   M  .  Johnson 


J.  A.   Martin 

J.  A  Martin. . . . 
Arthur    Hudson. 

AT.  Massey 

Thos.  Toler 

R.  J.  Morton  .  . 
J.  E.  Perkins... 
0.  E.  Sims 


James  W.   Sims. 


Powellton 

No  2  Gas. 
No.  2  Gas. 

Eagle 

No.  2  Gas. 

Eagle 

Fagle  .... 

No.  2  Gas. 
No  2  Gas. 
No.  2  Gas. 
No.5  Splint 
No.  2  Gas 
No.5  Splini 
*Sewell  .. 

No.  2  Gas. 
No   2  Gas. 

No.  2  Gas. 
No   2  Gas. 

Sewell 

Sewell 

Sewell 

*  Nuttall  . 

Sewell..  .. 


0.. 


fan 

fan 

fa  n 

fan 

fan 

fan 

fan 

natural. 

fan 

natural. .. 
furnace. . 


fan 

natural. 

fan 

fan   

fan 

fan 


natural. 
2  fans... 

fan 

fan 

fan 

furnace. 

fan 

fan 


0..  fan. 


natural. . . 
fan 

fan 

furnace. . . 
furnace. . . 
furnace... 

furnace... 
2  furnaces 
furnace... 

fan 

furnace... 
furnace., 
fan 


furnace  & 

3  fan  s  

natural. .. 
natural.  .. 

fan 

fan 

fan 

furnace... 


fan. 


131  25:> 

100  254 

158  255 

158  256 

88  257 

80  258 

18  259 

82  I  260 

165  i  261 

218  j  262 

175  263 

185  264 

69  265 


266 
267 
268 
269 
270 


271 
272 
273 
274 
275 
276 
277 
278 
279 
280 
281 
282 
283 
84  i  284 
74  285 


125 


zr, 


286 


287 
288 
289 
290 
291 
47   292 


35 

75 

120 

30 

32 
10 


270 

18 
11 
14 
25 
26 
54 


293 
294 
295 
296 
297 
298 
299 

300 
301 
302 
303 
304 
305 
306 
307 


67  I  308 


*  Nuttall  and  Sewell  are  different  names  for  the  same  seam. 
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Eighth 


'Ninth 


Name  of  Company. 


Fayette  County— (Cont'd) 
The  Fayette  Coal  &  Ooke 

Oo 

Brown  Goal  Oo 

Nuttallburg  Goal  &  Ooke 

Oo 


Keeneys  Or'k  Oolliery  Oo 
Ballinger  Ooal  Oo 


Roth  well  Ooal  Oo. 

Blume  Ooal  &  Ooke  Oo... 
Lookout  Ooal  &  Ooke  Oo 
Moseley  &  Walker 


Pennsylvania  &  New 
River  OoalOo 

Fire  Greek  Ooal  &  Ooke 
Oo 


Beury  Brothers  Goal  «S 
Ooke  Oo 

Bis?  Bend  Ooal  Oo 

Stone  OliffOoal&CokeOo 

Beechwood  Ooal  &  Ooke 
Oo 


Alaska  Ooal  &  Ooke  Oo 
Ephraim    Greek    Ooal    & 

Ooke  Oo 

Ridge  view  OoalOo 

Export  Ooal  Co 

Laurel  Greek  Ooal  Go  . 
Glendale  Oolliery  Oo. . 
Quinnimont  OoalOo.. 


Eighth 


Greenwood  Ooal  Co 
Hemlock  Hollow  Goal   & 

Ooke  Oo 

New  River  &  Pocahontas 

Consolidated  Coal  Co 


New  River  Valley  Ooal  Oo 
Marrs  Branch  Goal  Co  — 
The  Low  Moor  I.Oo.ofVa 


The  Goshen  Lron  Go 

South  Side  Oo 

The  Thurmond  Ooal  Oo. 


Name  of  Mine. 


Post  Office 
Address. 


The  New  River  Gel's  Oo. 


The  Dunglen  Ooal  Oo 


Sll  Fayette drift 

8521  Brown  drift 

812i  Nuttallburg drift  . 

813  Keeneys  Greek  ..    drift 

817  Smokeless drift 

. . .  Smokeless  No  2. ..  drift 
816  Ballinger  No.  1....  drift 
815  BalliiiKer  No   2...    drift 

818  Dubree drift 

820  Blume     drift 

821  Lookout drift 

822  No    1 drift 

823  No.  2 drift 

824  No.  3  drift 


'Fayette  

iNuttallburg 

Nuttallburg 
Nuttallburg 
WinoDa 


Nuttallburg 


Dubree  . 
Lookout. 
Lookout. 
Cliff  Top. 


12:>  Kohinoor drift  ..  Pennbrooke 


827  Fire  Greek drift 

828  Buffalo drift 


Fire  Greek. 


830  Echo drift       Beury 

8 Jd  Big  Bend drift..   Dimmock.. 

832  Stone  OlitT drift  .    Stone  Cliff. 

833  No.  1 drift      Claremont  . 

834  No.  2 drift  . 

835  Alaska drift ..  Glare niont . 

836  Buffalo drift  ..  Thayer, 

837  Ridgeview drift. 

838  Export drift 

839  Laurel drift 

840  IGlendale drift 

841  Big  Q, drift 

842  Lick  Branch drift 


Thayer 

Robins 

Laurel  Greek. 

Lawton 

Quinnimont . . 


843  Greenwood 3 drifts  Lawton. 

844  Hemlock. drift  .   [Lawton. 


j  Lay  land 3  drifts 

845  No.  1 drift  .. 

846  No   2  drift  .. 

847iNo.  3  drift  : 

...No  4 drift  .. 

No   5 drift  . . 

848  Bachman drift    • 

849  Whitney drift .. 

851  Kay  Moor  No    1...  drift  .. 

850  Kay  Moor  No.  2.  ..  drift 

853,Elverton drift 

854  South  Side drift  .. 

859  No.  1  Concho drift 

860  No.  2  ErsKine drift  •• 

85o,Ounard drift-  ■ 

856  Brooklyn  drift .. 

857  Red  Ash drift 

858|Rush  Run 2  drift. 

923  Sun  No    1 slope.. 

924  Sun  No.  2 shaft 

925  Sun  No.  3 slope 

901,  Dunglen  No- 1-...    drift-. 
902  Dunglen  No.  2 drift  •■ 


Gentry . 
Mindeu. 


Fayette  . . . 
Fayette  ... 
Kay  Moor. 


Caperton. 
Caper ton. 
Concho     . 
Erskine  . 
Prince  — 


Thurmond. 


Ninth  District.  John  Phillips,  Inspector. 
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NAME   OF  SUPERINTENDENT,   NAME   OF  MINE   FOREMAN,   SEAMS 

WORKED   AND    THICKNESS,  AND    TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superin- 
tendent. 


Name  of  Mine  Fore- 
man. 


E.  G    Blume 
J    A-    Boone. . 


L.  C.  Beirne  .... 
L.  C.  Beirne  ... 

Lee  Long  

Lee  Long  

Geo-.  Holland 

Ueo.  Holland  ... 
H.   H.  Kothwell. 

D.  W.  Boone 

D.  W.  Boone.... 
H.  A.  Moseley.. 
H.  A.  Moseley. . 
H.  A.  Moseley.. 


S.   D.  Butler 


H.  L.  Atkinson. 
H.  L.  Atkinson. 


H.  B.  Beury  .... 
J.  H.  Dempsey. 
J.  H.   Dempsey. 


O.  C.  Beury. 
O.  O.  Beury. 
Geo.  Law  ton 


Geo.  Fraser — 

J.   H.  Dempsey 

E.  E.  Huddleston.. 

-J.  W.  Lawton 

O.  B.  Helwig 

D.  H.  Phelps 

D.  H.   Phelp* 

W.  A.  Brown 


J.  A.  Brown D.  S.  Brown 


H.  M.  Bertolet... 
Robert  Watson  . .. 
Robert  Watson  . ., 
Robert  Watson  ... 
Robert  Watson  . .. 
Robert  Watson  . .. 
James  D.  Boone.. 
James  D.  Boone   . 

Wm.  Barrick 

Wm.  Barrick 

L.  C.  Tippett 

G.  H.  Oaperton  — 
H.  L.  Atkinson. . . 
H.  L.  Atkinson. . . 

A.  J.  King 

A.J.  King 

A.J.  King 

A    J.  King 

G.  M.  Shoemaker. 
G'  M.  Shoemaker. 
G-  M.  Shoemakdr. 

Leo  Schaffer 

Leo  Schaffer 


LP.    Rhodes. 
A.  R.  Jones... 


J.  G.  Edwards 

John  Sims 

Thos.  Seacrist 

Ohas     Hisgins 

John  Ohlinger 

Fred.  Ohlinger 

M.  E.  Copley- 

J.  A.   McOallister 

Andrew  Boone 

W.  L.  Herndon... 

W.  L.   Herndon 

W.  L.  Herndon. 


T.  E.  Littlejohn... 


Zeb.    Arrington.. 
Zeb.   Arrington. 


Peter  Wolf  

O.  O-  Wiseman  . 
G.  D.   McDaniel 


FireCreek 
FireOreek 

FireCreek 
FireOreek 
FireOreek 

FireCreek 
FireCreek 
FireOreek 

FireOreek 
FireOreek 
FireOreek 
FireOreek 
FireOreek 
FireOreek 
FireOreek 
H.  O.   Peters FireOreek 


R.  B.  Hanna. 

Jas.  H.  Neal. 
S.   M.    Peters. 


John  Tilbin 

J.   1).   Harris 

John  Ooolbaugh. 
Wm.  Whitlock... 
J.  E.  Le  Sueur. . . 

Ed.  Gordon 

Ed.  Gordon  ...... 


L.  Niahodil 

B.   F.  Titlow 

Harry  T.  Wooas  .. 
J.  L.  Huffman...  . 
Lamar   Epperly  . . . 

J.   F.  Shearer 

L   F.  Hess 

P.  A.  Ohlinger..... 

F.  H.   Tibbetts 

D.  H.  Stull 

Ed.   Litttlejohn. .., 

Robert   Boyd 

W.  E.  Morton 

Tbos.  G.    Burke... 

J.  E.  Perry 

Edwin  Jones 

Robert  Wallace 

T.  O.  Farnsworth.. 

Wm.    Ellis 

Wm.    Ellis 

Wm.    Ellis. 

Geo  W.  Eastham. 
Geo.  W.    Eastham. 


Name  of 
Goal  Bed 
Worked 


Sewell  ... 
Sewell... 

Sewell... 
Sewell  ... 
Sewell ... 
Sewell... 
Sewell ... 
Sewell ... 
Sewell  ... 
Sewell ,.. 
Sewell  .. . 
Sewell  ... 
Sewell ... 
Sewell.,. 

FireOreek 


Sewell 

FireOreek 
FireOreek 
Sewell  ... . 

Sewell 

Sewell  — 
Sewell  — 
Nuttall  .  . 
Nuttall... 

Sewell 

Sewell 

Sewell.... 

Sewell 

Sewell 

FireCreek 
Sewell  — 

Sewell 

FireOreek 
FireOreek 
Sewell  .. 
Sewell.... 
Sewell.... 
Sewell  ... 
Sewell  ... 


Ft. In 


3  -  o. 

3  -10. 


furnace... 
furn  &fan 


3  - 


0. 


3  -10. 
3-6. 

3  T  3. 
4-0 

4  -  0. 
4  -  0. 
4-0. 
4-0. 


4  - 


fan 

natural. . . 

fan 

fan 

fan  <ftfurn 
natural. .. 
fan 
fan 
fan&  furn 
furnace.. . 
furnace.. . 
fan 

fan 


£  O 


«  a 


••I 


natural. . 
furnace. . 


fan. 
fan. 
fan. 


fan. 
fan. 
fan. 


3  fans 

furnace.. 

fan 

natural. . 
natural. .. 
natural . . 
natural. .. 
fan 


fan 

2  fans.... 

fan 

2  fans.... 

2  fans 

fan 

fan 

furnace., 
furnace.. 

fan 

furnace. . 

fan 

fan 

fan 

fan 

natural.  . 

fan 

fan 

2  fans — 


2  fans. 


fan 

furnace. 


70 


78 
30 

136 

81 

80 

8 

44 

105 

50 

25 

4 

78 

51 

35 

85 

19 

115 

72 
34 
31 

134 
29 
36 
31 
58 

55 

130 

120 

175 

8 

208 

241 

180 

207 

13 

20 

184 

50 

98 

80 

81 

46 

32 

70 

73 

58 

400 

48 
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Ninth 


Fifth 


Name  of  Company. 


Fayette  County — Cont'd 

Newlyn  Opal  Oo 

Meadow  Fork  Goal  Co. . . 
The  Star  Coal  &  Coke  Co 

Laura  Mining  Co 

Nichol  Colliery  Oo 

McKell  Coal  &  Ooke  Oo. 

Harvey  Coal  &  Coke  Oo. 

Prudence  Coal  Oo 

Oollins  Colliery  Oo 

White  Oak  Fuel  Oo..." 

Stuart  Colliery  Oo 

Dunn  Loop  Ooal  cfc  C    Co 


Macdonald  Colliery  Oo.. 
Sugar  Creek  Ooal  ite  O.  Oo 

Price  Hill  Fuel  Oo 

Turkey  Knob  Ooal  Oo  — 
Mt.  Hope  Ooal  &  O.  Oo. .. 

Kanawha-  County. 
Fall'g  Rock  Cannel  O.  Oo 

The  Graham  Ooal  Oo 

The  Elk  Ooal  Oo 

Lucas  Ray  Ooal  Oo 

Pen  Mar  Mining  Oo 

Olendenin  Mining  Oo  ... 

The  Oiay  Coal  Go 

Harts  Branch  Ooal  Oo  — 
Mill  O'k  Oannel  Ooal  Oo. 
Blue  O'k  Ooal  &  LandOo. 


Roderick  Ooal  Co 

Acme  Steam  Ooal  Oo 

Williams  OoalOo.  —  ... 
Kendalia  Ooal  &Ooke  Oo 
Black  Hawk  Ooal  Oo. . . . 
The  Campbells  O'k  O.Oo 


Quincy  Ooal  Oo.,  Inc. 
Sunday  Greek  Go- 


NewOedar  G'veO.A  B.Oo 
KellysOreek  OollieryOo. 


Newlyn 

Meadow  Fork 

Star  

Laura  

Nichol 

Derryhale 

Kilsyth     

So.  1 

No.  2 

Prudence    

Lyman 

Jones 

No.  1 

No. 2 

Wingrove 

Scarbro     

Whipple 

Carlisle  

Oakwood .    

Parral 

Beech  Creek 

Stuart 

Dunn  Loop  No.  1  . 
Dunn  Loop  No.  2.. 
c  Dunn  Loop  No.  3 

Macdonald  

Sugar  Creek 

Sherwood 

Turkey  Knob 

Baby 


Jones 

Graham    

Queen  Shoals 

Turner  

d  Lucas  Ray 

Pen   Mar 

Taggart      

Brad  ley  White  Ash 

Harts   Branch 

Mill  Creek 

Wills  Hollow  No.l 
Wills  Hollow  No. 2 
Blakeley  No.  a... 

Roderick 

c  Acme   Steam  — 

e  Williams 

e  Perbellkin  No.  1 

Black  Hawk 

No.  2 


No.l  .... 
No.l  .... 
No.  2  ... 
No.  101  .. 
No.  104.  .. 
No.  105  ... 
d  No.  106. 
d  No.  108. 
No.  109... 
d  No.  110. 
Boyd  . 
No.  1 


drift  . 
drift  . 
drift  . 
drift  . 
drift  . 
drift 
drift  . 
drift  . 
drift  . 
drift  . 
drift. 
drift  . 
drift  . 
drift  . 
shaft. 
shaft 
shaft, 
shaft 
shaft. 
shaft, 
drift  . 
shaft, 
drift 
drift 
drift 
drift  . 
slope. 
shaft. 
drift  . 
drift  . 


drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

3  drifts 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 

drift 


Post    Office 
Address. 


Newlyn  . . . 
Newlyn  . . . 
Red  Star. 
Glen  Jean. 
Glen  Jean. 
Glen  Jean. 

Harvey  . . . 

Prudence  . 

Glen  Jean 

Scarbro  . . . 

Whipple  .. 
Carlisle  .. . 

Parral — 

Stuart....! 
Dunnloop. 


Macdonald  — 
Macdonald  — 

Price  Hill 

Macdonald  — 
Mt.   Hope 

Charleston 

Graham  Mines 
Charleston 

Heatherman  . . 
Big  Chimney.. 

Olendenin 

Barren  Oreek.. 
Queen  Shoals. . 

Villa 

Charleston 

Quick 

Quick 

Blakeley 

Blakeley 

Charleston 

Dana 

Quincy 

Oedar  Grove 


Oedar  Grove. 
Ward 


c— Just  being  developed . 


d—  Idle  all  year. 
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NAME   OF  SUPERINTENDENT,   NAME   OF  MINE   FOREMAN,   SEAMS 

WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Nanie  of  Superinten- 
dent. 


Name  of  Mine  Fore- 
man. 


Name  of 
Goal  Bed 
Worked . 


Ft. In. 


No. 


304 
365 
3136 
367 
368 
369 
370 
371 
372 
373 
374 
375 
376 
377 
378 
379 
380 
381 
382 
383 
384 
385 
386 
387 
388 
389 
390 
391 
392 
393 


394 
395 
396 
397 
398 
399 
400 
401 
402 
403 
404 
405 
406 
407 
408 
409 
410 
411 
412 
413 
414 
415 
416 
417 
418 
419 
420 
421 
422 
423 
424 


Edward  Thomas  — 

Edward  Thomas 

Geo.  W.  Jones 

Thomas  Morgan  — 
J.  W.  Heatherman. 

T.  A.  Lewis 

R    A.   McOlure 

Fred  Dixon,  Jr 

Fred  Dixon,  Jr 

J.N.Schweitzer 

J.N.  Schweitzer 

J.  N.  Schweitzer  ... 

G.  E-  Dixon 

G.  E.  Dixon  

Oallihan 

Oalllhan 

Morrison 

Oockburn 

Oockburn 

Farrell 

Farrell  


A.  D. 

A.  D. 

B.  H. 
Edw. 
Edw. 
Wm. 
Wm. 

James  Raisbeck 

James  Marti  n 

James  Martin. 

James  Martin 

V.  A.  Miller 

N.  S.  Blake 

H.  H.  Plnkney 

James  Heatherman. 
A.  P.  Bailey 


H.  P.  Thomas 

Hague  Meadows . . . 

P.  B.  Evendoll 

Thomas   Morgan . . . 

W.  K.  Kay 

Sam   Bryan     

Thos.  T.  Lewis 

John   Dunn 

John    Dunn 

E.J.  Roberts 

E.J.  Robe  rts 

E.  J.  Roberts 

J.  W.  Wedge  wood. 
J.  W.  Wedge  wood. 

John  Holmes 

Ralph  Brabban 

Wm.  Brabban 

Wm.  Dixon 

Isaac  Pelter 

Sam  Hale 

John  Powell 

James  Raisbeck. . . . 

John  Burns 

Odey  Williams 


Geo.   Eary 

F.  L.    Ramey... 

S.  Hilditch 

Ed.  McOalister. 
O .   W .  Carman . 


R.  B.  Young R.  B.  Young. . . . 

J.  M.  Doolittle N.O.    Posten  .. 

Henry   Davis George  Miller. 

Henry   Davis  W.  D.  Davis. ... 


Jacob  Housholder —  Jacob  Housholder.. . 

Brooks  Deel. 

G.  W- Gaghan Wm.   Wood  rum 

H.  Y.  Tucker  H.  Y.  Tucker.....   ... 

R.  W.  Brunk R.  W.  Brunk 

D.  H.  Morton |C  W.  Elkins 

D.  H.   Morton O.  W.  Elkins 

D.  H.  Morton. R.  L.   Miller 

G.  H.  Spruce D.  D.  Williams 

G.  H.  Spruce 

8.  B.  Williams ' ., 

L.   Blenkinsapp 

iLuther  Skiles 

W.  V.  Rensford Jefferson  Atkins 

W.  V.  Rensford AndrewOalderwood  . 

J.  H.  Campbell I.  O.    Morris 

J.  H     Campbell |J.  M.  Kelly 

W.  F.  Mandt J.  A.  Neylan 

W.  F.  Mandt D.  F.    Johnson 

W.  F.  Mandt Wm.   Welch 

W.  F.  Mandt 

W.  F.  Mandt  ; 

W.  F.  Mandt D.  B.  Ross 

W.  F.  Mandt 

Thos.   Boyd L.  H.   Simms 

H.T.  Smarr lHarvey  Wills 


FireCreek 
Sewell  — 
Sewell..  . 
Sewell.... 
Sewell.... 

Sewell 

Sewell  ... 
Sewell.... 
Sewell.... 
Sewell.... 
Sewell  — 
Sewell  ... 
Sewell..  . 
Sewell  — 

Sewell 

Sewell... 
Sewell  — 
Sewell  — 
Sewell   . . . 

Sewell 

Eagle 

Sewell.... 
Sewell  — 
Sewell  — 
Sewell.... 
Sewell. . . 
Sewell.... 
Sewell.... 
Sewell.... 
Sewell  — 


Cannel  . .. 
N.Ooalb'g 
Mason  (?). 
Mason  (?)• 
No.  5  (?).. 
N.Ooalb'g 
No-  5  (?).. 
No.  5  (?).. 
No.  5  (?).. 
Cannel  .  . 
No.  5  (?).. 
No.  5  (?).. 
No.  5  (?).. 
No.  5  (?).. 
No.  5  v?).. 
No.  5  (?) . . 
No.  5  (?).. 
Ooalburg  . 
Oamp.Ork 

No   5 

Lewiston. 
No. 5  .... 

No.  5 

Coal  burg  . 
Ooalburg  . 

No.  5 

Ooalburg  . 

No. 5 

Ced  Grove 
Oed  Grove 
Ooalburg. 


natural. . 
furnace. . 

f  a  n 

fan 

fan 

fan 

fan 

fan 

fan 

fan 

fan 

furnace. . 

fan 

fan..? 

fan 

fan 

fan 

fan 

fan 

furnace. . 

fan 

fan 

fan 

furnace. . 

fan 

fan  

fan 

fan 

natural  . 


fan 

furnace, 
furnace. 

fan 

furnace, 
furnace, 
furnace, 
furnace, 
furnace. 

fan 

furnace, 
furnace, 
furnace, 
fan 


natural. 


natural. 

fan 

3  fans. . . 

fan   

furnace. 

fan 

fan 

2  fans. .. 

fan 

fan 

fan 

fan 

furnace, 
fan 


23 

28 

121 

71 

10(J 

105 

203 

75 

45 


117 

146 

123 

14S 

100 

20 

23 

38 

47 

109 


126 
91 


111 
15 


5 
40 

196 
27 
41 
84 
52 

176 


£0 


20 
101 


*  Worked  two  shifts. 
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Fifth.. 


Six 


Oannelton  Coal  Oo 

The  Marmet  Goal  Oo..- 


Olcott  Goal  &  Iron  Oo. . . 


Name  of  Company. 


Ka  n  a  wba  Co  1111  ty .  -Cont'd 
Kellys  Greek  Colliery  Co. 

Hughes  Greek  Ooal  Co  — 


Prank  Ellison 

Winifrede  Ooal  Oo. 


Dry  Branch  OoalOo. 


Ooalburg  Colliery  Oo. 
Wyat.t  Coal  Co 


Persinger  Coal  Oo... 
La  Mont  Mining  Oo. 


The  Holley  &  Stephenson 
Coal  &Ooke  Oo 


Wake  Forest  Mining  Oo 
Carbon  Ooal  Co 


Republic  Ooal  Oo 

West  VirginiaOolliery  Co 


Oabin  Creek Oon.  OoalOo, 


Name  of  Mine. 


556 

557 
55S 
550 
560 
561 
5f,2 
563 
612 
614 
613 
603 
602 
615 
616 
618 
620 
619 
617 
621 
623 
622 
624 
628. 
652 
625 
626 
627 
630 
630 

631 ; 

632 
633 
634 
635 
651 


No.  3  

No.3K 

d  No.  4 

Hugheston  No.  2. . 
Hugheston  No.  3. . 
Oannelton  No.  2.. 
Monarch  No.  1  — 
Monarch  No.  2 — 

Butler 

Butler  No.  2 

Butler  No.  5 

Olcott  No.  1 

Olcott  No.  2 

Peerless  

Gas 

South 

North   Pick 

North    Machine.  . 

West. 

Gas  or   No.  1 

Belmont  or  No.  3, 
Ooal  burg  or  No.  2, 

Ronda 

Oakley 

Berlin 

North  

South 

Wilton  ,    .... 

La  Mont  No    1 

La  Mont  No.  2.  ... 
La  Mont  No.  3 


Post  Office 
Address. 


d  No.  1 

Stephenson  No.  2. 

Ooal burg     

No.  5 

Wake   Forest 

North  

South 

No.  5  or  Splint. . . 

No.  1 

No.  2 

No.  3 

No.  1 

No.  2 

No    3 

No.  4 

Davis 

Cherokee 

Caledonia 

Red    Warrior 

Buckeye  

Empire 

c  Black  Tulip 

Keystone    

d  Acme 

Shamrock 

Thistle 

Raccoon 

Rose 


•  Sixth    District,    Bonner  H. 
d—  Idle  all  year.. 


648i  Kay  ford  . 
649| Holly.  ... 
6501Q,uarrier 


Hill.    Inspector. 


drift  . 
drift  .. 
drift  . 
drift  . 
drift., 
drift 
drift 
drift . 
drift., 
drift  .. 
drift, 
drift  .. 
drift  .. 
drift., 
drift  . 
drift  . 
drift  . 
drift . 
drift  . 
drift  .. 
drift 
drift  . 
drift  . 
drift, 
drift  . 
drift  . 
drift 
drift  .. 
drift  .. 
drift  .. 
drift 

drift  .. 

drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift., 
drift  .. 
drift  .. 
drift .. 
drift-, 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift,  .. 
drift  . 
drift  .. 
drift  .. 
drift  .. 
drift  •■ 
drift  .. 
drift., 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  & 
slope 
drift 
drift 


Ward 


Hugheston. 


Oannelton 
Monarch  . . 


Marmet 


Olcott 


Levviston. . 
Winifrede. 


Dry  Branch. 


Ronda. 
Sharon 


Miami , 
Beth.. 


Eskdale 


Wake   Forest. 
Oarbon  


Carbon . 
Wevaco 


Kayford . 


c— Just  being  opened. 
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NAME   OF  SUPERINTENDENT,   NAME  OF  MINE  FOREMAN,   SEAMS 

WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superinten- 
dent. 


Name  of  Mine   Fore- 
man. 


H.  T.  Smarr Harvey  Wills 

H.  T.  Smarr Harvey  Wills 

H.  T.  Smarr 

John  W.  Moore John  Nugent. 

John  W.  Moore. B.  D.  Howery 

Langdon  Lea   !  Neal  McOafferty 

R.  T    Price ;Ohas.  King 

R.  T.  Price Ohas.  King    

R.  T    Price 'Sam  Selling 

R.  T.  Price Evan  Griffith 

R.  T.  Price      'John  Shephard 

F.  H.  Palmer B.  F.  Thorn 

F.  H.  Palmer ,Geo.  Oary 

A.  M.  Wooldredge James  Hemmings  . . . 

Win    Orichton James  Burns    

Wm.  Orichton John  Pritchavd,  Sr.. 


Name  of 
Goal  Bed 
Worked. 


Wm.  Orichton Wm.  Stewart  .. 

Wm.  Orichton Wm.  Scewart  . 

Wm.  Orichton W.  H.  Belcher 

S.  A.  Lewis R.  M.  Odell 

S.  A.  Lewis R.  M.  Odell 

S.  A.  Lewis |R.  M.  Odell 

C.  F.  Slack JJ.  E.  Shaffer  .  . 

John  Laing , [P.  L.  Perfater. . 

Wm.  Laing [Albert  Green.. 

John  Laing G.  B.  Combs.     . 

John  Laing |G.  B.  Oombs 

J.  L.  McAlister L.  K.  McAlister 


P.  L.  James 
P.  L.  James 
P.  L.  James 


F.  H.  McOlung  . 
F.  H.  McOlung. 
F.  H.   McOlung  . , 
F.  H.   McOlung.. 
J.  O.  Grymes. 

O.  A.  Oabell 

O.  A.  Oabell 

O.  A.  Oabell 

J.  O.  Gilmour  .... 

J.  O.  Gilmour 

J.  O.  Gilmour  — 
K  D.  Quarrier... 
K.  D.  Quarrier. . . 
K.  D.  Quarrier.. . 
K.  D.  Quarrier. .. 
R.  E.  Thompson . 

W.  A.  Otey 

W.    A..  Otey 

W.  A.  Otey 

M.  W.  Murphy  . . 
M.  W-  Murphy  .  . 


W.  P.  Gosnay. 
W.  P.  Gosnay. 
W.  P.  Gosnay. 


J.  M.   McDonough. 


M.  W.  Murphy 


Arthur  Boyd 
Arthur  Boyd 
Arthur  Boyd 


JO.  Easthani 

Jesse  Gardner 

Tom  Bawld win 

Lee  Jenkins 

L.  Jenkins&J.L.  White 

Oabell  Pearse 

Owen  Meadows 

Joe  Winkler 

Geo.  Buckles 

Geo.  Smith 

Ohas.  Petty 

Robert  Walker 

S-  J.  Jarre tt 

John  Dower 

Joli  n  Henry 

J.  W.  Gay  

O.  S.  White 

Wm.  Coiner 


John  T.  Scott 


J    A.  Bragg 

J.  W.  Stephens 
O.  C.  Fultz 


Arthur  Boyd Wm.  Hornsby.. 

Arthur  Boyd Mory  Darby 

H.  L.  Fisher M.  J.  Fisher 

H.  L.  Fisher J.  W.  Barnahue. 


Ooalburg 
Coal burg 
Oed  Grove 
Ooalburg. 
Ooalburg. 
No.  2  Gas. 
(Jed  Grove 
Oed  Grove 
Winifr'de 
Lens  Or'k 

No. 5 

BlkBand 

BlkBand 

Peerless . 

Peerless 

Winifr'de 

Winifr'de 

Winifr'de 

Winifr'de 

Peerless  . . 

Belmont  . 

Ooalburg. 

Ooalburg. 

Lewiston. 

No.  2  Gas. 

Ooalburg. 

Ooalburg . 

Ced  Grove 

No.  2  Gas. 

Lewiston. 

Lewiston. 

No.  2  Gas. 
No.  2  Gas. 
Ooalburg. 
No. 5  Splint 
No.  2  Gas. 
No.  2  Gas. 
No.  2  Gas. 

No. 5 

No.  2  Gas. 
No.  2  Gas. 
No.  2  Gas. 
No.  2  Gas 
No.  2  Gas 
Ooalburg 
No.  2  Gas. 
Lewiston. 
No.  2  Gas 
No.  2  Gas. 
No.  2  Gas. 
No.  2  Gas. 
No.  2  Gas. 
No.  2  Gas. 
No.  2  Gas. 
Ooalburg. 
No.  2  Gas. 
No.  2  Gas. 
No.  2  Gas. 

Ooalburg . 
No.  2  Gas. 
No.  2  Gas. 
No.  2  Gas. 


1         £ 

w 

a 

V 

0) 

"O  O 

a 

ti 

«  a 

No. 

0^ 

-G 

~£ 

«s 

H 

s 

Ft.  In. 

>> 

0 

5  -  0. 

fan 

[     135 

425 

5-0.. 

fan  

426 

3  -0.. 

427 

5  -  0. 

fan 

j      172 

428 

5  -  0.. 

fan 

429 

7  -0.. 

fan 

120 

430. 

3  -2.. 

fan 

[       89 

431 

3  -  2.. 

fan 

432 

4  -  6.. 

2  fans  ...    . 

50 

433 

3  -0.. 

fan 

44 

434 

6  -  0.. 

nat&furn 

38 

435 

3  -  4.. 

54 

436 

4  -  0.. 

2  fans 

64 

437 

2  -  4.. 

fan 

31 

438- 

2-4.. 

fan 

6 

439 

5-6 

fan 

101 

440 

5-6.. 

j-     107 

441 

5-  6.. 

fan 

442 

4-0 

fan    

82 

443 

3-8.. 

fan 

37 

444 

4-2.. 

Fan 

[-       82 

445 

4-2. 

fan 

446 

6  -  6.. 

nut  *  fan. 

106 

447 

4-0.. 

fan 

56 

448 

5-6 

fan 

63 

449 

6-0.. 

fan 

16 

450 

4  -  0.. 

71 

451 

3-4.. 

fan  ... 

20 

452 

3  -  8.. 

fan 

9 

453 

6-0/ 
6  -  0  \ 

49 

454 
455 

3  -  4.. 

456 

5  -0.. 

fan 

59 

457 

3-8.. 

458 

6  -  0.. 

fan 

37 

459 

5-0.. 

58 

460 

5-6.. 

48 

461 

5  -  3 . . 

110 

462 

5-8.. 

fan 

55 

163 

5-8.. 

fan 

55 

464 

5  -  6.. 

fa  1 1    

61 

465 

5-2.. 

fan i. 

43 

466 

6-0   . 

70 

467 

6-0.. 

fan 

34 

4C8 

6-0.. 

furnace. . . 

38 

469 

4  -  4  . 

3  furnaces 

35 

470 

5-3.. 

49 

471 

4  -10.. 

fan 

48 

472 

4-6.. 

f  a  n 

24 

473 

4  -  9.. 

fan 

44 

474 

5  -10.. 

17 

175 

4  -  9 

fan 

48 

476 

5-9.. 

477 

5-0.. 

fan 

57 

478 

5  -  6   . 

479 

5  -  9 . . 

fan 

73 

480 

4-6.. 

fan 

56 

481 

4  -  9.. 

2  fans 

57 

482 

6-0.. 

furnace. . . 

31 

483 

5  -  9.. 

2  fans 

89 

484 

4-9.. 

fan 

49 

485 

5-6.. 

54 

486 
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Sixth 


Seventh 


Seventh 


Eighth 


534    Sixth... 
Ninth  .. 


NAME  OF  COMPANY 


KanawhaCounty— Cont'd 

Cabin  Creek  Con.  Coal  Co 


Paint  Creek  Collieries  Co 


The  O'burg-Kaw'naO.Oo 

Sou'W'rn  Splint  F'el  Co, 
Belmont  Coal  Co 


Equitable  Goal  Co 

S'dard  Splint  &  Gas  CCo 
Imperial  Colliery  Co 


Chesapeake  Mining  Co. 


Montgomery  Coal  Co. . . 
Morris  Creek  Coal  Co. . . 


Niclmlas  County. 
The  Columbus  Coal  Co 


Bell  Creek  Coal  Co 

Ky.  Coal  &  Lumber  Co 


Arminius  Coal  Co. . .. 
Paint  Creek  Collieries  Co 

Greenbrier  County. 
Elk  Lick  Coal  Co 


Raleigh  County. 

Big  Coal  Co     

The  New  River  Col's.  Co 


McKell  Coal  &  Coke  Co. 


NAME  OF  MINE 


United   Gas 

United  Splint 

Belleclare 

Ruby 

Reynolds 

Knickerbocker 

Scranton  

Paint  Greek 

Wacomah 

Banner  No.  1 

Banner  No-  2 

Detroit 

Morton  No.  1 

Morton  No.  2 

Nuckolls 

Grose  No .  1 

Grose  No.  2 

Greenbrier  No.  2.. 
Greenbrier  No.  3.. 

d  Klondike 

Coal  burg  No.  4 — 

d  Blue  Hole 

e  No.  5 

Con  1 burg 

Lewiston 

Old  Coalburg 

New  Coalburg 

Lewiston 

Coalburg  No.  8  — 

Standard  

No.  1 

No. 2.. 

No.  3 

Chesapeake  No.  1. 
Chesapeake  No.  2 
Chesapeake  No.  3. 
Mont'y  or  H'y  Nut 
Morris  Creek 


Vaughan  No.  1 
Vaughan  No.  2 
Bell  Creek  . 
Mt .  Oarmel 
( lambria  . . . 
National  .  . 
Arminius  .. 
Raven  .. 


Lost  Flat. 


Dorothy 

Royal.... «. 

Mill  Creek 

Lanaik  No.  3. . . 
Lanark  No.  4.. 
Eccles  No    11   .. 
c  Eccles  No.  12. 

Oswald 

Sidney  

Graham    

Tamroy 


drift  . . 
drift  .. 
drift  .. 
drift  .. 
drift  . . 
drift  .. 
drift 
drift  .. 
drift  .. 
drift  .. 
drift  . 
drift  .. 
drift  .. 
drift 
drift  .. 
drift  .. 
drift, 
drift 
drift  .  . 
drift  .. 
drift 
drift  •  • 
drift  . 
drift 
drift:, 
drift., 
drift    . 
drift  .. 
drift  .. 
drift  . . 
drift  . . 
drift 
drift  .. 
drift  . 
drift 
drift 
4drifts 
drift 


drift  . 
drift  . 
drift  . 
drift  . 
drift  . 
drift 
drift., 
drift  .. 


drift  . 


drift  . 
drift . 
drift  . 
drift  . 
drift  . 
shaft 
shaft 
drift  . 
diift  . 
drift  . 
drift  • 


Post    Office 
Address. 


Kay  ford 


Olcott  ... 
Dun  griff . 
Muck  low 


Coalburg. 


Crown   Hill 
Crown  Hill 


Crown   Hill 
Standard 
Burn  well 


Handley  . 


Montgomery 
Montgomery 


Vaughan. 


Belva.  ... 
Cambria 


Scotford  .  . 
Greendale. 


Rich  wood 


Dorothy 
Prince. .. 


Glen  Jean 


d— Idle  all  year. 


e— Prospect  opening. 


c— Just  being  opened. 
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'NAME   OF  SUPERINTENDENT,   NAME  OF  MINE   FOREMAN,   SEAMS 

WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superin- 
tendent. 


A.  P.  Scherer*,. . 
A.  P.  scherer  . .. 
A.  P    Scherer  . .. 

Kcherer  . . 

Mucklow.. 

Mucklow.. 

A.  Greene. 


A.  P 
J.  R. 

J.  R. 
John 
John 
John 
John 
John 
John 


A.  Greene-     . 

A.  Greene 

A.  Greene 

A.  Greene.   . . . 

A.  Greene-  . . . 

John  A.  Greene 

John  A  .  Greene. .   .. 

Frank  Kearns 

Frank  Kearns 

Frank  Kearns 

Frank  Kearns 

Frank  Kearns 

J.  A    Willis 

A.  Willis 

A-  Willis 

A.  Willis 

P.  Brady 

P.  Brady 

R    King 

J.  R.  King 

J.  R.  King 

E-  L.  Brewer  

W.  S.  Wood 

Quin  Morton 

Quin  Morton 

Quin  Morton 

J.  H.  Carter 

J.  H.  Carter 

J.  H.  Carter 

S-  H.  Montgomery. 
F.  O.  Todd 


Taylor  Hays. 
Taylor  Hays-  . 


C.  G 
L.  D 


Wood . 
Burns . 
D    Burns  . 

D.  Burns  . 

E.  Smith.. 
H.  Snyder 


H.  W.  Armstrong  . . . 


Ohas.  E.  Sandberg 
H.  McK.  Conner. . . 
H.  McK.  Conner... 
H.  McK.  Conner... 
H.  McK.  Conner  .. 

J.  S.  Cheyney 

J.  S.  Cheyney 

F.  B.  Imboden 

F.  B.  Imhoden 

F-  Hindsort 

F.  Hindson 


Name  of  Mine  Fore- 
man. 


G.  L.  Moran 

Dan  Holmes 

Joe  Fiikins  

John  Petry 

Win.  Clendennin . 
W-   S.   Miller..... 

John  J.  Cox  

T.  M    Burke. 

Harry  Johnson  . . . 

1).  L.  Waters 

D-  J.j.  Waters  

Q.  G.  Babbitt 

(4.  G.  Babbitt     ... 

G.  G    Babbitt 

Dan  Kelly 

O.  E.  Morris 

J.  W.  Rhodes 

Ed.  Simms    

Lee  Patrick , 


J.  W.  Burg  raft. 


Wm.   Pott 

Wm.  Poff 

G.    Payne 

(1.    Payne 

G.    Payne 

J.  P.  Hud  nail.... 

Ed.   Foster 

Lee  Howell 

Geo.  Carey 

Homer  Howell... 

J.   F.   White   

Ceo.  Walker 

Ceo.   Walker    . .   . 

S.   P.  Johnson 

John  I.  Absalom. 


Hiram  J.  Walker... 

John  H.  Kirkyr 

C  G-   Wood 

Frank  Snyder 

t  lharles  Oggess 

Cryst  Bayles 

S.   W.  Smith 

Walter  Cuthbertson. 


II.  P    Jones . 


O.  E.  Foster 

R.  0-    Hume 

R.  G.  Hume 

Wm .  Noble 

Oha«.  A.  Lawson. 
J.  W.   Denison. . . 


Lon  Hundley. . 
Loii  Hundley. . 
Lewis  Lewis. . . 
Lemuel  Smith. 


Name  of 
Coal  Bed 
Worked 


No.  2  Gas. 

Uoalburg. 

No.  3  Gas. 

Ooalburg. 

BlkPand. 

BlkBand. 

Ooalburg. 

1  loaiburg 

Joalburg. 

Ooalburg . 

Lewiston. 

ttagle 

Kagle 

Eagle 

Eagle 

Eagle 

Powellt'n 
No.  3  Gas 
Wini  fr'de 
Oed  Grove 
Ooalburg. 
Lewiston. 
No. 5  Splint 
Ooalburg . 
Lewiston. 
Uoalburg . 
Ooalburg . 
Lewiston. 
Ooalburg. 
Ooalburg . 

Eagle 

Eagle 

Eagle 

Kanawha. 
No  2  Gas. 
Ooalburg . 
Kanawha.. 
Kanawha. 


No.  2  Gas. 
Lewiston. 
Ooalburg. 
Ooalburg . 
Ooalburg. 
Ooalburg. 
Ooalburg. 
Lewiston. 


FireOreek 


Ft.  In. 


£> 


Ooalburg. 
FireOreek 
FireOreek 
FireOreek 
Sewell  — 
Beckley  .. 
Beckley  .. 
Sewell.... 
Sewe'l  — 
Sewell ....!  4 
Sewell  — '  4 


-  3.. fan 

-  0.  furnace. 

-  0.2  fans. . . 

-  0    furnace. 

-  9 . .  fan 

-  4    furnace. 

-  0..fan 

-  6.  fan 

-  2.. fan..     .. 

-  6.  fan 

-  6-  furnace. 

-10..  fan 

-10. .  furnace. 
-10.  .furnace. 

-  9.. furnace. 

-  8.. fan 

-  9.  .fan 

-  0..fan 

-  6.. fan 

-  9.. furnace. 

-  o.fan 

-  6.  furnace. 
•   8..  natural. 

-  6 . .  fan 

-  0.  Ian 

-  0..  natural. 

-  O.fan 

-  8.  .fan 

-10.  fan 

-  6 . .  fan 

-10. .fan 

-  6.   fan 

-  0    fan 

-  0    fan 

-  ''..fan 

-  7.  .fan 

-  O.fan 

-  9.. fan  


4  -  6.. air  shaft 
'■'>  -  8..  furnace 

4  -  0    fan 

4  -  2.. fan.... 
4  -  6    furnace 
4  -  0.. furnace 
4  -  6.. furnace 
3-8.  .fan 


4  -O.fan. 


-  f> 
-2/ 
-2J 

-  8.. 

-  9 
-10. 

-  6.. 

-  8.. 

-  6.. 
-10.. 
-10.. 


fan 

furnace. 

furnace. 

fan 

fan 

Ian 

fan 

fan 

fan 

furnace. 


csW 


87 
26 
41 
32 
76 
73 
91 
104 
86 
42 
36 
21 
24 
25 
48 
22 
33 
58 
49 


95 


115 


102 


78 

101 

62 
42 


38 
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Ninth 


♦Tenth 


Name  of  Company. 


Raleigh   County— Cont'd 
Wright  Goal  &  Ooke  Co.. 

Stonewall  C.  &  Ooke  Co. 


Piney  Coal    &   Coke  Co 


Raleigh  Coal  ct  Coke  Co 


Blue  Jay  Lumber  Co 

Sullivan  Coal  ..t  Coke  Co. 


Cranberry  Fuel  Go. 


Mabscott  Coal  &  Coke  Co. 
Beckley  Coal  &  Ooke  Co. 

Price  Hill  Fuel  Co 

Home  Goal  Go. 

Slab  Fork  Coal  Go 


E.  E.  White  Coal  Go. 


Mercer  County. 
Mill  Greek  Goal  &  Coke  Co 


Buckeye  Coal  &  Coke  Go. 

Booth-Bo  wen  Goal  &  Ooke 
Oo 

Pocahontas  Consolidated 
Collieries  Co.  Inc  — 


Louisville  Goal  &  Coke  Co 


Oephus  Goal  Oo 

Crystal  Coal  &  Ooke  Oo 

Orane  Creek  Coal  <fc  Ooke 

Oo 


Pinnacle  Coal  &  Coke  Co 


Thomas  Goal  Oo 

Pawama,  Goal  &  Ooke  Oo 
The  Weyanoke  Goal    & 
Ooke  Oo 


Piedmont  Colliery 


The     Smokeless    Coal    & 

Ooke  Oo 

Hiawatha  Ooal  iOoke  Oo 


lieu 

1035 
1028 
1030 

1029 

1031 

103S 
1033 
1035 

1034 

103 

1038 

1040 
1041 
1042 
1013 
1044 
1045 

1046 

1C48 


Name  of  Mine. 


Wright  No.  1 

Wright  No.  2 

Terry  or  No-  2 

Stonewall  No. 3... 
Stonewall  No.4... 

No,  2  

No. 3 

No.  4 

No  0 

Raleigh  No.  3 

Raleigh  No.  1 

Raleigh  No.  2 

Raleigh  No.  4 

Raleigh  No.  5 

Raleigh  No-  6 

No.  3   

<•  Sullivan  No.  1.. 
c  Sullivan  No.  2. 
c  Sullivan  No  3. 
c  Sullivan  No.  4.. 

Sprague 

Skelton 

O ran  berry 

Prosperity  

Mabscott 

Beckley 

Price  Hill 

Lewis 

No.l  

No. 3      

e  No.  1 

c  No  2 


1049 

1050 


2  drifts 
drift  . . 
drift  .. 
drift 
drift  .. 
drift., 
drift 
drift 
drift  .. 
drift  .. 
drift 
drift  .. 
drift., 
drift 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  .. 
slope. . 
slope., 
shaft.- 
shHft.. 
drift 
slope. . 
shaft 
drift  .. 
drift., 
drift  . . 
shaft 
shaft. 


Ooaldale  

East  Mill  Creek. . 
West  Mill  Creek. 

Tug  River     

Buckeye  North.. 
Buckeye  South. . . 

Booth-Bowen 


Caswell  Hemlock 
Caswell  Elkhorn.. 

Louisville 

Goodwill 

Oephus 

Crystal 


Orane  Greek  No.  1 
Crane  Creek  No.  2 
Pinnacle  North. .. 
Pinnacle  South. .. 

Thomas 

Pawama 

Weyanoke  No.  1.  • 

Elihu 

Piedmont  No-  1... 
Piedmont  No.  2. 


Smokeless 
Hiawatha. 


Post  Office 
Address. 


Wright. 


Terry.    ... 

Stonewall 


Stanaford 


Raleigh 


Blue  Jay 
Pemberton 


Sprague 
Skelton  . . 
Cranberry 

Mabscott. 
Wickham 
Price  Hill 
Wickham 
SlabFork 

Lester  — 


drift  ..'Coopers 
drift..  I 
drift  ..! 
drift  .. 
drift  .. 
drift  . 


Freeman. 


Freeman. 

Pocahontas  Ya 
Goodwill 


drift  .. 

drift  .. 
drift  .. 
drift  .. 
drift  .. 
drift  . . 
Sdrifts 

drift  .. 
drift  .- 
drift  .. 
drift 
drift  .. 
drift  .. 

drift., 
drift  .. 
drift 
drift 


drift  ..  Hiawatha 
drift.  I 


Godfrey 
Godfrey 


McOomas 
Matoaka  . 


Giatto 

Widemouth 


c— Just  being  opened. 


*  Tenth  District,  David  R.  Phillips,  Inspector. 
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NAME   OF   SUPERINTENDENT,  NAME   OF  MINE  FOREMAN,   SEAMS 

WORKED  AND    THICKNESS,  AND    TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superinten- 
dent. 


Name  of  Mine  Fore- 
man. 


Ohas.  A.  Gressang... 
Ohas.  A.  Gressang... 

F.  M.  Lee 

J.  A-  Brubeck 

F.  M.  Lee 

Ohas-  E.  Jasper 

Ohas.  E.  Jasper 

Onas.  E.  Jasper 

Ohas.  E.  Jasper 

Ernest  Ohilson 

Ernest  Ohilson 

Ernest  Ohilson 

Ernest  Ohilson 

Ernest  Ohilson 

Ernest  Ohilson 

P.  O.  Lynch 

Ed.  Hope 

Ed.  Hope 

Ed.  Hope 

Ed.   Hope 

W.  R.  Thurmond 

W.  R.  Thurmond 

W.  G.  Oolborn 

W.  G.  Oolborn 

W.  J.  Elgin , 

W.  J.  Elgin 

H.  H.  Pinkney 

M.  Thomas 

W.  Gaston  Oaperton 
W-  Gaston  Caperton  . 

E.  E.  White 

E.  E.  White 


Name  of 
Coal  Bed 
Worked. 


Ft.  In 


O.  E.  F.  Burnlev. 
O.  E.  F.  Burnley. 
O.  E.  F.  Burnley. 
O.  E.  F.    Burnley. 

F.  R.  Hewitt 

F.  R.  Hewitt 


J.  P.  Bo  wen. 


James  Ellwood  Jones, 
James  Ellwood  Jones 

Jairus  Oollins 

Jairus  Oollins 

P.  J.  Vigliani 

R.  R.  Campbell 


T.  O.  Deanmer... 
T.  O.  Deanmer... 
T.  O.  Deanmer. . . 
T.  O.  Deanmer. .. 
W.  J.  Pritchard. 
J.  O.  Stras 


R.  D.  Patterson. 
R.  D.  Patterson. 
T.  O.  Deanmer... 
T.  O.  Deanmer  .. 


O-  N.  Moomaw John  Shrewsberry 

O.  N.  Moomaw Wm.   Nunn. 


Arnold  E.  Ford FireOreek 

J.  A.  Davis FireOreek 

Wm.  H.  Cross FireOreek 

Wm.  Orickmer Sewell. 

Frank  Sample FireOreek 

Ed .    Nelson Beckley 

M.  L.  Maguire He  well 

G.  J.  Richardson Beckley 

Edward  Nelson JBeckley.. 

John   McArthur Beckley.. 

Terry  Oonoway ( Beckley.. 

Terry  Oonoway [Beckley  .. 

Terry  Oonoway jBeckley  .. 

J.  T.  Robinson Sewell 

Ed.  Z willing Beckley  . . 

Pat .  McQuade |  Beckley  . . 

Beckley  .. 

Beckley  .. 

Beckley  . . 

Beckley  . . 

Sewell.... 

Sewell.... 

Sewell.... 

Sewell.... 


E.  T.  Hudson 

H.  V.  Kyser 

J.  T.   Davis 

James  Nesbitt,  Sr 

W.   D.  Lee ISewell 

John  I.  Absalom Sewell 

G.  Smith Sewell 


Jesse  Thomas... 
Wm.  Hurt. 
Wm.  Hurt. 


Sewell... 

Beckley 

Beckley 

Beckley 

Beckley 


PocaNo.  3 
PocaNo.  3 
PocaNo  3 


James  T.  Woods. 
J.  W.  Johnson. . . 
J.  W.  Johnson  .. 

H.  L.  Price PocaNo.  3 

J.  H.  Williams PocaNo.  3 

J.H.Williams........  PocaNo. 3 


B.  F.  Bragg. 


W.  H.  Walters 

W    H    Walters 

J.  W.  Montgomery. 
J-  W.  Montgomery. 
David  Thompson... 
Ohas.  Thompson 

James  H.  Hughes.. 
Tames  H.   Hughes.. 

James  Dewese 

James  Dewese 

T.  O.  Dooley 

B.  H.  English 


John   Woodyard. 
John   Woodyard. 
O.  R-  Irving.    . 
O.  R.  Irving 


PocaNo.  3 


PocaNo.  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 


Poca  No 
PocaNo 
Poca  No 
PocaNo 
PocaNo 
PocaNo 


PocaNo  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 


PocaNo.  3   5 
PocaNo.  3   5 


a  o 


a  a 
Eh 


-  8' 


2  fans... 

fan 

furnace, 
furnace, 
furnace. 

fan 

fan  

fan 

fan 

fan 

fan 

fan 

fan  

fan 

fan. 


furnace. 


fan  & 
furnace. 


fan 

fan 

fan  

fan 

fan 

fan 

fan 

air  shaft. 
furnace. . 
furnace. 


fan. 
fan . 
fan 
fan. 

fan. 


fan. 


fan. 


fan 

fan 

furnace. 
fan 

fan 

fan 

fan  

fan 

fan 


fan 

furnace. 


0..  fan. 
0  .  fan. 


80 
166 


80 
44 
84 
64 
67 
170 
80 
25 

45 


210 
182 


109 


95 


260 

150 

25 
.  140 


135 

124 

115 

49 
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Name  of  Company. 


Name  of  Mine. 


Post    Office 
Address. 


Tenth 


Tenth. 


Mercer  County— Cont'd 
Spring  Coal  Mining  Co 
Wenonah  roal  &  Coke  Co 
T.  D-  Lee  Coal  Co 


1051 
1052 


Spring jdrift 

Wenonah     drift 

T.  D.  Lee drift 


McDowell  County. 
Algoma  Coal  &  Coke  Co 

Elk  Ridge  Coal  &  Coke  Co 
Gilliam  Coal  &  Coke  Co.. 
Indian  Ridge  Coal  <fc  Coke 

Co 

Roanoke  Coal  <fc  Coke  Co 
Arlington  Coal  &  Coke  Co 
Greenbrier  Coal  AOoke  Co 
Mc  Dowell  Coal  &  Coke  Co 
Ashland  Coal  &  Coke  Co 

Pocahontas  Consolidated 
Collieries  Co.  Inc 


1001 
1002 
1003 
1005 


Piney 

Northfork. 
Klk  Ridge. 
Gilliam. ... 


Springton 

Dott 

Braniwell . 


drift 
drift 
drift 
drift 


Algoma 


North  Fork. 
Gilliam 


1007  Indian  Ridge drift. 

1008, Roanoke drift 

1008  Arlington...: drift 


enth 


El'v'nth 


Zenith  Coal  &  Coke  Co. . 

Elkhorn  Coal  <fe  Coke  Co. 

Mohawk  Coal  &  Coke  Co. 

New  River  &  Pocahontas 

Consolidated  Coal  Co. . . 


Dry  Fork  Mining  &  Vest 

ment  Co 

Hall  Mining  Co 


Virginia- Pocahontas  Coal 
Co 


Vaughan  Coal  &  Coke  Co 
Premier-Pocahontas  Col 

lieries  Co 

Big  Sandy  Coal  &  Coke  Co 

Twin  Branch  Mining  Co 
Maher  Coal  &  Coke  Co... 

J.  B    B.  Collieries  Co 


lOlO.Hreenbrier. 
1011  McDowell. 
1014  Ashland... 
1012;  Monitor... 


1013 
1017 
1018 
1019 
1020i 
1022 

1015 
1016 
1023 
1101 


drift 
drift 
drift 
drift 


Cherokee drift 

Lick  Branch drift  . 

Delta .....drift .. 

Shamokin jdrift  .. 

Norfolk 2drifts 

Angle drift . . 

West drift  .. 

No.  1 Idrift  . 


Worth 

Worth 

McDowell  . 
McDowell. . 
McDowell.. 
Ashland  .- 


No. 2 

Elkhorn. 
Mohawk 


drift  . 
drift, 
drift  . 


1102  No.  1... 
1103!  No.  1%. 

1104  No.  2... 

1105  No.  3... 


1106 
1108 
1107 


1112 
1113 
1113 
1114 
1114 
1115 
1116 
1118 


drift      Berwind. 
drift  .. 
drift  .. 
drift- 


War  Creek 

No  1 

No  2 


No.l 

No.  2  East 
No.  2  West. 

No.iK 

No  3 

No.  4 

No   5 

Vaughan.   . 


1119 

1120! 
1123 
1124 
1127 

1125 


Flanagan  .. 
Big  Sandy. 


Twin  Branch . 
Twin  Branch. 


Superior  Pocah'tasO.Oo. 
The  Pando  Coal  Co 


1126 
1123 

1132 
1134 
1130 
1135 
1136 


drift  . 

Big  Sandy d rif t 

Mary  town drift 

Twin  Branch  drift.. 

Maher  No.  1 drift  . . 

Maher  No.  2 drift  .. 

J.  B.  B.  No.  1 drift  .. 

J.  B.  B.  No.  2 drift  . 

J.  B.  B.  No.  3 drift  .. 

J.  B    B.  No.  4 drift  .. 

J.  B.  B.  No-  5 drift  .. 

Blackstone 2  drifts 

Davy  Crocket drift .  - 

Helena |2drifts 

No.  1 drift  ..  Pando. 

No.  2  Idrift 


Pocahontas,  Va 


CrumplerJ. 


Maybeury 
Mohawk  . . 


drift., 
drift  . 
drift  .. 


War  . . . 
Yukon. 


drift ..  Coal  wood 

drift 

drift 

drift 

drift 

drift 

drift 

drift 


Roderfleld 


Hallsville. 


"—Eleventh  District,  James  G.  Boyd,  Inspector. 


c— Just  being  opened . 
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NAME   OF  SUPERINTENDENT,   NAME   OF  MINE  FOREMAN,    SEAMS 

WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superinten- 
dent 


M.  J.   Saunders. 

E.  L.  Harris 

T.  D.  Lee 


Wm  J.  Beury 
Wm  J.  Beury. 
L.  E.  Tierney  . 
Morris  Watts. . 


A.  D.  Rice 

W.  0.  Basley.... 
Morris  Watts  — 
Jairus  Collins  — 
H.  W-  Rawson. . . 

T.  J.  O'Neil 

T.  J.  O'Neil 


James  Ellwood  Jones. 
James  Ellwood  Jones. 
James  Ellwood  Jones. 
James  Ellwood  Jones. 
James  Ellwood  Jones. 
James  Ellwood  Jones. 
James  Ellwood  Jones. 

S.  S.  Ooffman 

S.  8.   Ooffman 

R    S    Ord 

W-  T.  Heatherman. 


Geo.  P.  Daniels. 
Geo.  P.  Daniels. 
Geo.  P.  Daniels. 
Geo.  P.   Daniels. 


Paris  Charter. 
H.  M.  Meyers. 
H.  M.  Meyers. 


John 
John 
John 
John 
John 
John 
John 
R    H 


Stewart. 
Stewart. 
Stewart. 
Stewart. 
Stewart. 
Stewart. 
Stewart. 
.   Gilly  .. 


Frank 
Wm. 
Wm. 
D.  M. 
D.  M. 
D.  M. 
D.  M. 
D.  M. 
D.  M. 
D.  M. 
D.  M. 
F.  M. 
F.  M. 
F.  M. 
T.  N. 
T.  N. 


P.  Harman.Pres. 

McFarlane 

McFarlane 

Woody 

Woody 

Woody 

Woody 

Woody 

Woody 

Woody 

Woody 

Oook 

Oook   

Cook     

Daugherty 

Daugherty 


Name  of  Mine  Fore 
man. 


J.  H.  Bragg. 
Ed.    Lucas... 


M.  F.  Hensley... 

H.  W.   Pippin 

H.  F.  Oreakman. 
John  W.  Yost  ... 


H.  H.  Taylor.... 
W.  L.   Marshall. 

Alfred  Hall 

0-  W-  Atkinson. 

J  .  O-  Lavern 

E-  Sheets 

L.  Bolen 


Ellis  Sheets  

R.  S.  Whitehead.... 
R.  S.  Whitehead.... 
R.  S-  Whitehead.... 
R.  S.  Whitehead.... 
R.  S.  Whitehead.... 

W-  H.  Walters 

J.  M.   Watt 

J.  M.  Watt 

L.  B.  Holliday 

W.  T.  Heatherman. 


Hy  Reid 

HyReid 

L.  H.  Carter.. 
C  H.  Rhodes. 


J.  M.  Carter. 
B.  0.  Oordle. 
B.  0.  Oordle 

G.  F.  Ratliff. 
Tom  Fisher.. 
Tom  Fisher.. 
J.  L.  Vance.. 
J.  L.  Vance.. 
J.  L.  Vance.. 
John  Olark. 
R.  H.  Gilly.. 


W.  H.  Wilson.... 
Abraham  Shori.. 

W.  A.  Lilly 

J.  B.   Lilly 

0.  P.  Woody 

Kir by  Brogan 

M.  J.  Brogan 

J.  C  Short 

C  P.   Woody 

O.   P.  Woody 

O.  L.  Perkins 

L.  Huford 

Lace  McGuire  — 

S.  Yost 

S.  Yost 


Name  of 
Coal  Bed 
Worked. 


PocaNo  3 
PocaNo.  3 
PocaNo.  3 


PocaNo.  3 
PocoNo  3 
PocaNo.  3 
PocaNo.  3 

PocaNo.  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 

PocaNo.  3 
PocaNo  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 
PocaNo.  3 
Welch  . 

PocaNo.  3 
PocaNo  3 
PocaNo.  3 
PocaNo.  3 

WarCreek 
WarOreek 
WarCreek 

Welch  . . 
Welch  ... 
Welch  ... 
Welch... 
Welch  ... 
Welch  ... 
WarOreek 
Welch  ... 


•Welch. 
*  Welch. 
Welch  ... 
Welch  ... 
Welch  . .. 
Welch... 
Welch  ... 
Welch  .., 
Welch  ... 
Welch  ... 
Welch  . 
Welch  .  . 
Welch  . 
Welch  . 
Welch  . 


Ft.  In. 


4  -  4.. 
4  -2.. 
6  -  0.. 


6  -  6.. 
6  -  6.. 

5  -  6.. 

6  -  0.. 
5  -  6.. 

5  -  6.. 

6  -  0.. 
5  -  6.. 
4  -  8.. 
4   -  8.. 


5  - 

7  - 


7-6 

7  -  6 
7-6 

10-6 
4-6 
4-6 

8  -  0 
6-0 


-  6.. 

-  6.. 

-  6.. 

-  6.. 

-  0 
-10.. 
-10.. 

■  10.. 

-  2| 
-2f 

-  1 

-  1 

-  1 

-  0 

-  3 


e 
©   • 


fan 

fan 

natural. 


fan. 
fan. 
fan. 
fan. 


fan 

fan  — 
fan  — 

fan 

2  fans. 

fan 

fan 


fan. 
fan. 
fan. 
fan. 
fan 
fan. 
fan. 
fan. 
fan. 
fan. 
fan . 


fan 

fan 

2  fans. . . 
2  fans... 


furnace. 

fan 

natural. 


fan  — 

3  fans. 


2  fans. 


fan . 
fan. 


2  fans. 
fan  — 

fan 

fan  — 
fan  — 

fan 

fan  — 
fan 

fan 

2  fans. 

fan 

fan  — 

fan 


•3« 


121 

50 
2 


150 

120 
125 

114 
72 
85 
95 

175 

207 


165 

285 
290 
275 

500 

28 

65 

205 
76 

52 
45 
62 
26 

10 
60 

43 
37 


125 
148 
250 
150 

50 
125 
300 

80 

70 

116 

72 
34 

75 


No. 


This  Goal  is  alto  claimed  to  be  the  Sewell. 
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Name  of  Company. 


Name  of  Mine. 


•o  M 

a  c 


Post  Office 
Address. 


El'v'nth 


McDowell  County— Oont. 
Atlas  Pocahontas  0.  Oo  . 


Oregon  Goal  Oo 


Slick  Rock  Goal  Oo 

Jed  Ooal  &  Ooke  Oo 

United  States  0.  &  O.  Oo 


BlackWolf  0.   0.  Co.. 
Page  Ooal  &  Ooke  Oo. 


1138 
113' 
1139 
1140 

1141 
1142 
1143 

1144 
1145 
1146 
114 

1148 
1149 

11 5IJ 


Antler  No.  3. 
Antler  No.  4. 

Imo 

McOlaren 

Slick  Rock.. . 

Jed 

No-1 


No.  2. 
No. 3. 
No.  4. 
No.  5. 
No.  6. 
No.  7. 
No.  8 


1151  c  No.  9. 

1152  No.  10. . 

1153  No.  11.. 


1154 
1155 

1157 


Welch  Coal  &  Ooke  Oo  . . . 
Hemphill  Colliery  Co  — 
Middle  States  C.  &  O.  Oo. 
Dixon-Poea'tas  Fuel  Co. 

Oirrus  Ooal  &  Ooke  Oo 

Virginia  Fuel  Co  

King  Ooal  Oo 

The  Tidewater  O.  <feC.  Oo 
Bottom  Creek  C.  &  0.  Co 
Peerless  Ooal  &  Ooke  Oo 
The  Empire  Coal  &  OCo 
Shawnee  Coal  &  Coke  Co. 
Eureka  Ooal  &  Ooke  Oo  .. 
Pulaski  Iron  Oo 


•Twel'tb 


Keystone  Ooal  &  O.  Oo. . . 

Lynchburg  Ooal  &  O.  Co. 
Powhatan  Ooal  &  O.  Oo  . 
Upland  Coal  &  Ooke  Co. 
Houston  Coal  &  Coke  Oo 

Orozer  Ooal  &  Ooke  Oo. . . 

Turkey  Gap  0.  &  O.  Co!! 

Wyoming  County. 
William  Tolliver  


Lincoln  County. 
Brancbland  Coal  Oo. 


Southern  Fuel  Oo. 
Mitchell  &  Bates.. 


Logan  County. 
Prudential  Ooal  A  M.  Oo.  1205  Prudential. 


e  No.  12. 
No.  4 
No.l. 


1158  No.  2. 

1159 

11  till 

1161 

1162 


No  3 

Welch 

Hemphill. 
No.  11 

11153] North    Hide 
1104  South  Side.. 

1165  Oirrus  No.  1. 

1166  Virginia 

1167  King 

1168 
1169 
11  TO 
1171 
117:.' 
L173 
1174 
1175 
1176 
1177 
1178 
1179 
1180 
1181 
1182 
1183 
1184 
1185 


Tidewater 

Bottom  Creek . . 

Peerless 

Empire  

Shawnee 

Kureka 

Pulaski  No.  1 .. . 
Pulaski  No.  2. 
Keystone  No.  1. 
Kejstont  No.  2. 

Lynchburg  

Powhatan 

No.  1 

So.  1 

No. 2 

No.  1 

No. 2 

Turkey  Gap 


1201 
1 2(  i:; 
1202 
1204 


Rich  Knob. 


Branch  Land. 
d  Brown  City. 

Southern  

Eden  Park. . . . 


drift 
drift . 
drift 
drift . 
drift  . 
shaft.- 
shaft.. 

drift., 
drift  .. 
drift 
drift  .. 
drift  .. 
drift.. 
2  drifts 

2drifts 
drift  .. 
2  drifts 

drift.. 
2drifts 
drift  .. 
drift., 
drift., 
drift., 
drift., 
shaft., 
shaft. . 
shaft., 
slope... 
slope. . 
slope. . 
drift .. 
drift., 
drift., 
drift 
drift., 
drift., 
drift., 
drift., 
drift., 
drift  .. 
d  rift  . . 
drift . 
I  rift., 
drift., 
drift., 
drift., 
drift  .. 
drift.. 


Antler 

Antler 

Hemphill 

Welch....! 

Jed  

Gary 


drift 


drift, 
drift  . 
drift, 
drift . 


kl  rift 


*  Twelfth  District,  Patrick  A.  Grady,  Inspector. 

d— Idle  all  year. 

c— Just  being  opened  . 


Bearing. 
Page ton. 


Welch. 


Olmsted . 
Olmsted . 


Big  Four. 
Big  Four. 
Vivian  . . . 
Vivian  . . . 


Vivian 
Landgraff . 
Eckman  . . 
Eckman  .  . 
Eckman  . . 


Keystone  . 
Keystone  . 

Kyle 

Powhatan. 
Elkhorn... 
Elkhorn... 


Elkhorn. 
Ennis 


Maben. 


Brancbland 


Brancbland 
Sand  Creek. 


Big  Creek. 
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NAME   OF  SUPERINTENDENT,   NAME   OF  MINE  FOREMAN,   SEAMS 

WORKED^  AND    THICKNESS,  AND    TOTAL   NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superin- 
tendent. 


James  A .  Henchey  . 
James  A.  Henchey. 

E.  Ij.  Munn 

K.  L.  Munn 

G.  L.  Smith 

Wm.  Leckie 

F.  E.  King 

E.  M.  Esser 

W.  A.  Wilson 

John  Kearns 

John  Kearns 

M.  H.  Llston 

F.  A.  Kearns 


J.  O.  H.  Lubken 

J.  O.  H.  Lubken 
I.  H.  Dunn 


I.  H.  Dunn 


E.G.  Berkeley 

J.  R.  Bailey 

J.  R.  Bailey 

J.  R.  Bailey 

F.  J.  Baxter 

F.  J.  Baxter  .   

Harry  E.  Cameron.. 

J.  P.  Davis 

J.  P.  Davis 

Thos.  A.  Shewey 

J-  A.  Staton ;. 

J.  W.  Malsby 

J.  W.  Malsby 

8.  W.  Patterson 

R.  Y.  Luther 

Wm    D.  Orel 

Morris  Watts 

L.  E.  Tierney 

Percival  Johnson 

Percival  Johnson 

J.  K.  F.  Steele 

J-  K.  F.  Steele 

L.  E.  Tierney 

L.  E.  Tierney 

John  J.  Lincoln 

Ben jami  n  Lewis 

Benjamin  Lewis 

EH.  Evans 

E    H.  Evans  

W.  H    McQuall 


Wm.  Tolliver 


V.N.  Johnson 


O.  W.  Ooyle. 
B.  Bates 


S.  O.  Fisher 


Name  of  Mine  Fore- 
man . 


Matt  Hall 

Matt  Hall 

John  Kirby . . . 
John  Kirby.. . 
Fred.  Knight. 
J.  R.  Davis  .. . 


John  Langton j 

M-  Oonnelley 

M.  P.  Brady  

Lee  Sexton 

0.  Reedy 

John  Maurice 

A.  H.  Hahn 

K.  0.  Brent  &  Thos 

McParland 

M.  McParland 

J.  V.  Rhodes    

Wm .  Pack  \ 


Ed.  Buchanan 

J.  A    Gallimore.     . 

H.  T.  Hanna 

J.  A.  Gallimore  .   ... 

Thos.  Phipps 

MA.  Hurley 

Frank  Blackburn.  . . 

W.  A.  White 

M    M.  Lilly 

E.J.  Flanagan  

J.  A.  Staton 

W.  H.  Sanford 

S.  B.  Campbell 

A.  Sturm 

Thos.  Weldon 

T.  R.  Barrett 

M.  A.  Sexton 

0.  0.  Hughes 

J.  M.  Shank 

J.  M.  Shank 

George  Cooper 

1.  A-  Morrlss 

T.  W-  Fitzsimmons 

A.  J.  Dalton 

J.  A.  Grantham 

J.  0.  Kershaw 

Geo.  Guy 

R.  B.  Smith 

J.  McOrickard 

J.  P.  Johnson 


Charley  Wells. 


J.  0.  Fennimore. 


G.  W.  Ooyle.. 
R.  McKenzie. 


Dan  Music. 


Name  of 
Coal  Bed 
Worked. 


Welch  .  .. 
Welch  .  .. 
Welch  . 
Welch  .  . . 
Welch  .  . . 
Poca.  No.3 
Poca.  No.3 
Poca.  No.4 
Poca.  No. 4 
Poca.  No.4 
Poca.  No.3 
Poca.  No.3 
Poca.  No.4 
Poca.  No.4 

Poca.  No.4 
Poca.  No.4 
Poca.  No  3 
Poca.  No.4 
Poca.  No.3 
Poca  No.3 
Poca.  No.4 
Poca.  No  3 
Poca.  No.3 
Poca.  No.3 
Welch  .  .. 
Welch  .  .. 
Poca.  No  4 
Poca.  No.4 
Poca.  No.4 
Poca.  No.3 
Poca.  No.4 
Poca.  No.3 
Poca.  No.3 
Poca.  No.3 
Poca.NoS 
Poca.  No  3 
Poca.  No.3 
Poca.  No.3 
Poca.  No  3 
Poca.  No.3 
Poca.  No.3 
Poca. No  3 
Poca.  No  3 
Poca.  No  3 
Poca.  No.3 
Poca.  No  3 
Poca.  No.3 
Poca.  No  3 
Poca.  No  3 
Poca.  No.3 


Poca.  No.4 


Kanawha 


Stockton. 
Kanawha 


Oamp.Ork 


Ft.  In, 


0.. 
9  | 
OS 

0 
10 

0... 
0. . 


6-0. 


6. 
o 
0. 

0. 

(I 

0. 
_  o 

-  o'. 

-  3. 

-  3. 
-0. 

-  6. 
-10. 

-  9. 

-  0. 
_  2 

-  2. 

-  6. 

-  6. 

-  0. 

-  0. 

-  8. 

-  0, 

-  0 

-  0. 

-  0. 

-  0. 


6-0. 


2> 


7-0. 
2-6. 


4  - 


fan 

natural. . 

fan 

fan 

furnace. . 
fan 

fan   

fan 

fan  —  ... 

fan 

fan 

fan 

2  fans 

2  fans 


2  fans 
fan. . . 

2  fans , 


fan  

fan 

fan 

fan 

fan 

tan 

fan 

fan 

fan 

2  fans... 
furnace, 
fan 

3  fans  ... 
2  fans  . .. 

fan 

fan 

fan 

fan 

fan 

fan 

fan  .  . . . 

fan 

fan 

2  fans.. 
fan 

fan 

fan  — 

fan 

2  fans . . . 


natural. 


furnace. 


furnace . 
furnace. 


furnace. 


en  q 


55 

63 

30 
60 

190 

195 
183 
130 
71 
168 
205 

102 


51 

195 

34 

30 

81 

47 

8 

41 

7 

158 

183 

159 

118 

230 

110 

175 

214 


190 
109 
155 

150 

160 
300 


25 
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Logan  County— Oont'd 
Twelfth  Stone  Branch  OoalOo. 


Big  Creek  Goal  Co 

E.  R.  Johnson  OoalOo 
Draper  Coal  &  Ooke  Co 
H.  T.  Wilson  Goal  Co  . 
Fort  Branch  Ooal  Co.  . 

Price  Ooal  Co 

Rex  Ooal  &  Coke  Co  . . . 

The  Logan  Ooal  Oo 

Ethel  OoalOo 

iThe  Monitor  0.  &  0-  Oo 


The  Yuma  Ooal  &0.  Oo 
Twelfth  The  Gay  Ooal  &  0.  Oo.. 
|Oora  Ooa!  &  Ooke  Co      . 
United  States  O.&OilOo 


1206 
1206 
1207 
1208 
,1209 
1210 
1 1211 
1212 
1213 
1214 
1215 
1216 
1217 
1218 
1219 
1220 
1226 
1225 
1221 
L222 
1223 
1224 


Mingo   County. 
Pearl  Ooal  Mining  OO....1230 

AjaxOoalCo 11232 

TneWartHillsO.&  M.Oo  1233 

Warfield  Ooal  Co 11234 

Hatfield  Colliery  Oo 1238 

Ohattaroy  Colliery  Co.. .  .1239 
The  Buffalo  Collieries  Oo.;1240 
Lingohocken  Ooal  Oo  —  |1241] 

Howard  Colliery  Oo 1242 

Winifrede  Oons.  O.  Oo. .  .1243, 

Williamson  O.  <&  C.  Co.  ..1245; 

"       11246 

Rawl  Ooal  &  Ooke  Oo (1247 

"     ....1248: 

Merimac  Ooal  &  Ooke  Oo   1249, 

"      1250j 

Belvedere  Gas  OoalOo.  . .  125l| 

Marvin  OoalOo 1252j 

Red  Jacket  Consolidated! 
Ooal  &  Ooke  Oo.,  Inc....  1253 
1254 
1255 
1259 
1262 
1264 
1256 
1257 
1258 
1260 
1261 
1263 
1265 
1266 
12R7i 
1271 


No.  1 drift. 

No. 2 drift 

Big  Creek drift 

cE.  R.  Johnson...  drift 

Draper  .     drift 

Wilson (drift  . 

Fort  Branch. Idiift 

Price  drift 

Rex drift 

Logan  No.  1 drift 

Ethel drift 

Monitor drift 

Beech  wood drift 

Yuma drift  , 

Gay. drift 

Oora ;drift , 

Island  Greek  No.  lidrift 

No.2drift. 

No.  3  drift. 

No.4|drift  . 

No  5drift  . 

No.  6(drift  . 


Mate  Greek  Ooal  Oo 


Lynn  Ooal  <fe  Ooke  Oo 

Thacker  Coal  &  Ooke  Oo. 


Thacker  Fuel  Oo 

Majestic  Collieries  Oo. 
Glen  Alum  Ooal  Oo.    . . 


War  Eagle  Coal  Co. 


Haggerty 

Ajax 

Walnut  Hills 

Warfield 

Hatfield 

Ohattaroy 

Buffalo 

Lingohocken  No.  1 

Howard  

Sugar  Tree 

Williamson  No.  1 
No.  2. 

No.  1 

No. 2 

Coaling  Station. . . 

Commercial 

d  Alma 

Marvin 


Rutherford  .. 

Logan  

Red  Jacket.. 
Maritime 
Lick  Fork.... 
/■Grapevine.. 

No.  1 

No. 2 

Lynn 

No.  2 

No.  3 

No  10 

Cedar 

No.  1 

No. 2 

(/War  Eagle. 


drift., 
drift  .. 
drift  .. 
shaft., 
drift .. 
5  drifts 
drift  . 
drift  .. 
drift  .. 
5  drifts 
drift., 
drift  . . 
drift 
drift  . 
drift  . 
drift  .. 
drift., 
drift.. 

drift  . 
drift .. 
drift., 
drift., 
drift  .. 
drift  .. 
drift., 
drift.- 
drift  . . 
drift., 
drift 
drift., 
drift., 
drift  .. 
drift., 
d'-ift  .. 


Stone  Branch. 


Kitchen 

Logan  

Logan  

Logan  

Fort  Branch. . . 

Ethel  

Ethel  

Ethel  

Ethel   

Logan  

Logan  

Logan 

Oora 

Holden 

Dingess  

Eugene 

Naugatuck  

Kermit 

Rncker 

Ohattaroy 

Ohattaroy 

Ohattaroy 

Ohattaroy 

Goodman 

Williamson  — 

Rawl 

Merrimac 

Hprigg 

Mate  wan 

Red  Jacket — 

Thacker 

Edgarton 

Mate  wan 

Mate  wan 

Thacker 

Thacker  Mines 

New  Thacker.. 

Cedar 

Glen  Alum 

War  Eagle 


e— Just  being  opened. 
tf—  Idle  all  year. 


/-Closed  indefinitely  December  5,  1907. 
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NAME   OF  SUPERINTENDENT,   NAME  OF  MINE   FOREMAN,   SEAMS 

WORKED  AND  THICKNESS,  AND  TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superin- 
tendent. 


G.  M.  Brennan 
G.  M.  Brennan 
W.  T.  Oliver..., 


ft.  O.  Heyser 

R.  O.  Heyser 

O.  E.  Stafford 

O.  E.  Price 

J.  P.  Kinzer. 

S.  T.  Lambert  

O.  A.  Devenny 

J.  E.  Barlow 

J.  E.  Barlow 

O-  K.  Robertson    ... 

H.  S.  Gay 

O.  W.  Jones 

JamesO.Beebe.G.  M. 
Paul  Hardy,  Supt... 

Paul  Hardy 

Paul  Hardy 

Paul  Hardy 

Paul  Hardy.. .   

Paul  Hardy 


W.R.  Wllbunr 

W.  R.  Wilburn 

W.  R.  Wilburn 

R.  H.  Buchanan.. 
R.  H.  Buchanan  .. 
R.  H.  Buchanan... 

S.  T.  Lambert 

S.  T.  Lambert...  , 

James  Collins , 

James  Collins.  ... 

James  Collins 

James  Collins 

A.  B.  Rawn 

E.  O.  Lambert  .... 
E.  O.  Lambert  .... 


Name  of 
Name  of  Mine  Fore-     Coal  Bea 
man.  !  Worked . 


G.  M.  Brennan. 
G-  M.  Brennan. 
John  Early 


Ft.  In 


J.  F.  Kent 

H.  M,  Bailey 

F.  D.  Buskirk 

B.  Moore 

J.  R.White 

C  E.  Tabor 

S.  V.  Preston 

W.  P.  Buckwalker 

W.  S.   Estler 

W.  A.  Lindsey 

L .  B .  Ramsey 

L .  B.  Ramsey 

R.N.  Taylor 

R.  N.  Taylor 

Thos.  Brazeal 

Thos.   Brazeal 

W.  H.  Adams 

J.  A.  Williams 


F.  R.  Kitchen... 
James  Carson  . . . 

G.  H.  Campbell. 

O.  E.  Price 

Geo.  Bolan 

W.  L-  McGinnis 
James  Spicer  — 
E.  M.  Stevens... 

E.  M.  Stevens.. . 
W:L.  Stevens... 

F.  Kellerman  — 

E.  B.  Truax 

H.  Poiner 

G.  W.  Lax. 

F.  A.  Sharpe  .. . . 

F-  A.  Sharpe 

W.  B    Sims 

W.  B.  Sims 


Geo.  Castle 

Geo.    Morgan 

P.  C  Castle 

B.  D.  Pinson 

C.  C  New 

H.  V.  Hackworth. 

James  Peefrey 

J.  H.  Boisden,  Jr.. 

R.  G.  Olaytor  

H.  H.  Kelly 

Lee  Adkins 

Lee  Adkins 

Lyss  Webb 

E.    Murphy 

E.  B.  Varney 

E.  B.  Varney 


Winifr'de    4 

Winifr'de    4 

Kanawha | 4 

Winifr'de 

Winifr'de 

Winifr'de 

Winifr'de 

Winifr'de 

Winifr'de 

Winifr'de 

Winifr'de 

Winifr'de 

Winifr'de 

Winifr'de 

Winifrede 

Winifrede 

No.  2  Gas. 


W.  H.  Artis. 


No.  2  Gas. 
No.  2  Gas. 
No.  2  Gas 
No.  2  Gas. 
No   2  Gas. 


Lo  Kittan 

Winifrede 

Ooalburg.. 

Lo  Kittan 

Winifrede 

Winifrede 

Winifrede 

Winifrede 

Winifrede 

Winifrede 

M.  Kittan 

Lo  Kittan 

Lo  Kittan 

Kittan 

Br'wnst'n 

Lo  Kittan 

Br'wnst'n 

Br'wn.t'n 


George  Wilburn  — 

G.  W.  Barney 

W.  W.  Wilson 

D.  F.  Oarnes 

Bass   Price 

Wm.  Musser 

J.  T.    Dickerson. .    . 

J.  T.  Dickerson 

W.  M.  Cox 

Wm-    Pontious 

Peter  Kerr 

Chas.  Sigman 

L.  Harrison 

Jas.  Gent 

Frank  McOluskey. 


Thacker.. 

Thacker.. 

Thacker 

Thacker.. 

Thacker 

Thacker 

M.  Kittan 

Thacker. 

Thacker. 

Thacker. 

Thacker. 

Thacker. 

Lo  Kittan 

Thacker.. 

Thacker.. 

Kittan... 


»  ft 

V,0 


£»     No- 


fan 

furnace 
furnace 


furnace 

fan 

furnace 

furnace 

furnace 

furnace 

furnace 

fan.. 

fan 

fan.. 

fan . . 

fan.. 

2  fans 

fans 
fan . . . 
furnace 
furnace 
furnace 


-  0. 

-  0. 

-  0 


fan 

lurnace.. 
furnace., 
furnace  ... 
furnace--. 

4  fun.  aces 

fan 

fan 

furnace  . 

5  furnaces 
furnace.. 

fan 

furnace. 

fan 

furnace. . 

fan 

furnace  . 
furnace.. 


fan. . 
fan . . . 
fan . . 
fan . . 
2  furnaces 
2  furnaces 
furnace 
furnace 
furnace 

fan 

fan 

furnace 
furnace 

fan 

fan . . 
furnace 


50 
48 
33 
30 
62 
49 

108 

45 
50" 
40 

197 

213 
67 
60 

79 


48 


136 

24 

199 
54 

100 

84 


12 

12 
63 
143 
46 
21 


712 
713 
714 
715 
716 
717 
718 
719 
720 
721 
722 
723 
724 
725 
726 
727 

728 

729 
730 
731 
732 
733 


734 
735 
736 
737 
738 
739 
740 
741 
742 
743 
744 
745 
746 
747 
748 
749 
750 
751 


752 
753 
754 
755 
756 
757 
758 
759 
76f> 
761 
762 
763 
764 
765 
54  I  766 
...I  767 
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+^» 

o 

u 

0 

m 

fe 

0 

768 

Twelfth 

769 

770 

' ' 

771 

"19 

773 

'■ 

Name   of  Company. 


Mingo  County— Gont'd 

Margaret  Mining  Oo  — 
The  Mingo  Block  C.  Oo 

Wayne  County. 
KastLynn  Coal  Oo 


1269 
1270 
12C.K 
1272 


122 

122s 

1229 


Name  of  Mine. 


Pappoose  

Mephisto 

Star 

Margaret  No.  1 

e  No.  1  

Nos.l,  2&3.... 


■a  tm 

c  c 


drift  . 
drift 
drift, 
drift 

3drifts 


drift 


Post    Office 
Address. 


War  Eagle.. 

War  Eagle. . 
Williamson. 

East  Lynn. . 


c— Just  being  opened  . 
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NAME   OF  SUPERINTENDENT,   NAME   OF  MINE   FOREMAN,   SEAMS 

WORKED  AND    THICKNESS,  AND    TOTAL  NUMBER 

OF  INSIDE  EMPLOYES. 


Name  of  Superlnten 
dent. 


Geo.  W.  Coffey.... 
Geo.  W.  Coffey.... 
Geo.  W.  Ooffey.... 
A.  H.  Dangernekl 

Henry  M.  Payne.. 
Adam  Lindley 


Name  of    Mine  Fore- 
man . 


John  K.  Ooffey.... 

John   Earnest 

Lee   Wirt- 

L.  J.  Blankenship 

Albert  McKlnney. 


Adam  Lindley. 


Name  of 
Goal  Bed 
Worked. 


Kittan.. 
Kittan. . 
Lo  Kittan 
Thacker . 
Winlfrede 
Thacker .. 
No.  2  Gas. 


Wlnifrede    3-6. 


Ft.  In 


6  -0.. 
6-0.. 
5-4.. 
5  -  6.. 
10-3) 

8  -  a} 

4-0) 


4^ 

a 

ID 

•a  o 

>% 

2  a 

°"5 

^g 

a 

3H 

M 

o 

fan  &furn 

73 

furnace  .. 

104 

fan 

60 

fan 

56 

furnace.. . 

57 

No. 


769 
770 
771 


773 


ACCIDENTS. 
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FATAL  ACCIDENTS,  BY  CAUSES,  IN  WEST  VIRGINIA,  1SS3  TO  190S, 

INCLUSIVE. 


CAUSES. 

Year 
ending 
Dec.  31. 

2  CO 
*^00 

t-co 

CO"-1 

GO      - 

HO 

CO 

13 

27 
2 

"2 

31 

Year  ending  June  30th. 

CO 
30 
30 

17 
3 

JO 
OS 

uO 

OO 

io 

16 
4 
3 

CO 
30 

OO 

4 
2 

39 
3 

48 

35 
00 

30 

9 

4 

13 

+<■ 
o 

35 

OO 

21 
2 
2 
2 

27 

35 
30 

22 
4 
5 

5 

36 

M 

33 

30 

27 
6 
2 

1 

36 

CO 

a 

54 

8 
5 

5 

72 

30 

49 
6 

4 

59 

30 

51 
12 

12 

8 

83 

83 

Jj 

OO 

48 
8 
1 
8 

65 

<- 

OS 
30 

47 
7 
2 

6 

62 

'00 
35 
OO 

67 
12 

I 

87 

05 
05 
OO 

64 

13 
4 

8 

89 

o 
o 
5 

o 
5 

it 

o 

C5 

CO 

3 

35 

o 

35 

50 

o 

35 

o 

35 

00 

o 

35 

C3 
O 

H 

1  •*»  ~ 

t»  fl  a? 

Fall  of  roof, 
coal,  etc.. 

61 
15 
57 
8 

141 

76 
20 

29 
5 

130 

79 

23 

7 

11 

120 

96 
19 
32 
12 

159 

95 
23 
12 
10 

140 

105 
28 
39 
22 

194 

99 
26 
114 
29 

268 

139 
38 
150 

20 

158 
40 

377 
50 

1,431 
321 

49.66 
11.13 

Other 

903   31.31 
2291    7.94 

20 

23 

Totals .... 

356 

625 

2,884  100.00 

*  No  report. 

t  No  report  for  1st  mining  district- 


FATAL    ACCIDENTS    INSIDE    AND    OUTSIDE    FROM    1S83    TO    1S92. 

INCLUSIVE. 

Inside. 


CAUSES. 


Falls  of  coal ,  slate  and  roof. 

Mine  cars 

Explosions  of  gas 

Explosions  of  powder,  dust  and  blasts. 

Locomotives 

Miscellaneous   


Totals 19      20  44  311124  29  35   213  100.00 


u  to 

09  C 
Pi 


67.14 

6.57 

22.07 

1,87 


2.35 


Outside. 


CAUSES. 

CO 

OO 

CO 
CO 

lO 
30 

JO 

so 

OO 
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2 
4 

'30 
OO 
1 
t— 
00 

35 
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OO 

1 

1 

2 

o 

35 

a 
i 

2 

3 

C5 

cc 
2 
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7 

01 

-■ 

30 
1 
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■r. 

c! 
O 
H 

9 
2 

10 

21 

0)  o 

t>  !* 
=-  o! 
aj 
Ph 

1 

u 

3 
3 

42.86 

9  52 

47  62 

1 

100  00 

*  The  accidents  are  for  the  18  months  from  January  1st,  1887  to  June  30  1888. 
+  Accidents  reported  for  2d  District  only. 
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FATAL   ACCIDENTS,   INSIDE  AND    OUTSIDE,   1893    TO   1902,   INCLU- 
SIVE. 
Inside. 


CAUSES 

y 

54 
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35 
00 

49 
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Xj 

51 
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to 

Xj 
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I- 

35 
X, 

47 
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35 
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67 
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35 
3. 

64 
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4 
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(35 

61 

11 

50 
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1 
2 
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133 
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o> 

76 
11 
10 
19 
1 
1 

1 
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121 

o 

35 

79 
13 

"*7 

"ii 
no 

"3 
+a 
o 
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596 

76 

61 

60 

2 

2 

1 

7 

33 

*> 

c  . 

Cm 

71.12 

9.07 

7.28 

5 

15 

1 

1 

2 

7.16 

.24 

1 

.24 
.12 

1 

2 

79 

;• 

i 

76 

'4 

79 

.84 

2 

67 

2 

55 

5|  3 

3.93 

58mo 

838 

100.00 

Outside. 


CAUSES. 

re 

3. 
X. 
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3. 
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3: 
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■3 
3. 
DO 

5 

35 
Tj 
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30 
3. 
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9 
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3: 
3. 
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o 
o 

05 
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05 
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10 

a 
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"5  . 
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58 
2 
1 
2 

7 

82.86 

VjortV.lr>«^Tr 

2.86 

1 

1.42 

'•z 

4 

1 

4 

2 

7 

2 

1 

11 

1 
2 

10 

2.86 

10.00 

5 

8!      9 

10 

70 

100.0 

FATAL  ACCIDENTS  INSIDE  AND  OUTSIDE  FROM  1908  TO  1908,  IN- 
CLUSIVE. 
Inside. 


CAUSES. 


Falls  of  coal,  roof  and  slate 

Mine  cars 

Explosions  of  gas 

Explosions  of  gas  and  dust 

Explosions  of  dust,  powder  and  shots. 

Mules 

Mine  machines 

Motors 

Locomotives 

Miscellaneous. 


Totals 


147 


123 


176 


250 


;>24 


599 


1619 


t«  be 


42.56 

6.54 

3.89 

7.66 

32.92 

.31 

.31 

1.23 

.25 

4.33 


100.00 


Outside. 

CAUSES. 
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13 
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55.29 

3.25 

2 
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4.06 
37.40 

12 

17 

18     18     32 

26 

1231100  00 
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TABLE  SHOWING  THE  NUMBER  OF  PERSONS  KILLED  INSIDE,  PER 

1,000  INSIDE  EMPLOYES  IN  COAL  MINES  IN  THE  STATES 

OF  PENNSYLVANIA,   ILLINOIS,    OHIO   AND   WEST 

VIRGINIA  FOR  THE  YEAR  1907. 


STATE. 

Total  No.  of 

Inside 
Employes. 

Total  No.  of 
Inside 

Fatal  Acci- 
dents. 

No.  of  Lives 
lost  per  1,000 

Inside 
Employes 

117,849 

150, 371 

60,122 

42,999 

44,147 

eoi 

766 
158 
153 
324 

5.10 

5  08 

Illinois    

2  62 

Ohio 

3.56 

7.34 

Year  1D0S. 


WEST  VIRGINIA. 


12.24 


LIVES   LOST   INSIDE,    NO.    OF   INSIDE   EMPLOYES    AND    TONNAGE 
MINED  FOR  EACH  LIFE  LOST  INSIDE— 1908. 


COUNTY. 


Brooke  

Hancock 

Marion 

Marshall. . . . 

Ohio 

Harrison 

Lewis 

Upshur 

Barbour .... 
Monongalia. 

Preston  

Taylor 

Grant 

Mineral 

Randolph  .. . 

Tucker 

Braxton 

Gilmer 

Mason 

Putnam 

Olay 

Fayette    

Kanawha . . . 
Nicholas 
Greenbrier. . 

Raleigh 

Mercer 

McDowell... 
Wyoming .. . 

Lincoln  

Logan 

Mingo   

Wayne 


o  ® 


372 
3 


For  the  State. 


599 


«&? 

o  .  o 

cb  fl  a 


149 


1.275 
616 


340 


337 
236 
690 


133 
369 
641 

108 


538 
311 


802 

298 

796 

50 


148 
400 


U       O  CD 

O  wi-i  o 
Eh 


91,657 


9,249 
123,063 


288,004 


276,349 
271.843 
291,595 


622,295 

272,901 

131,510 

91,763 


an  ~t  <» 

Eh 


141,475 


122,344 
238,092 


78,714 

303,948 

110,593 

326 


607.520 
190,534 


681 
700 

1  180 
758 
616 
982 
596 
692 
933 
641 
604 
830 
689 
826 

1  007 
843 
997 
235 
346 
563 
393 
658 
741 
330 
949 
632 
905 
881 
163 
256 
901 
877 
627 


w  -a 

C  a 
O  u 

■3  8 

Eh 


458,284 

66,511 

3,440,666 

36!),  189 

143,698 

3,168,042 

22,640 

76,773 

829.046 

271,843 

874, 7)- 6 

396,358 

242, 442 

622,295 

545,803 

920.568 

91,763 

6.697 

109,738 

424,424 

42,461 

6,851,271 

4,523,739 

61,806 

36,066 

1,259,420 

1,823,674 

8,515,689 

652 

25,064 

1,215,039 

1,714,807 

35,766 


0  D. 

H 

673 
95 

2,917 
487 
233 

3,226 
38 
111 
889 
424 

1,449 
478 
352 
753 
542 

1,092 
92 
28 
317 
754 
108 
10,410 

'•» 

33 

1,993 

2,014 

9.669 

4 

98 
1,349 
1,956 

57 


1,224  4,263.773  I    801  !  39,187.010  I  48,5-38 
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TABLE  SHOWING  THE  NUMBER  KILLED  INSIDE  OF  THE  MINES 
BY  FALLS  PER  EACH  1,000  PERSONS  EMPLOYED  INSIDE  OF  THE 
MINES  IN  THE  STATES  OF  OHIO,  ILLINOIS,  PENNSYLVANIA  AND 
WEST  VIRGINIA  FROM  1897  TO  1907  INCLUSIVE. 


Ratio  Killed  by  Falls  of  Goal,  Slate  and  Roof  per  1000 
Inside   Employes. 

YEARS. 

Ohio. 

Illinois. 

Pennsylvania. 

West 
Virginia 

Bitumi- 
nous 
Mines. 

Anthra- 
cite 
Mines. 

1897 

1898 

1899 

1900 

1.07 
1.47 
1.52 
1.52 
1.38 
1.59 
2  13 
2.26 
1.98 
1  91 
g  05 

1.52 
1.36 
1.54 
1  44 
1  43 
1  42 
1.65 
1.32 
1.49 
1.49 
1.23 

1.50 
1.92 
2.18 
1.79 
1.95 
2.02 
1.92 
1.83 
2.19 
2.15 
2.04 

2.13 

2.04 
2.45 
1.86 
2.29 
1.18 
2.05 
2.16 
2  53 
1.86 
2.37 

2.75 
3.60 
3.26 
2  79 

1901 

1903 r 

1903 

1904 

1905 

2  95 
2.90 
3.15 
2  61 
2 .  62 

1906 

1907 

2  42 
3.15 

5.28 

1908 

...                             

I 

DETAIL  OF  LIVES  LOST  PER  TONS  OF  PRODUCTION. 

Number  of  mines  where  fatal  accidents  occurred  175 

Number  of  lives  lost   625 

Number  of  mines  where  fatal  accidents  occurred  inside  149 

Number  of  lives  lost  inside   599 

Number  of  men  employed  inside  mines,  where  fatal  accidents  oc- 
curred inside    18,627 

Number  of  tons  of  coal  produced  where  fatal  accidents  occurred 

inside    21,302,661 

Tons  of  coal  produced,  per  each  life  lost,  in  mines  where  fatal  ac- 
cidents occurred  inside   35,563 

Tons  of  coal  produced  per  each  life  lost  in  State,  all  mines  and 

tonnage  included    62,699 


1908] 
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.NATIONALITIES  OF  PERSONS  KILLED  AND  INJURED— 1908. 


NATIONALITIES. 

Fatal 

Non-Fatal 

Total* 

176 

50 

200 

27 

44 

6 

3 

71 

357 

151 

103 

60 

38 

8 

12 

36 

1 

1 

11 

18 

11 

2 

1 

i 
i 

6 

4 

10 

533 

201 

Hungarian 

303 
87 

Polish 

82 

14 

English 

15 

107 
1 

Welsh 

1 

7 
12 
6 
1 
1 

8 

2 

18 

Russian ....... 

30 

17 

3 

2 

1 

1 

12 

2 

4 

3 
4 
5 

9 

8 
15 

Totals 

626 

842 

1,467 

AGES  OF  PERSONS  KILLED  AND  INJURED— 1908. 


AGES. 

Fatal 

Xon-Fatal 

Totals 

1 
4 

14 

17 

27 

16 

152 

148 

76 

84 

35 

22 

9 

4 

9 

18 

18 

11 

35 

38 

33 

197 

160 

113 

81 

43 

25 

20 

8 

2 

2 

1 

28 

10 

15       " 

22 

16      " 

32 

17      " 

19 

18       " 

:::::.:::::.::::::  :::::::::::::::::::::::: 

52' 

19       " 

65 

20      " 

49 

20      " 

to  25  years  inc 
"30 

"35      " 
"40       " 
"45       " 
"50       " 
"55       " 
"60       " 
"65       " 
"70       " 
"75       " 

349 

25      " 
30       " 
35      " 
40       " 
45       " 
50       " 
55       " 
60 

30 

35 

40 

50 

55 

60 

308 
18£ 
165 
78 
47 
29 
12 
2- 

65 

10 

2 

70      " 

75 

1 

8 

36 

Totals 

* 

625 

842 

1,467 

1908] 


Department  of  Mines. 
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TABLE  EXHIBITING  THE  CAUSES  OF  FATAL  AND  NON-FATAL  AC- 
CIDENTS AND  THE  NUMBER  AND  PERCENTAGE 
BY  EACH  CAUSE— 1908. 


CAUSES. 


Fatal. 


Explosion  of  Dust 

Mine  Oars 

Falls  of  Slate 

Falls  of  Goal 

Premature  Explosion 

Mining  Machines 

Falls  of  Roof 

Electric  Motor 

Explosion  of  Dynamite.    — 

Animals 

Explosion  of  Powder 

Tipple 

Fell  Down  Shaft ; 

Blow  Out  Shot 

Electricity 

Explosion  of  Gas 

Machinery 

Rail  Road  Oars 

Explosion  of  Gas  and  Smoke. 

Flying  Ooal.   

Bio v.-n  Through  Shot 

Explosion  of  Dynamite  Caps. 

Monitor 

Larry  

Scalded  by  Steam 

Steel  Rails 

Locomotive 

Mine  Props 

Mine  Gage- 

Timber  (Inside*   

Fall  of  Olay  (inside) 

Mine   a  amp 

Coke  Oven 

Miscellaneous  ( Inside) 

Miscellaneous  ( Outside) 


Totals. 


368 
40 

127 

24 

3 


Non- 
Fatal. 


2 

242 

269 

105 

31 

28 

21 

20 

15 

14 

13 

14 


Totals. 


370 

282 

396 

129 

34 

30 

28 

28 

18 

16 

19 

15 

12 

9 

10 


1.467 


Per- 
centage. 


25.23 

19.16 

27.00 

8.79 

2  32 

2.05 

1.90 

1.90 

1.23 

1.13 

1.29 

1.02 

.82 

.61 

.63 

.54 

.54 

.48 

.41 

.34 

.27 

.27 

.21 

21 

.'21 

.14 

.14 

.14 

.07 

.07 

07 

21 

.07 

27 

.31 


100.00 


TABLE    SHOWING    NUMBER    OF    FATAL    AND    NON-FATAL    ACCI- 
DENTS,   INSIDE   AND    OUTSIDE,    AND    NUMBER    OF 
PERSONS  KILLED  AND  INJURED— 1908. 
Fatal  Accidents. 


No.  of 

Ac- 
cidents. 


Mo.   of 

Persons 
Killed. 


Inside. .. 

228 

599 

20 

26 

Totals 

248 

625 

Non-Fatal  Accidents. 

I  No.  of 

Ac- 
cidents. 

No     of 

Persons 
Injured. 

I      ide 

743 

779 

Outside 

., !             58 

63 

i            801 

852 

190S] 


Department  of  Mixes. 


ACCIDENTS  TABULATED  ACCORDING  TO  THE  DAYS  OF  THE  WEEK 
OX  WHICH  THEY  OCCURRED— 1908. 

Fatal  Accidents. 


Non-Fatal  Accidents. 


>> 

>> 

a 

o3 

03 

"5 

>> 

•a 

■O 

CS 

a 
r. 

R 

X3 

P 

e 

0 

p 
H 

H 

fc 

03 

H 

6 

38 
4 

44 

4 

31 
5 

35 
4 

418 

7 

27 
2 

599 

26 

Totals 

6 

42 

48 

36 

£9 

425 

29 

625 

CS 

q 

3 
02 

ad 

"2 
5 

t4 
od 

en 

H 

>>    1 
•a 

en 

-a 

CD 

>> 

03 

■a 

5 

EH 

>> 

'C 

>> 

CS 
T3 

s 

c3 

02 

"5 

0 

17 
2 

128 
10 

140 
10 

131 

10 

122 
12 

134 
10 

107 
9 

779 

63 

Totals 

19 

138 

150 

141 

134 

144 

116 

842 

Summary  of  Fatal  and  Non-Fatal  Accidents. 


■ 

h 

03 

hi 

c3 

o3 

id 

-a 

>> 

•a 

-a 

c 

T3 
en 

-= 

- 

03 

■a 

3 

"5 

02 

£ 

c-i 

£ 

H 

Eh 

03 

02 

o 

23 

166 

184 

162 

157 

553 

134 

1,379 
88 

g 

25 

14 

14 

15 

16 

16 

11 

180 

198 

177 

173 

569 

145 

1.467 

LLS77   OF  ACCIDENTS  IN  WHICH  MORE   THAN   ONE  PERSON   WAS 

KILLED— 1908. 


IOOUNTY. 


NAME  OF  MINE 


DATE 
OF 

ACCIDENT. 


No.  OF 
Persons 
Killed. 


CAUSE. 


Marion  . . 
Harrison 


Lewis 


:i  Monongah Dec  .  6,  1907  . 

Two  Lick July  24,  1907 


b  Sarah  B August  28,  1907.. 


Fayette Red  Ash . 


October  28,  1907. 


Stuart     Sinking 

Shaft Ian.  29,  1908. 

cBachman Jan    30,  1908. 


e  Parral  Shaft March  21,  1908. .. . 

McDowell d  Bottom  Creek... :  Nov.  5.  1907 

Jed Dec.  13,  1907 

Wyoming Rich  Knob April  22,  1908 


359 
3 


Explosion  of  dust. 

Explosion  of  Pow- 
der. (Outside.'; 

Scalded  by  Steam, 
(Outside.) 

Runaway  Oars  on 
Incline. 

Fell  Down  Shaft 

Explosion  of  Dust . 

Explosion  of  Dy- 
namite. 

Fall  of  Slate. 

Fell  Down  Shaft. 

Explosion  of  Pow- 
der. 


390 


a.  In  this  accident  two  menwei-p  non-fatal  ly  injured  (outside)  by  explosion  of  dust. 

b.  In  this  accident  three  men  were  non-fatally  scalded  also. 

c.  In  this  accident  one  man  was  non-fatally  injured  by  explosion  of  dust- 

d.  In  this  accident  two  men  were  non-fatally  injured  by  fall  of  slate. 

e.  In  this  accident  four  men  were  non-fatally  injured  by  explosion  of  dynamite. 
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FATAL     ACCIDENTS. 

For  the  year  ending  June  30th,  1908. 
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BROOKE  COUNTY. 

August  17th,  1907.  David  Varoli,  45,  Italian,  Locust  Grove  Mine.  Was 
injured  through  the  back  and  hips  by  a  fall  of  slate,  in  neglecting  to  se- 
cure his  roof  with  props  caused  this  accident.     Died  August  28th,  1907. 

September  14th,  1907.  Tony  Errigo,  21,  Italian,  Locust  Grove  mine. 
Was  struck  by  a  fall  of  draw  slate,  breaking  his  leg  and  crushing  his 
thigh  and  hurt  internally,  causing  his  death  in  about  nine  hours  after- 
wards. 

January  31st,  1908.  Albert  Schwichock,  45,  Polish,  Beech  Bottom  Mine. 
In  neglecting  to  pull  down  draw  slate  before  loading  his  car  it  fell  on 
him  while  stooping  for  a  shovel  full  of  coal,  crushing  his  head  causing 
death. 

April  29th,  190S.  Romando  Manginini,  27,  Italian,  Lewis  No.  1  Mine. 
In  going  from  his  working  place  through  a  breakthrough  between  the 
two  entries  that  was  wired  for  mining  machines,  he  fell  on  some  electric 
wires  and  was  electrocuted.  It  seems  as  if  he  had  taken  hold  of  the 
wires  with  his  hands. 

June  16th,  1908.  Geo.  Boch,  19,  Hungarian,  Beech  Bottom  Mine.  Was  in 
his  place,  it  being  fifteen  feet  wide,  well  posted  he  accidentally  knocked 
out  a  post  which  allowed  the  slate  to  fall  on  him  while  he  was  loading 
coal.     Breaking  his  neck  and  leg  causing  instant  death. 

MARION   COUNTY. 

July  1st,  1907.  John  Zebrowski,  17.  Polish,  Monongah  No.  8  Mine. 
Was  watching  a  miner  load  coal,  he  being  a  new  man  at  the  business,  a 
pot  of  slate  fell  striking  him  fracturing  his  left  hip  and  sustaining  inter- 
nal injuries  from  which  he  died  at  the  Miners'  Hospital  on  July  2nd, 
1907. 

July  18th,  1907.  Mike  Plesents,  27,  Chiefton  Mine.  Was  loading  off 
of  face  of  pillar,  after  hack  stump  was  removed,  the  draw  slate  fell 
on  him  fracturing  skull,  breaking  neck,  and  several  ribs  causing  his 
death.  The  mine  foreman  had  instructed  him  the  day  before  to  not 
work  in  this  place,  as  it  was  ready  to  fall. 

July  31st,  1907.  Cleve  Parsons,  22,  Negro,  Gaston  Mine.  Parsons  had 
a  trip  of  three  cars  all  loaded;  he  coupled  two  of  them  and  let  the 
third  car  drift  behind.  He  stopped  the  two  cars  on  the  heading  and 
the  drifting  car  struck  them  knocking  him  off  the  rear  bumper  of  the 
second  car,  and  ran  up  on  him,  crushing  him  to  the  ground  causing  in- 
ternal injuries  from  which  he  died  August  1st,  1907. 

September  19th,  1907.  M.  Croy,  3S,  American,  New  England  Mine. 
Had  stepped  on  a  loaded  trip  that  was  passing,  and  got  on  top  of  a  load 
of  coal  removing  the  lumps  so  he  could  lie  down;  his  head  struck  the 
roof  throwing  him  off  the  car  to  the  side  of  the  track,  the  wheels 
caught  him,  badly  crushing  his  arm  and  leg,  and  perhaps  internal  in- 
juries  as  he   died   on   October   3rd,    1907. 

October  2nd,  1907.  Paul  Kinkas,  18,  Slavish,  Montana  Mine.  He 
did  not  intend  to  load  any  coal  on  this  day,  but  was  preparing  to  lay 
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up  some  track  and  going  to  shoot  his  coal  and  then  go  home;  a  shot 
was  heard  about  3  P.  M.;  supposed  it  to  be  that  of  Kinkas,  as  he  did 
not  appear  at  the  boarding  house  in  the  evening  a  search  was  made 
inside  the  mine  in  his  room  where  he  was  found  dead  with  his  skull 
mashed  by  the  fall  of  a  piece  of  slate  weighing  about  300   lbs. 

October  11th,  1908.  John  Lyons,  35,  Slavish,  Federal  Mine.  Was 
drawing  a  pillar  and  evidently  had  taken  out  some  props  to  make  a 
fall  and  was  caught,  crushing  his  chest,  head  cut,  left  leg  mashed  at 
knee   and   left  arm  broken   causing  his   death. 

October  28th,  1907.  Rose  Nutal,  25,  Italian,  Middleton  Mine.  A  large 
piece  of  slate  broke  loose  at  the  face,  and  swinging  on  the  posts  threw 
it  over  on  him  fracturing  spinal  column,  six  ribs  broken  on  left  side, 
compound  fracture  of  right  leg  between  ankle  and  knee;  which  injuries 
caused  his  death. 

November  4th,  1907.  Claud  Smallwood,  17,  American,  New  England 
Mine.  "While  at  work  at  No.  5  pillar  loading  coal,  decided  to  set  a  post; 
while  doing  so  several  hundred  pounds  of  slate  fell  from  the  roof  on 
him,  crushing  him  through  the  back  and  hips;  was  taken  to  the  Hos- 
pital  where  he   died  on   November   8th,   1907. 

November  22nd,  1907.  John  D-  Lewellyn,  49,  American,  Middleton 
Mine.  After  finishing  his  days'  work  he  was  coming  out  of  the  mine 
bringing  his  horse  along  that  they  had  for  pulling  the  machine,  his 
partner  took  the  horse  in  one  direction  and  Lewellyn  went  another 
when  he  stopped  to  let  the  motor  and  cars  pass,  supposing  that  the 
cars  had  all  passed  he  stepped  upon  the  track  again;  four  loaded  cars 
that  had  broken  loose  from  the  trip  quite  a  distance  up  the  haulway 
came  along  striking  Lewellyn  breaking  both  arms,  nearly  severing  the 
left  arm,  chest  crushed,  spinal  column  fractured   causing  death. 

November  26th,  1907.  Nick  Kapisizis,  20,  Greek,  New  England  Mine. 
After  shooting  a  break  shot  and  had  loaded  out  the  coal  about  1,200  lbs. 
of  slate  fell  on  him  crushing  him  through  the  body,  rupturing  abdomen 
and  internal  injuries  causing  death;  this  room  should  have  been  posted 
better. 

December  Gth,  1907.  The  following  persons  were  killed  by  a  dust 
explosion  in  the  Nos.  6  &  S  Monongah  Mines,  a  detailed  account  of  this 
accident  will  be  found  in  the  appendix  to  this  report. 

NO.  6  MINE. 

Americans. 

Henry  Burke,  Fay  Cooper, 

Fred  Cooper,  Thos.  Donlin, 

G.  L.  Davis,  Wm.  Evans, 

Thos.  Duffy,  -  Floyd  Ford, 

Harry  Evans,  Jno.  Herman, 

John  Fluharty,  L.  D.  Lane, 

Lonnie  Hinerman,  Sam   R.    Kelly, 

Timothy  Lydon,  J.  W.  Miller, 

Henry  Martin,  James  Moon, 

Albert  Miller,  Cecil   Morris, 
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Frank  Moon, 
A.    H.    Morris, 
Fred  Rogers, 
Frank  Shroyer, 
Harold  Trader, 
Milroy  Watkins, 
Wm.  R.  Walls, 

Geo.   Boshoff, 
Felix  Gasco, 
Frank  Krall, 
Jno.    Regulski, 
Frank  Sawyer,  ' 
Thos.  Susnofsky, 

Gass  Levant, 
Nick  Scotta, 
Andy    Tereza, 

Mike  Bonotsky, 
Geo.  Berrough, 
Mike  Belo, 
Jno.  Cresko, 
Mike   Donko, 
Jno.    Dursc, 
Mike  Egar, 
Steve  Feet, 
Lobe  Feretts, 
Albert  George, 
Martin   Honick, 
Jno.   Hiner, 
Wogtech  Hamock, 
Mike  Kerest, 
Jno.  Kristofitz, 
Mike  Oshwie, 
Geo.  Polonchec, 
Jno.  Sari, 
Geo.  Sari, 
Mike  Sebic, 
Andy  Stie,  Jr., 
Mike  Wattah, 
Geo.  Yourehec,  Jr. 

Joe  Alexander, 
Frank  Abruzino, 
Carl   Abatta, 
John  Bonasa, 
John   Basile, 


Homer  Pyles, 
Scott  Sloan, 
Will  Staley, 
Chas.  D.  Wise, 
A.  J.  Watkins, 
Geo.   Wiley. 

Polish. 

Frank  Davis, 
Ignat  Goff, 
Ignots  Lapinsky, 
Petro    Rossia^ 
Frank  Shantah, 
Mike   Wassale. 

Greek. 

Nick  Susta, 
Nick  Tereza. 

Slavish. 

Andy  Berrough, 
Joe  Bagola, 
Martin  Bosner, 
Mike   Durkuta, 
Jno.  Dunko, 
Thos.  Duvall, 
Paul  Frank, 
JOe  Foltin, 
Jno.   Gomerchec, 
Mike  Hanish, 
Paul  Honick, 
Jno.  Hornock, 
Steve  Ignatchic, 
Joe  Kovatch, 
Jno.   Martin, 
Paul  Provitsky, 
Mike    Sari, 
Steve  Sari, 
Thos.  Seyche, 
Andy  Stie,   Sr., 
Geo.  Stral'era, 
Geo.   Yourehec, 
Mike  Zucco. 

Italians. 

Frank  Abatta, 
Joe  Abatta, 
Salvare  Basilla, 
Adolph   Brand, 
Sam  Basile, 
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Frank   Basile, 
Sam  Belcaster, 
Angello    Bagunoli, 
Rolph    Couch, 
Don  Cemino, 
John  Connie, 
Victor  Davia, 
Loui  Faluke, 
'i'ony  Frank, 
Franc  Gar ra  sco, 
Frank  Larossia, 
James   Lerant, 
Salvatore  Lobbs, 
Mike  Meffe, 
John   Olivaria, 
Janaway   Orse, 
Nick  Perochchi, 
Dom  Perri, 
Mike  Ritz, 
Tony  Richwood, 
John  Richwood, 
Tony   Selet, 
Tony   Touch, 
Tony  Virgelet, 
Dom  Ware, 

Frank  Dutca, 
John  Matakonis, 
Thos.  Zinnis, 

Patrick  McDonough. 


W.    H.   Bice, 
Robert  Charlton, 
James  Fletcher, 
J.   W.   Halm, 
Patrick  Highland, 
Jno.   N.  Jones, 
Pat.  J.  Kearns, 
Scott  Martin, 
C.    D.    Mort, 
Wm.   Morris, 
Marion  Morris, 
Chas.  McKane, 
Hugh  Reese, 
T.    O.   Ringler, 
Michael    Soles, 


Joe  Belcaster, 
Tony  Beton, 
Pasq  Beton, 
Joe  Covelli, 
Frank  Connie, 
Lunard    Dewett, 
Nick  Deplacito, 
Joe  Ferara, 
John  Fusari, 
Tony    Gall, 
Carmen  Larossia, 
Loui   Lelle, 
Salvastore  Motts, 
Steve  Noga, 
Tony  Olivette, 
Tony  Prosper, 
Peter  Privingano, 
Fred  Prelotts, 
.     Patsy  Richwood, 
Domnick  Richwood, 
Louis  Scholese, 
Frank   Tallorai, 
Patsy  Toots, 
Patsy  Virgelet. 

Litvitcli. 

Mike  Matakonis, 
Thomas    Matakonis. 

Irish. 


NO.  S  MINE. 
Americans. 

Carl  Bice, 
Wm.    R.    Cox, 
Thos.  Gannon, 
E.  V.  Herndon, 
C.  A.  Honaker,  Jr. 
Thos.  Killeen, 
Adam  Lane, 
Jno.  H.  Mort. 
L.  L.  Moore, 
C.  B.  Morris, 
Jno.    J.   McGraw, 
Sam  Noland, 
Jno.  Ringer, 
Dennis    Sloan, 
Leslie  Spragg, 
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Geo.  Snodgrass, 
Jessie  Severe, 
D.    V.    Santee, 
Sam  Thompson, 

Andy  Garlock, 
Anton   Hiawatin, 
Geo.    Kingerons, 
Jacob  Kores, 
John   Kowalish, 
Chas.  Miller, 
Jno.  Majeska,  Jr. 
Martin  McHortar, 
Tom   Stampian, 
Staney  Urban, 

Alex.  Bustine, 
John  Cheesit, 
John  Goff, 
John  Ignot, 
Frank  Krager, 
Frank  Loma, 
Geo.    Tomko, 
Anton  Unovich, 

Richard   Farmer, 
Geo.  Harris, 
Gilbert   Joiner, 
W.  M.  Perkins, 
K.   D.  Ryals, 
Harry  Young, 

Colistino  Avicello, 
Paul  Anchillo, 
Tony  Angello, 
Patsy  Augustine, 
Angello   Barrard, 
Jose  Barrard, 
Ross  Beton, 
Nick  Colcherci,  • 
Joe  Colross, 
Dom  Colasena, 
Nick  Colleat, 
Jose  Demark, 
Pasqual  Deleal, 
Mike   Deft'elus, 
Felix  Depetris, 


F.   E.   Snodgrass, 
Beth  Severe, 
Harry    Seese. 

Polish. 

Geo.  Herlick, 
Vadis  Kawalsky, 
Mike   Kingerous, 
.Too   Keatsky, 
John  Luba, 
John  Majeska, 
Mike  Motsic, 
Victor  Novinsky, 
Joe  Stahnlski, 

Slavish. 

Paul  Cheeswock, 
Geo.  Donkechec, 
Paul  Goff. 
Mike  Kosis, 
Geo.  Krall, 
John  Rehich, 
John  Tomko, 
John   Wolincish. 

Kegro. 

Chas.    Farmer, 
Calvin    Jonakin, 
Rippen  McQueen, 
Jno.   H.   Preston, 
Jessie  Watkins. 

Italians. 

Dominick  Anchillo, 
Beat   Anchillo, 
Patsy  Alexander, 
Tony  Alexander, 
Felix  Barrard, 
Chas.  Bolze, 
Jersti  Bonordi, 
Joseph  Colcherci, 
Dom  Colross, 
Felix    Colanero, 
Victor  D'Andrea, 
Felix  Desalvo, 
Tony  Deffelus, 
Jno.  Dills, 
Chas.    Desalvo, 


262 


Annual  Report  of 


[W.  Va. 


Angelo  Desalvo, 

Donatio  Doinicc,  Jr., 

Jos.  Dewey, 

Sebastian  Demaria,  No.  2. 

Angelo   Demaria, 

Albert  Demark, 

Clem  Debartonia, 

Pete   Donord, 

Vintura  Darso, 

Mike  Demaria, 

Joe  Ferrare, 

Armanda   Fellen, 

Matta  Ferrare, 

Tony  Folio, 

Frank  Joy, 

Prospera  Inveor, 

Jim    Jeremont, 

Frank  Lore, 

Bol>rato  Metill, 

D.  C.  Masch, 

Mike  Manse, 

Dan  Manse, 

Carl  Meff, 

Cosmo  Meo, 

Mike  Mostro, 

Dom  Mysell, 

Jim   Palela, 

Saverio   Pignalli, 

Pete  Prigulatta, 

Jno.  Preletto, 

Louie  Patch, 

Ralph  Ronaldo, 

Tony  Ronaldo, 

Dominick   Smith, 

Joe  Sarfino, 

Flora  Salva, 

Vint  Salva  No.   2. 

Frank  Vendetta, 

John  Yanero, 

Carman   Zello, 

John  Palinkis, 
Patrick  Laughney, 
Mike  Bolinski. 
David  Riggins. 


Mike   Domico, 
Jos.  Demaria, 
Sebastian  Demaria, 
Mike  Dewey, 
Dominick  Desalvo, 
Tony  Dorse, 
Dominick  Debartonia, 
Louis    Demarco, 
Jas.  Fassanella, 
Tony  Desalvo, 
Petro  Frediavo, 
Carman    Ferrare, 
Peter  Frabiacolo, 
Peter  Joy, 
Antonio  Joy, 
Jim  Jacobin, 
Jno.  Lcmbardo, 
Jno.    Metill, 
Nick  .Metill, 
Pete   Mar  cell, 
Tony   Manse, 
Frank  Meff, 
Jas.  Maronette, 
Dom  Morsee, 
Felix  Mysel, 
Tony  Pasqual, 
Basile  Palela, 
Frank   Porzilo, 
Frank  Preletto,     • 
Bossilo  Pulela, 
Nick  Pett, 
J.   Ronaldo, 
Jake    Sullivan, 
Frank  Simpson, 
Joe  Salva, 
Vint  Salva, 
Angelo  Toots, 
John  Vendetta, 
Nick  Yanero, 
Jno.   Zello. 


Hungarians. 

Joseph  Toth. 
Irish. 

Lithuanian. 

Scotch. 
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February  25th,  1908.  James  "Williams,  52,  American,  Chatham  Shaft 
No.  1  Mine.  While  sitting  along  side  of  the  rib  eating  his  dinner,  coal 
and  slate  fell  on  him  fracturing  his  spinal  column,  his  ribs,  and  lacerat- 
ing his  foot  from  which  he  died. 

March  9th,  1908.  Thomas  Wardle,  43,  English,  a  Mine  Foreman,  Fed- 
eral Shaft  Mine.  Lost  his  life  by  a  fall  of  coal  in  the  mine;  a  hung 
shot  was  the  cause  of  the  fall  of  coal,  he  having  attempted  to  loosen  it, 
but  it  failed  to  fall,  but  fell  later  catching  him  crushing  his  head  and 
breaking  his   right   leg,    killing  him   instantly. 

April  6tlf,  1908.  Pascho  Rombola,  25,  Italian,  Chatham  No.  1  Mine. 
Deceased  had  been  instructed  by  Chris  Sheets  on  the  morning  of  the 
accident  to  put  up  some  posts  in  his  room,  but  he  did  not  think  it  neces- 
sary, while  taking  down  the  slate  it  fell,  and  entirely  covered  him 
up,  mashing  his  body  and  breaking  his  spine,  causing  instant  death. 
He  had  insurance  for  $175.00. 

MARSHALL  COUNTY. 

August  22nd,  1907.  Enoch  Waish,  35,  Hungarian,  Hitchman  Mine.  Had 
set  a  few  posts  under  some  slate  and  was  loading  coal  into  his  car, 
when  the  slate  broke  between  the  posts  falling  on  him,  breaking  his  arm 
and  injured  internally;  taken  to  the  Hospital  where  he  died  August  24th, 
1907.     Had  insurance  to  amount  of  $50.00. 

November  7th,  1907.  Jas  Barbina,  35,  Polish,  Hitchman  mine.  While 
loading  his  car  at  the  face  of  room  a  large  quantity  of  roof  fell  on  him 
breaking  a  leg  and  fracturing  a  rib,  and  other  injuries,  causing  his 
death  on  January  11th,  1908. 

January  8th,  1908.  Andy  Yardis,  39,  Russian,  Hitchman  Mine.  He 
was  going  down  the  slope  in  the  morning,  and  was  in  some  manner 
caught  by  a  mine  car.  His  body  was  found  lying  on  the  opposite  side 
of  the  rope;  it  is  supposed  he  was  walking  in  the  centre  of  the  track 
when  struck;  crushed  him  through  the  breast,  and  head  was  cut  causing 
death. 

HARRISON   COUNTY. 

July  24th,  1907.  Dashla  Barets,  23,  Hungarian,  Frank  Goff,  21,  Amer- 
ican, and  Nicola  Plemoriter,  21,  Austrian,  Two  Lick  Mine.  Were  in  the 
distributing  powder  house,  Barets  is  supposed  to  have  been  opening  a 
keg  of  powder  when  a  spark  from  his  pipe  dropped  into  the  can,  causing 
an  exploson,  which  burned  the  men  so  badly  that  they  all  died  in  about 
ten  or  fifteen  minutes  after  the  accident ;  positive  orders  were  in  force 
that  no  smoking  should  be  done  in  or  around  the  powder  house. 

August  5th,  1907.  Peter  Papp,  Hungarian,  Ehlen  Mine.  He  was  the 
slate  foreman,  and  had  orders  to  take  two  men  and  go  to  7th  left  air 
course  arid  take  down  some  slate;  they  went,  and  proceeded  to  make  the 
place  safe  and  while  pulling  down  some  slate  it  fell,  a  piece  striking  him 
and  dislocating  his  spinal  column;  he  was  taken  to  the  Hospital  where 
he  died  on  the  18th  of  August,  1907. 

September    11th,    1907.      Zigmont    Vareha,    23,    Slavish,    Pinnickinnick 

,  Mine.      While   loading   his    car    his    partner   suggested    that    they    shoot 

down  the  loose  head  coal   that  was  hanging  over  them,  but  he  said   it 
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was  not  necessary,  that  he  wanted  to  finish  the  place  that  day;  they  con- 
tinued loading  the  car,  when  the  loose  head  coal  let  go  catching  Vahera 
crushing  him  to  the  pavement  killing  him  almost  instantly;  this  acci- 
dent was  due  to  the  lack  of  care  and  judgment. 

November  7th,  1908.  Geo.  A.  Coburn,  19,  American,  Waldo  Mine.  Two 
trips  of  loaded  cars,  one  trip  coming  out  of  2nd  left  heading  with  eleven 
cars,  the  other  coming  down  straight  with  eight  cars;  collided  catching 
Coburn  between  the  cars  and  the  coal,  crushing  his  head  beyond  recog- 
nition, spine  fractured  and  one  thigh  dislocated  causing  instant  death. 

December  9th,  1907.  Peter  Falta,  25,  Austrian,  Viropa  Mine.  A  piece 
of  rock  about  4'x5'x6"  thick  held  up  by  two  props,  and  from  some  un- 
known cause  the  rock  tripped  the  props  and  fell  on  him,  injuring  his 
head  and  fracturing  his  arm,  causing  his  death  en  December  12th,  1907. 

December  13th,  1907.  Joe  Lorence,  Jr.,  16,  Italian,  Fall  Run  Mine.  In 
attempting  to  get  on  the  front  end  of  rear  car  of  a  trip,  slipped  and  fell 
under  the  car,  fracturing  left  thigh,  crushing  left  leg,  dislocating  left 
arm  and  breaking  three  ribs,  while  preparing  to  take  him  to  the  Hos- 
pital he  died. 

December  20th,  1907.  Louis  Nell,  Italian,  Erie  Mine.  He  had  left  his 
working  place  going  to  passway  at  entrance  to  heading  on  which  he 
worked,  siting  down  close  to  a  pillar  waiting  for  driver  to  take  a  car 
to  his  place;  the  mule  in  turning  touched  the  electric  wire  causing  the 
mule  to  jump  or  fall  over  on  him,  causing  internal  injuries  which  ne- 
cessitated him  going  to  the  Hospital,  where  he  died -on  February  27th, 
1908.  In  the  mean  time  he  had  worked  three  days  but  complained  of  not 
feeling  right. 

February  10th,  1908.  Dragon  Sekulic,  24,  Austrian,  Viropa  Mine.  While 
mining  in  his  place  the  coal  gave  way  falling  on  him,  crushing  his  leg 
and  mashing  him  through  the  chest  resulting  in  death  about  two  hours 
later. 

March  24th,  1908.  John  Orich,  26,  Austrian,  Two  Lick  mine.  Was  in 
room  No.  8  off  2nd  right  butt  heading,  off  first  heading  in  first  north, 
had  just  fired  the  centre  shot  he  neglected  to  block  the  coal  and  it  did 
not  roll  out  after  shooting;  he  took  his  pick  and  started  to  work  under 
the  loosened  coal  to  get  enough  coal  to  finish  loading  his  car,  the  driver 
was  there  waiting  for  the  loaded  car,  and  heard  the  coal  working  and 
warned  him  of  the  danger  but  he  paid  no  attention  to  him,  the  coal  let 
loose  catching  him   crushing  his  head   causing  instant  death. 

March  27th,  1908.  Frank  Galic,  28,  Italian,  Ocean  Mine.  He  had 
finished  loading  his  car  and  was  near  the  face  of  room  when  the  head 
coal  fell  out  from  the  face  to  the  room  track  striking  him  knocking 
him  down,  crushing  his  chest  over  the  heart  and  breaking  several  ribs, 
causing  instant  death- 
May  19th,  190S.  Lewis  Riley,  16,  American,  O'Gara  Mine.  He  was 
riding  with  the  driver  taking  a  box  of  machine  bitts  to  the  machine  men, 
when  about  100ft.  from  shaft  bottom  a  lot  of  coal  and  slate  fell  on 
him  injuring  his  head,  was  dead  when  found,  the  driver  was  seriously 
injured  in  this  accident. 

June    10th,    1907.      Ed    Cain,    33,    American,    Lynch    Mine.      He«  was    a 
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driver  hauling  a  trip  of  loads  to  the  side  track,  and  when  getting 
his  empty  cars  the  slate  fell  knocking  him  down  into  the  empty  car, 
breaking  his  neck,  right  leg  and  crushed  near  hip  causing  death.  He 
was  found  about  fifteen  minutes  after  the  accident. 

LEWIS   COUNTY. 

August  28th,  1907.  O.  S.  Carder,  24,  American,  Sarah  B.  Mine,  Was 
riding  on  a  locomotive  that  was  taking  a  trip  of  empty  cars  from  the 
tipple  to  the  mine,  in  going  over  a  trestle  it  gave  way  letting  the  engine 
fall  which  broke  a  steam  connection  and  the  escaping  steam  scalded 
Carder,  causing  his  death  about  five  hours  after  the  accident.  J.  F. 
Haddix,  21  American,  and  Toney  Miller,  21,  German,  were  also  killed 
in  the  same  accident  as  O.  S.  Carder,  by  being  scalded;  Haddix  did 
not  die  until  the  next  day  about  seven  o'clock  A.  M.  There  were  three 
other  persons  non-fatally  injured  in  this  accident. 

BARBOUR    COUNTY. 

August  10th,  1907.  Jacob  H.  Gower,  American,  Century  No.  2  Mine. 
He  had  fired  a  shot  at  the  face  of  his  room,  on  his  return  to  work  a 
piece  of  slate  fell  on  him,  he  was  rescued  by  three  persons  and  taken 
out  side  of  the  mine,  where  surgical  aid  was  rendered  him,  he  lived 
until  about  5.20  P.  M.       Had   insurance  of  $100.00. 

September  25th,  1907.  A.  H.  Thornhill,  American,  Junior  Mine.  While 
laying  a  pair  of  wooden  rails  under  a  fault,  slate  fell  on  him  that 
weighed  about  400  lbs.  striking  his  left  side,  causing  death. 

May  13th,  1908.  Savo  Rokitch,  Hungarian,  Century  No.  1  Mine.  He 
had  fired  a  shot  and  was  told  to  pull  down  the  slate  afterwards,  but  he 
failed  to  do  this  and  started  to  work  shoveling  when  the  slate  fell 
catching  him  under  it,  crushing  his  skull,  so  seriously  that  he  died 
a  few  minutes  later. 

MONONGALIA   COUNTY. 

November  2nd.  1907.  Joe  Porley,  (Pugliese)  37,  Italian,  Richard  No. 
1  Mine.  He  had  fired  a  shot  and  it  knocked  out  some  props,  on  return- 
ing to  his  place  was  caught  by  a  fall  of  bone  coal,  causing  internal  in- 
juries resulting  in  his  death. 

PRESTON   COUNTY. 

July  12th,  1907.  Antonio  Passidonis,  32,  Italian,  Austen  No.  1  Mine. 
He  was  loading  a  car  of  slate  and  some  coal  from  the  rib  and  a  large 
quantity  of  draw  slate  fell  on  him,  breaking  his  neck  causing  instant 
death. 

July  19th,  1907.  Jno.  C.  Menear,  23,  American,  Kingwood  No.  4 
Mine.  While  at  work  near  the  entrance  to  room  No.  7  came  in  contact 
with  the  trolley  wire  which  knocked  him  down,  in  falling  his  head 
struck  a  stone  fracturing  his  skull,  causing  death  instantly. 

October  12th,  1907.  John  Sterling,  American,  Bretz  No.  2  Mine.  In 
going  to  work  he  walked  on  top  of  the  coke  ovens  which  were  being 
watered  and  was  evidently  blinded  by  the  steam  and  did  not  see 
two  approaching  larries  which  ran  over  him,  causing  his  death. 
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December  20th,  1907.  Rollo  M.  Grim,  48,  American,  Newburg  Shaft 
Mine.  He  being  a  stable  boss,  was  going  to  start  down  the  shaft,  but 
the  engineer  started  the  cage  up  instead  of  down,  and  when  nearing  the 
top  of  the  Head  House  of  shaft  he  was  either  knocked  or  jumped  off 
and  fell  back  down  the  shaft;  which  caused  his  death  instantly. 

MINERAL    COUNTY. 

August  30th,  1907.  Louis  Terry,  22,  Italian,  No.  14  Mine  (Davis  C.  & 
C.  Co.)  After  firing  a  shot  to  loosen  the  coal,  went  out  of  the  room  to 
eat  his  dinner,  in  about  half  hour  he  returned  to  his  room,  sounded  the 
roof  and  began  loading  his  car  with  coal  when  partly  loaded  the  roof 
rock  suddenly  fell  striking  him  breaking  his  right  leg  below  the  knee, 
with  other  injuries  causing  his  death  in  about  five  hours  after  the 
accident. 

.  September  20th,  1907.  B.  H.  Duling,  17,  American,  No.  9  Mine  (Davis 
C.  &  C.  Co.)  In  riding  on  a  trip  of  empties  and  eight  loaded  mine  cars, 
his  foot  slipped  off  the  bumpers  of  the  front  car  by  his  uncoupling  the 
loaded  cars  from  the  empties,  and  fell  in  front  of  the  eight  loads  which 
ran  over  him,  bruising  and  cutting  him  so  badly  that  resulted  in  death. 
He  was  insured  for  $400.00. 

June  24th  1908.  Charles  Fry,  19,  American,  Wabash  No.  9  Mine  (Davis 
C.  &  C.  Co.)  In  trying  to  board  a  train  of  loaded  cars  that  was  being 
taken  to  the  tipple,  he  missed  his  footing  and  fell  under  the  cars, 
breaking  his  left  leg,  fracturing  two  ribs  of  right  side,  laceration  of 
scalp  and  numerous  contusions,  causing  his  death  in  about  three  hours 
after  the  accident. 

RANDOLPH  COUNTY. 

November  14th,  1907.  Dow  Shomo,  22,  American,  Harding  Mine.  He 
was  riding  on  a  trip  of  loaded  cars,  in  passing  over  the  top  of  the 
trip  from  rear  to  front  he  fell  between  the  cars,  and  was  run  over  by  two 
of  them,  breaking  a  leg  and  cutting  his  head  was  taken  to  the  Hospital 
and  died  on  November  28th,  1907. 

February  27,  1908.  Guy  Polish,  2S,  Italian,  Weaver  No.  Mine.  He 
was  loading  a  car  with  coal  from  a  crosscut  from  5th  left  heading  to 
the  air  course,  while  in  a  stooping  position  a  rock  fell  striking  him 
mashing  him  down  to  the  pavement,  breaking  his  back,  one  leg,  and  one 
arm,  killing  him  instantly. 

March  20th,  1908.  Jim  Jardino,  50,  Italian,  Coalton,  No.  1  Mine. 
Was  filling  a  cartridge  with  powder  taken  from  his  powder  canister, 
a  spark  from  his  lamp  fell  in  to  the  canister  causing  it  to  explode  burning 
his  face  and  breast  so  seriously  that  on  May  5th,  1908  he  died. 

TUCKER  COUNTY. 

July  10th,  1907.  Phil  Plottic,  Austrian,  Coketon,  No.  35  Mine.  This 
man  was  working  on  the  motor  road  cleaning  track,  the  motor  came  along 
and  he  passed  under  the  trolley  wire  to  a  place  of  safety,  after  the  motor 
had  passed  he  was  returning  to  his  work,  in  crossing  under  the  trolley  wire 
he  haised  his  head  and  came  in  contact  with  the  wire,  which  knocked 
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him  down,  where  he  lay  until  the  motor  returned  and  ran  over  him 
injuring  both  legs  so  that  amputation  was  necessary,  but  not  recovering 
sufficiently  the  Doctor  did  not  perform  the  operation,  he  lived  until 
the  next  day  July  11th  1907  when  he  died. 

August  1st,  1907.  David  A.  Ashbaugh,  German,  Coketon  No.  37  Mine. 
This  man  was  night  pumper  and  as  the  men  were  going  to  their  work 
at  six  o'clock  in  the  morning  found  him  caught  in  the  pump,  with  his 
left  arm  cut  off  and  his  body  terribly  mangled;  as  he  was  alone  no  one 
knows  how  the  accident  occurred  to  cause  his  death. 

November  13th,  1907.  Martin  Farley,  Irish,  Thomas  No.  34  Mine. 
While  he  was  going  to  the  east  heading  to  visit  a  pump,  he  met  a 
loaded  trip  coming  to  bottom  of  shaft,  in  avoiding  the  danger  as  he 
supposed  stepped  over  on  the  track  that  the  trip  was  on,  no  light  being 
on  the  front  of  the  loaded  trip  he  was  caught,  mashing  off  both  legs 
killing  him  instantly. 

December  9th,  1907.  Edward  Vulgamott,  American,  Thomas  No.  23 
Mine.  When  coming  from  work  met  the  motor  with  a  trip  on  second 
left  haulage,  while  the  motor  and  trip  was  passing  he  fell  down  and  was 
run  over  by  the  trip,  causing  his  death. 

April  15th,  1908.  Simon  Baroski,  Polish,  Thomas  No.  23  Mine.  While 
working  in  crosscut  No.  15  room  on  Goodbody  heading,  had  been  warned 
by  some  miners  that  were  going  to  shoot  and  for  him  to  get  out  of  the 
way,  not  doing  so  the  shot  blowed  through  and  injured  him,  mashing 
his  skull  and  head  causing  his  death  shortly  after  the  accident. 

April  25th,  1908.  Antone  Rockwiss,  Russian,  Coketon  No.  36  Mine. 
He  had  a  stick  of  dynamite  in  his  hand  and  thawing  it  with  open 
torch,  he  placed  a  cap  in  it  and  attached  the  fuse,  in  some  way  the  fuse 
got  ignited  and  he  dropped  it  into  his  dinner  pail  in  his  excitement 
he  picked  up  the  pail  and  carried  it  down  the  heading  as  far  as  the 
switch  where  the  dynamite  exploded,  breaking  his  left  leg  and  a  severe 
shock  which  proved  fatal. 

May  27th,  1908.  Frank  Nikelich,  Austrian,  Beacon  Mine.  When  this 
man  and  his  partner  went  to  work  on-  Wednesday  morning  they  mined 
the  coal  under  about  three  and  one-half  feet,  they  then  set  a  prop  and 
started  to  mine  it  more  when  the  slate  fell  on  Nikelich  killing  him. 

BRAXTON   COUNTY. 

November  13th,  1907.  John  Cannon,  American,  Bower  No.  10  Mine. 
Was  working  in  No.  1  drift  No.  13  room,  and  it  appears  from  indica- 
tions that  he  had  just  fired  a  shot,  and  was  preparing  to  set  a  post, 
when  the  slate  fell  on  him,  crushing  his  chest  and  back  causing  death. 

FAYETTE  COUNTY. 

July  22nd,  1907.  Allen  Farmer,  American,  Turkey  Knob  Mine.  This 
man  was  found  in  his  room  by  the  driver,  supposed  to  have  been  dead 
for  an  hour,  caused  by  a  slate  fall,  head  slightly  mashed  and  neck 
supposed  to  be  broken. 

July  23rd,  1907.  Liss  Allen,  American,  Diamond  Mine.  He  was  helping 
on  a  mining  machine  shoveling  the  dust  from  the  machine,  when  a 
large  piece  of  coal  fell  on  him  breaking  his  back  causing  death. 
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August  lGth,  1907.  Alex  Roten,  Negro,  Kay  Moor  Mine  No.  2.  He 
was  engaged  in  firing  shots,  on  this  occasion  he  had  three  to  fire,  seems 
to  have  lighted  one  and  before  he  could  light  the  other  two  the  first 
one  exploded,  not  giving  him  time  to  escape,  the  flying  coal  caught  him 
against  a  prop,  breaking  ribs  on  left  side  and  internal  injuries  causing 
his  death. 

August  21st,  1907.  Daniel  Thompson,  American,  Sugar  Creek  Mine. 
This  man  was  driving  fourth  left  air  course,  when  a  "Kettle  Bottom" 
fell  on  him,  he  was  standing  upright  when  struck  and  was  crushed  down 
on  his  pile  of  under  cuttings,  breaking  his  back  causing  death,  neglect 
in  posting  his  place  cause  of  this  accident. 

August  24th,  1907.  Joe  Wedgewood,  American,  No.  2  Gas  Mine  (Great 
Kanawha  Colliery  Co.)  Was  working  on  seventh  right  entry,  and  came 
out  of  his  place  to  push  in  an  empty  car,  when  a  piece  of  slate  fell 
on  him,  fracturing  his  skull  and  breaking  his  neck,  causing  instant 
death. 

August  30th,  1907.  Joe  Fautz,  Italian,  Boomer  No.  3  Mine  was  caught 
between  a  mine  car  and  the  rib  causing  internal  injuries  from  which 
he  died. 

September  6th,  1907.  Felice  Piscarroli,  Italian,  Sun  Mine.  After 
putting  in  and  lighting  a  shot,  it  did  not  go  off  as  soon  as  he  expected, 
and  he  returned  to  ascertain  the  cause,  by  the  time  he  reached  the  face 
of  the  room  the  shot  exploded  killing  him. 

September  27th  1907.  John  Bibb,  American,  Carlisle  Mine.  This  man 
was  running  a  motor,  the  trolley  wheel  on  the  pole  ran  off  the  wire,  in 
raising  up  to  replace  the  wheel  his  back  struck  the  trolley  wire  causing 
him  to  loose  his  life  by  electrocution. 

October  7th,  1907.  Robt.  Chilton,  English,  Scarbro  Mine.  By  a  fall 
of  slate  striking  him  on  the  back  he  sustained  injuries  that  caused  his 
death  about  five   hours   after  the  accident. 

October  22nd,  1907.  Frank  Johnson,  American,  Kilsyth  Mine.  While 
walking  along  by  the  side  of  the  breech  mule  and  stepped  to  one  side 
to  allow  the  car  to  pass  him  he"  was  caught  between  the  car  and  the 
rib,  which  rolled  him  causing  internal  injuries  and  death. 

October  28th,  1907.  W.  J.  Bailey,  American,  Granville  Murphy  and 
Elisha  Potter,  Negroes,  Red  Ash  Mine.  Some  cars  that  had  gotten  away 
at  the  pit  mouth  at  top  of  incline  ran  down  and  instantly  killed  Potter, 
and  so  seriously  injured  the  other  two  that  they  died  in  a  few  hours 
after  the  accident.  Potter  was  going  to  the  tipple,  Murphy  had  gone  to 
the  tipple  with  another  man  to  get  some  checks  or  to  see  the  weigh 
sheet,  Bailey  was  at  work  with  the  tipple-  man  getting  a  car  out  of  the 
Boiler  coal  chute. 

October  31st,  1907.  Sam  Merciline,  Italian,  Layland  Mine.  The  victim 
was  riding  down  the  track  from  Gentry  along  with  five  other  laborers 
about  five  o'clock  in  the  morning,  their  car  came  in  contact  with  some 
slate  cars,  and  fell- over  catching  Merciline  breaking  his  leg  and  causing 
some  internal  injuries  causing  his  death  about  11:30  same  day. 

November  2nd,  1907.  Frank  Selinzky,  Polish,  Layland  Mine.  While 
the  motor  was  pushing  cars  into  his  room  he  attempted  to  get  his  car 
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on  the  fly  and  push  same  into  his  room,  the  second  car  became  derailed 
and  caught  him  between  the  car  and  rib  breaking  his  back,  killing  him 
instantly. 

November  12th,  1907.  H.  J.  Sorrell,  Greenwood  Mine  .  He  was  putting 
a  cut  in  entry,  and  failed  to  sprag  the  centre,  the  entry  was  only  about 
nine  feet  wide  and  in  a  fault,  the  coal  gave  way  up  to  its  full  heighth, 
falling  on  him  and  killing  him  instantly. 

November  19th  1907.  James  Frazier,  American,  farral  Sinking  shaft. 
He  sent  bucket  of  rock  up  the  shaft  without,  being  latched,  when  about 
180ft.  from  bottom,  the  bucket  tipped  over  allowing  the  rock  to  fall 
back  down  the  shaft,  striking  him  on  the  back  breaking  it  causing  death 
at  12.50  the  same  day. 

December  6th,  1907.  Alex  Smith,  American,  Lyman  Mine:  While  at 
work  at  the  face  of  his  room  a  piece  of  slate  weighing  about  lOOOlbs. 
fell  striking  him  breaking  his  back  and  fracturing  his  skull  at  base  of 
brain,  causing  his  death.     Had  insurance  amounting  to  $90.00. 

January  3rd,  1908.  Henry  Woodrum,  American,  Stuart  Sinking  Shaft. 
From  some  unknown  cause  this  man  walked  directly  into  the  shaft 
from  the  surface  landing,  there  were  lights  stationed  at  the  surface 
and  top  landings,  he  also  had  a  light  on  his  head,  he  fell  down  the 
shaft  breaking  his  neck,   causing  death  instantly. 

January  13th,  1908..  Peyton  Lafferty,  American,  Sugar  Creek  Mine. 
Was  driving  in  No.  3  mine,  but  stopped  to  help  load  a  car,  and  a  piece 
of  slate  fell  from  between  posts  knocking  him  down,  breaking  a  leg  and 
arm,  and  internal  injuries.  Was  taken  to  McKendree  Hospital  on  Feb- 
ruary 10th  1908,  he  was  brought  back  and  on  the  11th  he  died. 

January  14th,  1908.  M.  A.  Hedrick,  American,  Dubree  Mine.  A 
mining  machine  was  being  sent  up  the  incline  to  the  mine,  he  was  on 
the  machine  to  ride  up  along  with  it,  the  machine  became  derailed  knock- 
ing him  off  on  his  knees,  he  walked  home  but  did  not  work  for  a  few 
days  and  was  sent  to  McKendree  Hospital  where  he  died  on  January 
20th,    1908. 

Januai-y  16th,  1908.  C.  B.  Crawford,  American,  Sherwood  Mine.  He 
with  two  other  men  had  been  standing  in  a  refuge  hole,  a  place  of 
safety  while  a  shot  was  being  fired  when  leaving  the  refuge  hole  his 
head  came  in  contace  with  the  trolley  wire,  he  was  knocked  flat  on  his 
side,  he  raised  to  his  knees,  laughed  and  fell  back  and  died  in  about 
two  minutes,  eye  witnesses  made  this  statement. 

January  21st,  1908.  Marion  Miller,  American,  Layland  Mine.  W. 
Fox  was  charging  a  slate  shot  with  powder  and  dynamite,  Miller  was 
directly  under  the  slate  gathering  fine  coal  for  tamping,  Fox  pushed  the 
powder  into  the  hole  with  a  needle  and  struck  the  cap  that  was  in  the 
stick  of  dynamite,  causing  an  explosion  and  the  entire  lot  of  slate  fell 
striking  Miller  breaking  his  neck  causing  death. 

January  29th,  1908.  Maxmillian  Nieszezyka,  Paulleon  Omelencruk,  and 
George  Petrucik,  Russians,  Stuart  Sinking  Shaft.  A  loaded  bucket  of 
slate  was  being  raised  to  the  top  of  this  shaft  when  the  "rope  broke 
allowing  the  bucket  and  contents  to  return  to  the  bottom  striking  these 
men  on  the  heads  and  bodies  causing  their  deaths. 
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January  30th,  1908.  The  following  persons  were  killed  by  a  dust  ex- 
plosion in  the  Bachman  Mine  caused  by  three  blown  out  shots.  A  detailed 
account  will  be  found  elsewhere  in  this  report. 

AMERICANS. 

Richard  Byers,  John  Boles, 

Peter  Barlow,  John  Clark, 

Henry  Holliday,  Chas.  Kassee, 

A.  A.  Waggle,  Thornton  Wilson, 
Travice  Faught, 

February  11th,  1908.  John  Darby,  American,  Kohinoor  Mine.  He  and 
some  other  men  were  in  a  car  going  up  the  incline,  there  was  an  electric 
motor  hitched  to  the  car  to  be  taken  up  the  hill,  the  loaded  trip  coming 
down  broke  away  from  the  rope  and  ran  wild  down  the  incline,  Darby 
jumped  from  the  empty  trip  going  up,  directly  in  front  of  the  runaway 
coming  down,  was  badly  mutilated,  killing  him  instantly. 

February  17th,  190S.  Ed  Jones,  Negro,  Wingrove  Mine.  While  at 
work  mining,  a  piece  of  slate  fell  on  him  mashing  his  breast,  causing 
death. 

February  2Gth,  1908.  Wm.  Boyd,  American,  Stuart  Air  Shaft.  Was 
coming  up  on  bucket,  and  fell  off  about  100  ft.  from  the  bottom  going  back 
down  the  shaft,  breaking  his  neck  and  mashing  body,  causing  instant 
death. 

March  11th,  1908.  Scott  Smith,  Negro,  Need  More  Mine.  Smith  and 
Boden  were  working  a  breakthrough  near  the  face  of  an  entry,  which 
was  in  a  fault,  they  shot  two  bottom  holes  and  two  top  holes  at  the  same 
time  and  also  two  in  the  left  corner,  one  of  the  lower  holes  was  a 
blown  out  shot,  they  returned  to  see  the  effects  of  the  shots  and  their 
lights  set  fire  to  the  smoke  burning  Smiths  face  head  and  arms  was 
taken  to  Hospital  where  he  died  on  March  31st.  1908. 

March  13th,  1908.  John  Holcomb,  American,  Beech  Creek  Mine.  He 
was  at  work  mining  when  slate  fell  on  him  mashing  him  through  the 
body,  causing  his  death. 

March  18th,  1908.  Mathew  Pickle,  Negro,  Collins  No.  1  Mine.  This 
man  was  caught  between  the  mine  car  and  roof  while  attempting  to  run 
car  in  room,  he  was  taken  to  McKendree  Hospital  where  he  died  on 
March   21st,   1908. 

March  21st,  1908.  S.  R.  Woodson  and  Wm.  Scott,  Americans,  Parral 
Air  Shaft.  Woodson  while  charging  a  hole  with  dynamite  struck  the 
exploder  discharging  the  dynamite,  killing  them  instantly. 

March  20th,  1908.  Corchey  Shorby,  Hungarian,  Sun  Mine.  His  place 
of  work  was  sixth  right  entry,  room  No.  84,  but  he  was  in  room  No.  81, 
fifth  right  entry,  where  slate  fell  on  him  causing  his  death,  he  did  not 
have  any  business  to  be  in  this  room  and  went  there  without  orders. 

March  28th,  190S.  J.  A.  Cox,  American,  Oakwood  Mine.  This  man 
was  appointed  to  attend  a  door  between  Carlisle  and  Oakwood  mines,  he 
failed  to  get  the  door  open  in  time  for  the  motor  and  trips  coming  from 
Oakwood,   the   first   car  struck  the   door  which   threw  the  car   from   the 
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track,  and  caught  him  between  the  car  and  rib  crushing  his  chest  break- 
ing lower  jaw,   spinal   cord   severed   at  neck,   causing   his   death. 

April  2nd,  1908.  Joe  Moncosa,  Italian,  Boomer  No.  2  North  Mine. 
This  man  and  his  partner  were  in  their  room  working  about  5.15  P.  M. 
the  deceased  was  down  on  his  hands  and  knees  looking  into  a  bootom 
hole,  when  a  piece  of  top  coal  about  three  feet  square  fell  on  him 
killing  him  instantly. 

April  7th,  1908.  Marion  Smith,  American,  Glendale  Mine.  Along  with 
his  two  brothers  they  were  drawing  pillars,  one  of  them  had  made  a 
cut  about  a  foot  deep  on  an  entry  stump,  but  left  it  to  assist  in  load- 
ing a  car,  they  did  not  have  quite  enough  coal  to  fill  the  car,  Marion  took 
a  shovel  to  get  the  slack  from  the  cut,  when  the  slate  fell  and  caught 
him  mashing  his  body  and  legs,  causing  death. 

April  12th,  1908.  Everett  Rogers,  American,  Collins  No.  2  Mine.  Was 
a  brakeman  on  motor  trip,  and  fell  under  a  car  on  No.  21  entry  crush- 
ing his  skull,  causing  his  death. 

April  14th,  1908.  Jasper  Jordon,  American,  Stuart  Sinking  Air  Shaft. 
Four  men  were  coming  up  the  shaft  in  a  bucket  Jordon  put  out  his 
hand  to  steady  it,  his  shoulder  struck  a  timber  knocking  him  off  and  he 
fell  down  the  shaft,  breaking  his  neck  causing  death. 

April  16th,  1908.  Robert  Smith,  American,  Minden  No.  4  Mine.  This 
boy  was  employed  as  door  boy  to  attend  the  sixth  right  and  seventh 
left  doors,  he  left  this  place  without  instructions  and  went  with  a 
motorman  on  the  6th  right  entry  to  get  two  loaded  cars,  in  starting  out 
of  the  place  he  neglected  to  apply  the  brake  on  the  cars,  consequently 
could  not  stop  at  the  mouth  of  the  room  the  motorman  told  Smith  to 
pull  the  cable  from  the  trolley  wire  and  get  out  of  the  way,  instead  of 
doing  this  he  started  ahead  of  the  motor,  fell  down  and  the  motor  caught 
and  pulled  him  along  the  track  crushing  his  head  and  mashing  his  body, 
causing  death. 

April  28th  1908.  Jas.  Waller,  American,  Parral  Air  shaft.  This  man 
was  trimming  the  shaft  wall  when  a  piece  of  rock  which  he  had  under- 
mined fell  on  him  fracturing  his  skull  and  injuring  his  chest,  was  taken 
to  the  McKendree  Hospital  where  he  died  on  May  10th,  1908. 

May  16th,  1908.  Walter  Riley,  American,  Whipple  Mine,  No.  5.  Was 
called  to  No.  18  room  on  3rd  entry  to  repair  a  turn  where  the  empty 
cars  had  been  going  off  the  track,  while  waiting  for  the  loaded  car  to 
come  out  it  became  derailed  knocking  out  two  posts  near  where  he  was 
standing  and  in  his  getting  out  of  the  way  of  danger  fell  backwards  and 
striking  his  head  on  the  rail  causing  a  fracture,  and  died  almost  instantly. 

May  19th,  1908.  Isador  Moleska,  Roumanian,  Beechwood  Mine.  He 
and  his  brother  were  switching  a  car  on  No.  3  room  main  straight  entry, 
when  a  piece  of  slate  fell  on  him,  mashing  his  head  killing  him  instantly. 

June  11th,  1908.  Ernest  Bitner,  German,  Turkey  Knob  Mine.  Was  at 
work  in  his  room  and  evidently  knocked  out  a  post,  causing  the  top 
slate  to  fall  on  him,  killing  him  instantly. 

June  16th,  1908.  Samuel  Scott,  Negro,  Sun  Mine.  Was  riding  on 
front  end  of  motor,  he  looked  backward  and  was  caught  between  a  mine 
prop  and  the  motor  tearing  off  the  top  of  his  head  causing  death. 
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June  17th,  190S.  J.  F.  Amick,  American,  Smokeless  Mine.  He  was 
running  a  mining  machine,  making  an  undercut  in  room  No.  9,  on 
Adams  entry,  when  a  piece  of  slate  about  12x15  feet  square  and  four 
foot  thick  at  face  of  coal  running  back  to  a  thin  edge,  fell  and  caught 
Amick  under  it,  resting  on  his  body  caused  suffocation. 

June  19th,  1908.  Tony  Steventino,  Italian,  Sherwood  Mine.  While 
loading  a  car  with  coal  near  the  face  of  his  working  place,  was  standing 
between  the  car  and  face  of  coal,  a  piece  of  slate  fell  on  him  crushing 
him  so  badly  that  he  died  about  six  hours  after  the  accident. 

June  20th,  1908.  Wm.  Lewis,  American,  Diamond  Mine.  Sustained 
a  fractured  skull  by  a  fall  of  slate,  causing  his  death. 

June  28th,  1908.  W.  S.  Wingfield,  American,  Stuart  Mine.  Was  in 
company  with  Wm.  Finley  and  Ben  Foster,  to  examine  a  fan  that  had 
just  been  put  in  order  (that  had  not  been  runnning  for  over  three 
months)  Findley  the  mechanic  had  examined  the  bolts  on  the  fan  and 
had  left  for  the  supply  house  for  some  bolts,  during  the  absence  of 
Findley  Winfield  and  Foster  started  to  tighten  some  bolts  when  the  fan 
moved  about  one-fourth  around  catching  Winfield  in  the  blades  fracturing 
right  femur,  and  causing  hemorrhage,  causing  his  death  about  one  and 
one-half  hours  after  the  accident. 

June  29th,  1908.  Jim  Pesto,  Italian,  Dunn  Loop  No.  2  Mine.  This  man 
was  in  his  neighbor's  place  in  the  mine,  it  being  a  room  neck,  when  a 
piece  of  slate  fell  from  the  rib  side  catching  him  between  rib  and  car 
breaking  three  ribs,  collar  bone  and  hurt  internally — causing  death. 

June  30th,  1908.  E.  F.  Worley,  American,  Nichol  mine.  He  was 
dumping  coal  on  the  tipple,  the  motorman  came  to  tipple  with  a  loaded 
trip,  Worley  got  on  the  motor,  turned  the  current  on  full  which  ran 
the  motor  into  the  chute,  he  along  with  it  receiving  injuries  from  which 
he  died. 

KANAWHA  COUNTY. 

July  11th,  1907.  A.  H.  Finninimore,  American,  Oakley  Mine.  This  man 
was  riding  up  the  incline,  when  in  about  two  hundred  feet  of  the  ap- 
proaching loaded  cars  coming  down  a  lump  of  coal  rolled  off  and  began 
to  roll  down  the  incline,  the  drum  runner  stopped  the  trip  in  time  for 
him  to  get  out  of  the  way,  but  he  never  moved  from  where  he  was 
standing  in  the  empty  car,  and  the  lump  of  coal  struck  him  on  the  head, 
causing  his  death  in  about  twenty  minutes. 

July  11th,  1907.  J.  B.  Seay,  American,  Greenbrier  No.  2  Mine.  He 
was  slabbing  a  motor  parting  next  to  the  out  side  the  top  had  been  shot 
before,  and  he  shot  the  coal  again  and  began  loading  his  car  when  slate  fell 
on  him,  mashing  his  body  from  stomach  to  knees,  he  was  sent  to  the 
Hospital  and  on  July  27th,  1907  he  died. 

August  28th,  1907.'  Ernest  Young,  American,  Nuckols  Mine.  He  was 
coming  out  of  a  room  with  a  loaded  car,  and  was  apparently  looking 
back  over  the  car  and  was  caught  between  the  car  and  a  post  crushing 
his  head  into  fragments,  causing  death  in  about  two  hours  after  the 
accident. 

September  28th,  1907.  A.  F.  Strickler,  American,  New  Opening  at 
Jones  Mines.    He  was  shooting  slate  and  sprung  it  ahead  of  the  hole,  then 
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shot  the  coal  from  under  the  slate,  he  went  under  the  slate  to  load  his 
car,  and  the  slate  fell  on  him,  mashing  his  head  and  breaking  a  leg 
killing  him  instantly. 

September  9th,  1907.  Ollie  Kidd,  American,  Horton  No.  2  Mine.  Was 
employed  as  a  tipple  man,  a  trip  of  two  loaded  cars  when  about  one 
hundred  feet  down  the  incline  broke  away  from  the  cable  and  ran  wild 
down  the  balance  of  the  way,  he  was  either  struck  by  flying  coal  or 
fragments  of  the  cars  on  the  head-,  crushing  his  skull  and  making  serious 
other  brusies  causing  his  death. 

September  16th,  1907.  H.  C.  Shelton.  American,  Raccoon  Mine.  De- 
ceased stated  that  he  went  from  the  face  of  the  coal  to  get  a  pick, 
passing  under  some  draw  slate;  which  he  knew  was  not  very  safe  and 
should  have  taken  it  down,  but  was  in  a  hurry  to  load  his  car  and 
neglected  it,  while  under  this  slate  it  dropped,  pressing  him  forward  and 
holding  him  to  the  bottom,  sustaining  a  dislocated  vertebra  and  injury 
to  chest,  proving  fatal  about  fourteen  hours  after  the  accident. 

September  26th,  1907.  J.  E.  Saunders,  Negro,  Hugheston  Mine.  He 
seemed  to  have  been  at  his  working  place  when  a  piece  of  slate  fell  on 
him,  fracturing  his  spinal  column,  causing  his  death. 

September  26th,  1907.  Tom  Fauber,  American,  Winifrede  South  mine. 
Was  driving  a  team  on  tenth  left  in  south  mine  the  car  became  derailed, 
but  continued  going  until  room  No.  12  was  reached,  where  it  struck  a 
prop  that  was  standing  between  entries,  displacing  it  and  causing  some 
slate  to  fall  on  him,  mashing  him  through  the  chest,  causing  death. 

November  15th,  1907.  Wm.  R.  Bland,  Negro,  Kelleys  Creek  No.*l  Mine. 
Was  working  No.  33  room  on  straight  entry,  he  bored  the  hole  too  high 
in  the  roof  slate,  after  shooting  started  to-  load  his  car,  and  was  caught 
by  a  piece  of  the  slate  falling  near  the  face,  causing  numerous  cuts  about 
the  head,  left  eye  and  temple,  causing  death  that  night  at  the  Hospital. 

November  22nd,  1907.  James  Barger,  American,  Chesapeake  No.  3 
Mine.  Was  running  a  mining  machine  cutting  in  room  No.  1  main 
entry  in  drift  No.  2  the  coal  seemed  to  squeeze  and  as  the  machine  was 
undercutting,  the  coal  and  slate  broke  from  the  solid,  falling  on  him, 
causing  death. 

November  29th,  1907.  Lewis  Preto,  Italian,  United  Gas  Mine.  He  and 
two  other  persons  were  sent  to  take  down  some  loose  slate  at  a  room 
mouth  on  the  sixth  right  entry,  one  of  the  men  was  pulling  the  slate 
down,  he  told  the  victim  and  the  other  man  to  stand  back  while  he  was 
pulling  the  slate,  but  they  did  not  get  far  enough  away  and  the  slate 
that  fell  caught  Preto,  killing  him  instantly. 

November  30th,  1907.  Virgil  Woodrum,  American,  Davis  Mine.  This 
man  and  T.  J.  Weddington  were  working  in  No.  6  entry  on  the  morning 
of  the  accident  they  sounded  the  roof  as  usual,  and  thought  the  place 
perfectly  safe,  they  had  been  working  about  half  an  hour  when  a  piece 
of  slate  weighing  about  two  tons  fell  without  warning  on  Woodrum, 
mashing  his  head,  breast  and  shoulders,  killing  him. 

December  3rd,  1907.  Charley  Gallaway,  American,  Kayford  No.  1  Mine. 
He  was  working  as  helper  on  motor,  in  coming  out  of  the  slope  entry 
started  to  sand  the  rail  in  order  to  assist  in  getting  up  a  grade,  he  fell 
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or  was  jolted  off  and  run  over  breaking  and  lacerating  his  legs  causing 
death  instantly. 

December  7th,  1907.  Spurgen  Janney,  American,  Greenbrier  No.  3 
Mine.  Was  undercutting  the  coal  with  a  mining  machine  and  cut  into 
a"  surface  crack,  causing  the  coal  to  fall  on  him,  breaking  his  neck  and 
mashing  him  through  the  chest,  killing  him  instantly. 

January  16th,  1908.  Jasper  Mace,  American,  Bradley-White  Ash  Mine. 
This  young  man  had  been  in  the  employ  of  the  company  as  door  boy, 
three  days  previous  to  this  accident,  his  father  requested  that  his  son 
be  allowed  to  assist  him  as  miner  for  a  few  days,  the  request  was 
granted,  the  morning  of  the  accident  the  young  man  came  to  the  mine 
without  bis  father  and  ordered  a  car  to  be  put  in  his  room,  the  mine 
foreman  did  not  allow  the  car  to  be  placed  as  the  ycung  man  had  asked, 
at  the  same  time  telling  the  young  fellow  to  stay  out  of  the  room  until 
his  father  would  come  as  the  slate  needed  to  be  taken  down,  and  wished 
his  father  to  assist  in  doing  that;  the  boy  paid  no  attention  to  the 
instructions  but  went  into  the  room  and  started  to  work,  when  the  slate 
fell  on  him  and  is  supposed  killed  him  instantly. 

January  17,  1908.  John  Nelson,  American.  Belmont  Mine.  The  victim 
attempted  to  climb  on  the  trip  of  cars  outside  that  were  being  pushed 
by  the  motor  from  No.  4  drift,  he  lost  his  footing  by  slipping  from 
the  bumpers  of  the  car,  and  fell  under  the  car,  but  he  held  to  the  endgate 
until  the  car  was  pulled  back  off  his  body  which  was  done  instantly, 
breaking  a  leg  and  dislocating  a  shoulder  and  internal  injuries  causing 
his  death.  Nelson  was  a  driver  in  No.  3  drift,  and  came  out  to  ride  on 
the  motor;   which  was  against  the  rules  of  the  Company. 

February  19th,  1908.  Lloyd  Ferrell,  American,  West  Mine.  While  as- 
sisting his  father  in  digging  coai,  the  slate  fell  on  him  killing  him,  and 
slightly  injuring  his  father. 

March  24th,  1908.  Joe  Edmunds,  Negro,  Kellys  Creek  No.  1  Mine.  He 
went  into  a  place  that  was  posted  properly  and  knocked  a  post  out  and 
did  not  reset  it,  and  the  top  slate  fell  on  him,  causing  internal  injuries 
resulting  in  death  almost  instantly. 

April  7th,  190S.  French  Turley,  American.  Knickerbocker  Mine.  While 
loading  a  car  the  draw  slate  fell  on  him,  crushing  his  head  causing  death. 
Thomas  Young,  was  also  killed  in  this  accident. 

April  ]  1th,  1908.  Mark  Matheny,  American,  Acme  Mine.  While  con- 
structing the  tipple  of  the  above  mine,  ten  of  the  bents  had  been  raised 
and  were  getting  ready  to  put  on  the  stringers,  a  sudden  gust  of  wind 
came  causing  a  guy  wire  to  break  letting  all  of  the  ten  bents  fall,  John 
Rider  and  S.  S.  Derrick  were  with  Matheney  on  top,  two  of  them  jumped 
and  saved  their  lives,  Matheney's  skull  was  crushed  by  a  falling  timber 
causing  his  death. 

April  21st,  1908.  Jas.  Waters,  American,  Imperial  No.  1  Mine.  Was 
-working  around  a  fall  in  the  entry,  a  piece  of  the  top  coal  weighing 
about  500  lbs.  fell  on  him  causing  a  compound  fracture  of  left  leg  and 
crushed  through  the  body,  he  died  same  day  about  7.  P.  M.  from  internal, 
hemorrhage. 

June    19th,    1908.      Steve   Koavis,    Hungarian,   United    Gas    No.    1    Mine. 
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Was  working  in  room  No.  8.  first  right  entry  off  2nd  face  entry,  was 
making  an  undercut  from  the  centre  to  the  left  side,  and  not  spragging 
or  supporting  it  in  any  way  the  coal  fell  on  him,  mashing  his  head 
and  shoulders,  killing  him  instantly. 

PUTNAM  COUNTY. 

October  29th,  1907.  E'veret  Harmon,  American,  Plymouth  Mine.  Was 
pushing  a  car  loaded  with  timber  in  front  of  his  motor,  the  car  became 
derailed  and  caught  him  between  the  motor  and  car  causing  internal 
injuries,  on  November  3rd,  1907  he  died  from  blood  poison. 

December  4th,  1907.  William  Wolf,  American,  Black  Betsey  No.  1  Mine. 
This  man  was  an  outside  employe  on  the  river  tipple,  not  having  any 
work  on  this  day  he  went  into  the  mine  to  select  a  place  to  work  as  he 
had  decided  to  be  a  miner  during  the  winter  season,  while  coming  out 
■of  the  mine  riding  on  the  rear  end  of  the  motor,  was  caught  by  a  fall 
of  slate  crushing  his  body  causing  instant  death. 

March  23rd,  1908.  W.  B.  Bailey,  American,  Big  Otto  No.  2  Mine.  He 
had  been  ordered  to  take  down  some  draw  slate  about  two  days  ago  but 
neglected  to  do  so,  consequently  it  fell  on  him,  crushing  him  so  seriously 
that  it  caused  his  death. 

RALEIGH  COUNTY. 

July  19th,  1907.  Joseph  Chaslick,  Litvitch,  Beckley  Mine.  While  in 
the  act  of  pulling  down  some  slate  it  fell  on  him,  causing  his  death. 

August  10th,  1907.  John  Misor,  Polish,  Sprague  Mine.  While  at  work 
making  a  cut  the  slate  fell  on  him,  causing  internal  injuries  from  which 
he  died  on  August  12th  1907. 

August  15th,  1907.  Leon  Smith,  Negro,  Lanark  No.  3  Mine.  In  neglect- 
ing to  put  up  sufficient  number  of  props,  the  slate  fell  catching  him 
causing  internal  injuries  and  death.  The  mine  foreman  had  warned 
Mm  that  morning  to  use  plenty  of  timber. 

October  17th,  1907.  James  E.  Goodman,  Negro,  Eccles  No.  2  Sinking 
shaft.  While  descending  the  shaft  in  a  bucket  it  struck  a  platform 
throwing  him  out  and  clown  the  shaft,  killing  him  instantly. 

October  28th,  1907.  Frank  Ioconini,  Italian,  Eccles  Sinking  Shaft  No. 
1.  He  was  picking  down  some  clay  at  the  side  of  the  shaft  when  a  large 
piece  fell  on  him  knocking  him  down,  dislocating  his  back,  he  was  sent 
to  the  Sheltering  Arms.  Hospital  and  died  on  the  9th  day  of  December 
1907. 

December  14th,  1907.  Ira  Miller,  American,  Mabscott  Mine.  He  was 
a  driver  and  the  supposition  is  that  the  empty  care  became  derailed 
knocking  out  a  post  allowing  the  slate  to  fall  catching  the  boy  inside  the 
car,  his  neck  was  caught  on  the  edge  of  the  car  and  broken  causing  his 
death. 

January  10th,  1908.  Marshall  Busti,  Polish,  Cranberry  Mine.  This 
man  attempted  to  jump  from  cage  to  floor  of  tipple  after  the  cage  had 
started  to  descend  the  shaft,  and  was  caught  between  the  bonnet  of  the 
cage  and  the  tipple  floor  on  upper  landing  throwing  him  back  to  edge 
•of  cage  and  off  same  to  edge  of  shaft  at  lower  top  landing  thence  falling 


276  Annual  Report  of  [W.  Va» 

int  i  the  ehaft  and  to  bottom  of  same,  breaking  his  arms,  legs  and  back 
and   crushing  skull   killing  him. 

January  26th,  1908.  John  Dillon,  American,  Eccles  Sinking  Shaft  No. 
2.  He  was  moving  a  pump  in  the  shaft  and  fell  from  the  lodgement 
to  the  bottom  of  the  shaft  about  300  ft.  crushing  his  skull  and  body  caus- 
ing his  death. 

February  3rd,  1908.  Mike  Vyviol,  Polish,  Price  Hill  Mine.  While 
making  a  cut  in  coal  a  piece  of  slate  known  as  a  "Kettle  Bottom"  fell 
without  any  warning  striking  him  on  the  body  crushing  out  his  life. 

February  18th,  1908.  R.  H.  Kenkead,  American,  Raleigh  No.  3  Mine. 
A  mining  engineer,  was  extending  points  in  a  heading  that  had  been  idle 
for  three  days,  the  slate  had  become  loose  and  not  making  the  proper 
examination  the  slate  fell  on  him  breaking  right  leg,  was  sent  to  the 
Hospital  and  died  on  the  21st  day  of  February,  1908. 

March  3rd,  190S.  Geo.  Gorscoe,  Polish,  Graham  Mine.  While  loading 
a  car  with  coal  some  slate  fell  on  him  and  broke  his  neck,  causing  death. 

March  9th,  1908.  John  Wipish,  Polish,  Mabscott  Mine.  Was  mining 
under  a  piece  of  slate  at  the  face  of  room,  in  neglecting  to  remove  this 
slate  it  fell  on  him  bruising  and  dislocating  his  back,  he  was  taken  to  the 
McKendree   Hospital  where  he  died  on  March   23rd,   1908. 

March  11th,  1908.  Mike  Kapeski,  Polish,  Price  Hill  Mine.  Was  under 
mining  on  the  second  left  entry,  when  slate  fell  on  him  crushing  his 
skull  and  body,  causing  his  death. 

April  11th,  1908.  Joseph  E.  Smith,  Eccles  Shaft  No.  2.  A  piece  of 
slate  fell  from  the  side  of  shaft  striking  him  mashing  through  chest  and 
fracturing  skull,  taken  to  Hospital  and  on  April  14th  1908  he  died. 

June  5th,  1908.  Frank  McLaughlin,  American,  Raleigh  No.  6  Mine. 
While  riding  on  motor  in  mine  he  was  caught  between  the  motor  and  a 
low  place  in  the  top  rolling  him  between  the  motor  and  top  coal  causing 
his  death  in  about  ten  minutes. 

June  10th,  1908.  James  Paul,  English,  Skelton  Mine.  Was  working 
in  room  No.  3  off  second  left,  when  about  lOOOlbs.  of  slate  fell  on  his. 
head  and  chest  crushing  him  so  seriously  as  to  cause  instant  death. 

LOGAN   COUNTY. 

December  17th  1907.  Henry  I.  Fitch,  American,  Island  Creek  No.  3 
Mine.  An  electrician,  was  tightening  a  bolt  on  the  centre  box  of 
an  excentric  shaft,  his  coat  was  caught  between  pinion  and  motor  shaft 
and  a  gear  wheel  on  main  shaft  which  pulled  him  through  the  machine 
cutting  his  right  arm  off  at  the  shoulder,  to  save  himself  he  took  hold 
of  the  gear  wheel  with  his  left  hand  and  it  was  taken  through  the  machine 
breaking  this  arm  in  three  places,  his  body  was  drawn  under  main  shaft 
and  his  clothing  so  tightly  wound  around  same  that  it  took  about  seven 
minutes  to  extricate  him,  the  machine  was  stopped  as  soon  as  it  could  be 
done,  he  died  that,  evening  about  one  hour  and  forty  minutes  after  the- 
accident. 

January  17th,  1907.  Mont  Epling,  American,  Draper  Mine.  He  with 
another   man  had  been   shooting  slate   in   the   forenoon,   and  went  back 
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in  the  afternoon  to  finish  up  and  load  what  they  had  done,  in  passing 
around  a  track  they  were  loading,  a  large  piece  of  slate  fell  on  him, 
killing  him  almost  instantly. 

May  21st,  1908.  Mike  Pentock,  Slavish,  Cora  Mine.  He  was  working 
on  the  truck  about  150  feet  inside  the  mine,  his  head  came  in  contact  with 
the  electric  trolley  wire,  which  gave  him  such  a  shock  that  it  caused  his 
death,  although  there  were  no  marks  or  burns  of  any  kind  to  be  dis- 
covered on  him,  it  is  thought  that  he  had  heart  trouble  and  the  shock 
even  if  light  caused  his  death. 

MINGO  COUNTY. 

July  2nd,  1907.  A.  C.  M.  Kinster,  American,  Commercial  No.  1  Mine. 
Was  killed  by  a  fall  of  slate. 

July  22nd,  1907.  Jno.  B.  Vargo,  Hungarian,  Thacker  No.  3  Mine. 
Was  killed  by  a  fall  of  slate. 

July  31st,  1907.  Chas.  Coleman,  American,  Marvin  Mine.  Was  working 
as  machine  helper  under  some  sand  stone,  after  cutting  about  two  feet 
under  face  of  coal  a  seam  appeared,  and  a  piece  of  sandstone  fell  on  him 
breaking  his  neck,  mashing  his  head  and  shoulders  causing  instant 
death. 

August  14th,  1907.  Hayes  Rollins,  Negro,  Margaret  No.  1  Mine.  Was 
driving  two  mules  pulling  one  car,  he  got  off  on  the  ground  to  whip  mules, 
they  started  up  briskly  in  his  attempt  to  get  on  the  front  bumper  of  car 
he  missed  his  footing,  the  car  knocked  him  down  and  ran  over  him 
killing  him  instantly. 

October  10th,  1907.  Joseph  Jones,  American,  Thacker  No.  3  Mine.  This 
man  and  another  person  was  sent  into  No.  8  right  entry  to  clean  slate, 
they  said  the  place  was  dangerous  but  were  working  under  this  slate 
when  it  fell  striking  Jones  killing  him. 

October  14th,  1907.  Edward  Burgraff,  American,  Marvin  Mine.  He  had 
just  fired  two  shots  in  the  coal  under  the  slate  and  was  picking  the  coal 
when  a  piece  of  slate*  fell  on  him,  crushing  his  back,  stomach  and  bowels, 
causing  his  death  on  October  16th,  1907. 

October  30th.  1907.  Charley  Milar,  American,  Merrimac  Mine.  Was 
making  a  cut  on  some  pillar  work  in  Varney  entry,  he  got  up  from 
the  machine  walked  back  a  short  distance  from  the  place  they  were 
working  when  the  slate  fell  on  him  killing  him. 

November  4th,  1907.  P.  O.  Holt,  American,  Lingohocken  Mine.  He 
along  with  another  person  was  drawing  pillars,  and  were  working  the 
loose  end  of  a  stump;  Neff,  his  partner,  was  setting  a  prop  that  had 
been  knocked  down  by  a  shot,  when  the  rock  fell  and  caught  Holt  with- 
out any  warning,  making  internal  injuries  from  which  he  died. 

June  8th,  1908.  Thomas  Kimbler,  Howard  Mine.  He  was  loading 
coal  from  under  draw  slate  and  was  stopped  loading  by  the  Mine  fore- 
man who  told  him  to  do  some  propping,  and  he  promised  to  do  so,  but 
in  about  ten  minutes  the  slate  fell  on  Kimbler  breaking  his  spinal  cord 
and  one  leg,  causing  his  death.  His  son  Willie  was  non-fatally  injured 
in  this  accident. 
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Mcdowell  county. 

July  11th,  1907.  Wm.  Munsey,  American,  Berwind  No.  iy-2  Mine. 
He  was  told  in  the  morning  to  go  up  third  right  entry  and  look  the  place 
over,  when  up  to  No.  4  room  saw  a  man  hunting  some  one  to  look  at  the 
top  which  was  working;  Munsey  went  up  to  the  face  of  this  room,  the 
loader  warned  him  to  stand  back  but  he  went  directly  under  the  rock 
which  fell  on  him,  crushing  his  head  and  killing  him. 

July  12th,  1907.  Arthur  Reed,  Negro,  Page  mine.  After  making  a 
shot  he  was  shoveling  some  spralls  out  of  the  way  when  the  slate  fell  on 
him,   breaking  his  neck  and   other   injuries  causing  his   death. 

July  15th,  1907.  Mike  Oliskie,  Slavish,  Bottom  Creek  Mine.  Was  work- 
ing as  slate  man  on  No.  10  entry,  and  was  employed  in  pulling  down 
some  draw  slate  next  to  the  face  of  No.  61  room  and  it  fell  on  him,  frac- 
turing his  skull,  breaking  neck  and  leg  and  causing  death. 

July  lGth,  1907.  John  Popp,  Hungarian,  Lick  Branch  Mine.  After 
cutting  through  a  breakthrough  into  an  old  entry  the  slate  fell  on  him, 
breaking  his  back  causing  death. 

July  20th,  1907.  Charley  Davis,  Negro,  Arlington  Mine.  He  and 
his  partner  were  undermining  their  coal  when  a  "kettle  Bottom"  fell  on 
Davis  fracturing  right  side  of  skull,  and  fracture  of  left  leg  at  ankle, 
from  which  he  died. 

July  22nd,  1907.  Lee  Viniston,  Negro,  Algoma  Mine.  A  door  boy, 
ran  after  and  caught  at  some  cars,  that  were  going  up  the  entry  he  struck 
the  brake  which  knocked  him  down  rolling  him  between  the  rib  and  car, 
crushing  him  to  death  instantly. 

July  22nd,  1907.  Robt.  Hatcher,  Negro,  Indian  Ridge  Mine.  His  part- 
ner told  him  to  put  up  two  props  to  make  the  place  safe,  while  loading 
coal,  instead  of  doing  this  he  took  his  pick  and  began  pulling  at  some 
slate,  when  it  began  to  fall  he  ran  under  it  instead  of  standing  still;  it 
fell  on  him  crushing  his  head  and  body  causing  his  death. 

July  26th,  1907.  John  Neagu,  Roumanian,  Pulaski  Mine.  Was  work- 
ing under  some  loose  slate  a  piece  of  which  fell  on  him  breaking  his 
neck  and  back  from  which  he  died.  He  had  been  been  requested  to  set 
some  props  but  neglected,  it. 

July  27th,  1907.  Arthur  Bryant,  American,  United  States  No.  1  mine. 
Was  a  driver  and  was  found  under  a  car  with  his  head  crushed,  and 
nearly  severed  from  his  body;  he  was  riding  on  the  front  of  a  motor  trip 
of  seventeen  cars,  and  must  have  fallen  off  and  caught  under  the  cars, 
as  he  was  found  dead  after  the  motor  had  stalled. 

August  23rd,  1907.  Green  Burleson,  American,  Houston  No.  2  Mine. 
After  shooting  two  shots  in  order  to  get  some  slate  down  and  was  prepar- 
ing to  shoot  again  'the  slate  fell  on  him,  breaking  his  back  and  caus- 
ing other  injuries  from  which  he  died. 

August  23rd,  1907.  Louis  Steele,  Negro,  Algoma  Mine.  While  cutting 
the  side  of  an  entry  to  make  room  for  a  parting  slate  fell  on  him  frac- 
turing left  forearm  and  right  thigh,  on  August  26th,  1907.     He  died. 

September  6th,  1907.  Joseph  Benick,  Greek.  Elk  Ridge  Mine.  Was 
caught  under  a  fall  of  slate,  and  Idled  instantly. 
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September  6th,  1907.  Toder  Saptka,  Russian,  United  State  No.  1  Mine. 
He  was  loading  a  car  when  some  slate  fell  on  him,  breaking  his  back 
causing  his  death  in  one  hour  after  the  accident. 

September  8th,  1907.  Geo.  Cundiff,  Negro,  Bottom  Creek  Mine.  Along 
with  some  others  was  employed  in  shooting  down  and  clearing  away  some 
slate;  he  was  told  by  the  foreman  to  be  careful  and  keep  away,  in  re- 
turning too  soon  after  a  shot  had  been  fired  was  caught  by  the  falling 
slate  bruising  his  back,  and  internal  injuries,  was  sent  sent  to  the  Hospital 
at  Welch  and  died  on  the  10th  of  September,  1907. 

September  2Gth,  1907.  R.  C.  Crutchfield,  American,  Empire  Mine.  In 
attempting  to  stop  a  motor  from  running  into  motor  house,  ran  into  a 
work  bench  in  rear  end  of  the  house  and  was  squeezed  between  the 
motor  and  bench,  receivbing  a  serious  injury  from  which  he  died  on 
September  29th,  1907. 

September  27th,  1907.  John  Horwat,  Hungarian,  United  States  No.  1 
Mine.  Was  taking  up  track  to  clean  a  fall  when  slate  fell  on  him  break- 
ing his  neck,  and  back  broken  in  two  places,  causing  his  death. 

October  4th,  1907.  Samuel  Collier,  Negro,  Tidewater  Mine.  He  was 
coining  out  with  driver  in  a  car  at  10th  cross  entry  the  car  ran  upon 
a  slate  fall  and  stopped  the  mule,  while  there  the  slate  began  to  fall  the 
driver  seeing  it  start,  ran  back  up  the  entry  but  Collier  remained  in  the 
car  and  was  killed. 

October  5th,  1907.  Andrew  Maruski,  Hungarian,  Pulaski  No.  1  Mine. 
While  employed  in  this  mine  as  a  miner  on  No.  5  pillar  No.  1  room, 
a  fall  of  slate  struck  him  breaking  his  neck,  killing  him  almost  instantly. 
October  8th,  1907.  Joe  Marci,  Italian,  McDowell  Mine.  He  was  taking 
down  slate  when  the  fall  started;  he  ran  under  instead  of  away  from  it 
and  was  struck  by  the  slate  causing  internal  bleeding  which  caused  his 
death  on  October  29th,  1907. 

October  12th,  1907.  Mance  Chapman,  American,  Norfolk  Mine.  He 
was  employed  as  a  helper  on  track,  but  at  the  time  of  this  accident  was 
helping  unload  a  car.  of  ties,  when  a  piece  of  slate  fell  on  him  breaking 
his  spine  and  inflicting  other  injuries,  which  resulted  in  his  death. 

October  14th,  1907.  Wm.  Barksdale,  Negro,  Powhatan  Mine.  Was 
working  in  room  No.  6  on  No.  4J4  cross  entry  in  west  mine,  had  loaded 
two  cars  and  was  boring  a  hole  to  shoot,  when  the  slate  fell  on  him, 
mashing  his  head   and   body  killing  him. 

October  15th,  1907.  Steve  Sekerty,  Hungarian,  United  States  No.  1 
Mine.  This  man  had  fired  a  shot,  and  went  back  into  the  place,  started 
to  work  when  slate  fell  on  him,  breaking  leg  and  inflicting  internal  in- 
juries from  which  he  died. 

October  19th,  1907.  J.  C.  Leach,  American,  Berwind  No.  1  Mine.  Was 
moving  mining  machine  from  one  place  to  another  in  walking  around 
the  machine  his  pants  leg  was  caught  in  machine  sprocket  which  badly 
lacerated  the  leg  between  the  knee  and  thigh;  was  taken  to  Welch  Hos- 
pital where  he  died  on  October  22nd  from  blood  poison. 

October  21st,  1907.  Lawrence  Hardy,  American,  United  States  No.  12 
Mine.  After  putting  three  sticks  of  dynamite  in  a  hole  and  tamping 
same,  he  used  a  short  fuse  to  ignite  it.     He  was  about  fifteen  feet  away 
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when  it  exploded  burning  his  face  and  chest;    was  sent  to  the  Hospital 
where  he  died  on  October  28th,  1907. 

October  25th,  1907.  George  Smith,  Negro,  Empire  Mine.  Was  en- 
gaged in  taking  out  a  pillar  on  No.  14  entry.  He  was  told  to  set  a  prop 
and  that  the  slate  would  have  to  come  down  before  track  could  be 
layed;  he  disputed  this  and  said  the  place  was  alright,  just  then  this 
slate  started  to  work  and  fell  on  him  killing  him. 

November  2nd,  1907.  Frank  Shawmline,  United  States  No.  4  Mine.  He 
was  working  in  main  haulage  heading  loading  up  slate;  a  piece  of  slate 
that  was  shattered  and  he  tried  to  pull  it  down  but  did  not  succeed,  and 
resumed  his  work,  and  in  the  act  of  shoveling  that  piece  of  slate  fell  on 
him,  breaking  pelvis  bone  and  rupturing  bladder  causing  his  death  on 
the  13th  day  of  November,  1907. 

November  5th,  1907.  Ed  Harmon,  Negro,  Eureka  Mine  .  Was  digging 
coal  when  a  lot  of  slate  that  had  broken  behind  the  face  of  coal  fell  on 
him  causing  instant  death. 

November  5th,  1907.  Joe  Grenite,  Italian,  Bottom  Creek  Mine.  While 
working  as  a  slate  hand  was  caught  by  a  fall  of  slate  near  the  face  of 
No.  11  entry,  breaking  his  neck.  Carmello  Sterraggi,  and  Antonio  Jar- 
dine,  Italians,  were  also  killed  in  this  accident;  there  were  two  non- 
fatally  injured  also. 

November  7th,  1907.  Joseph  Kantor,  German,  United  States  No.  1 
Mine.  Was  working  in  right  parallel  to  No.  2  haulway  cleaning  out  a 
corner  in  the  face  of  the  coal,  in  doing  this  he  released  some  slate, 
known  as  a  "Kettle  Bottom"  and  it  fell  on  him  striking  his  head  fractur- 
ing the  skull  and  breaking  his  jaw,  killing  him. 

November  7th,  1907.  James  Cocus,  Hungarian,  Berwind  No.  1  Mine. 
Was  pushing  a  mine  car  into  room,  it  became  derailed  ran  against  a  prop 
and  knocked  it  out  causing  the  slate  to  fall  on  him,  smothering  him  to 
death. 

November  19th,  1907.  John  Carter,  Negro,  Lynchburg  Mine.  He  was 
putting  a  cut  in  No.  11  cross  entry;  had  it  in  about  two  feet  when  a 
slab  of  coal  fell  from  the  face  on  him,  mashing  his  head,  killing  him. 
Had  insurance,  $50.00. 

November  22nd,  1907.  Peter  Sious,  Russian,  Angle  Mine.  He  was 
working  in  room  No.  13  and  came  in  contact  with  the  electric  wire  which 
burned  his  left  side  and  hands;  he  lived  about  ten  minutes  after  the 
shock,  he  had  been  cautioned  not  over  ten  minutes  before  not  to  touch 
the  wires. 

November  22nd,  1907.  Andrew  Gee,  Negro,  Pulaski  Mine.  This  man 
was  dropping  several  cars  from  parting  to  the  entry,  and  either  jumped 
off  or  fell  off  and  was  rolled  between  the  car  and  rib,  crushing  his. chest 
and  pelvis  from  which  he  died. 

Novembef  25th,  1907.  Beverly  Cecil,  Negro,  United  States  No.  G  Mine. 
He  and  Horris  Coleman  were  together  in  1st  left  off  1st  left  off  main, 
driving  a  heading  towards  3rd  left,  after  finishing  their  days'  work 
went  outside  to  blacksmith  shop  to  get  their  tools  sharpened;  they  then 
returned  to  their  working  place  and  commenced   mining  without  taking 
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down  the  draw  slate,  the  slate     fell  on  Cecil  crushing  his  body  killing 
him. 

November  30th,  1907.     Nathan  Browning,  American,  United  States  No. . 
7  Mine.    This  boy's  job  consisting  of  oiling  cars  and  going  errands  for  the 
tipple  men,  in  his  attempt  to  catch  an  empty  car  that  was  leaving  the 
kickback  and  missed  his  footing  and  fell,  and  the  car  ran  over  him  mash- 
ing his  body  causing  death. 

December  3rd,  1907.  Isaac  Shannon,  Negro,  Page  Mine.  He  was  brake- 
man  or  coupler  for  motor'man  Pettus,  when  the  motorman  started  the 
trip  he  looked  back  to  see  if  the  cars  were  coupled  and  if  Shannon  was 
nagging  him  or  not,  when  he  had  gone  about  three  hundred  feet  he 
stopped  and  Shannon  nagged  me  ahead;  I  pushed  back  close  to  where  the 
cars  were  first  standing;  I  stopped  and  saw  that  I  was  not  against  the 
cars;  I  proceeded  farther  down  and  coupled  the  cars  and  I  was  told  Shan- 
non had  been  killed;  he  no  doubt  was  coupling  the  cars  and  was  squeezed 
breaking  his  neck  and  fracturing  a  leg. 

December  13th,  1907.  Henry  Corington,  Negro,  Jed  Mine.  This  man 
along  with  Willie  Walker  and  eight  other  men  were  being  hoisted  out 
of  the  Jed  Shaft,  the  engineer  not  stopping- cage  at  the  proper  landing 
but  proceeded  on  up  throwng  eight  men  into  the  coal  chute  uninjured, 
but  Carington  and  Walker  jumped  off  back  end  of  the  cage  and  fell  down 
into  the  shaft,   killing  ihem  instantly. 

December  16th,  1907.  Theodore  Rauch,  Irish,  Shamokin  Mine.  After 
making  a  shot  he  commenced  to  load  a  car,  had  almost  finished  it  when 
some  top  coal  fell  on  him  causing  his  death  before  he  reached  the  out- 
side. 

December  27th,  1907.  Marion  Morella,  (F.  Armour)  Italian,  King 
Mine.  This  man  was  pushing  cars  to  rope  at  the  bottom  of  slope,  when 
a  car  that  had  been  standing  on  the  slope  siding  ran  down  and  caught 
him  between  the  bumpers,  fracturing  three  ribs  on  left  side  and  two  ribs 
on  right  side  from  which  he  died  January  1st,  1908. 

December  30th,  1907.  Jas.  Roscoe,  Roumanian.  Berwind  No.  1  Mine. 
About  two  o'clock  in  the  morning  this  man  and  his  partner  were  pre- 
paring a  couple  of  shots,  Roscoe  had  a  box  with  dynamite  caps  laying 
open  on  his  leg,  his  partners  light  went  out  and  he  struck  a  match 
to  light  it  again,  throwing  the  match  from  him;  it  fell  into  this  box  of 
caps  and  caused  them  to  explode,  crushing  and  lacerating  his  thigh  caus- 
ing death  about  three  hours  later. 

January  3rd,  1908.  Wm.  Poindexter,  Negro,  United  States  No.  3  Mine. 
Was  riding  on  second  car  from  front  end  of  trip  coming  to  tipple  laying 
flat  on  his  back,  his  feet  hanging  between  the  cars,  the  cars  were  going 
at  a  lively  speed  when  they  struck  the  switch  and  left  the  track  which 
threw  him  off,  coal  falling  on  him  injuring  him  about  the  kidneys  and 
bladder;  he  was  taken  home,  and  on  the  12th  was  sent  to  Welch  Hos- 
pital where  he  died  on   January  17th,   1908. 

January  3rd,  1908.  Jno.  Gilgy — Big  Sandy  Mine.  While  mining  coal 
some  slate  fell  on  him  crushing  his  breast;  was  sent  to  the  hospital  at 
Welch  and  died  shortly   after  arriving. 

January   10th,    1908.     Robt.    Thomas,    Negro,    Turkey   Gap   Mine.      Was 
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letting  a  car  clown  on  the  coke  track,  the  brake  chain  broke,  he  fell  in 
front  of  the  car  and  it  ran  over  him,  killing  him  instantly. 

January  17th,  1908.  Steve  Warmick,  Russian,  Turkey  Gap  Mine.  He 
got  on  the  rear  end  of  a  mine  car  to  ride  out  to  the  entry,  the  car  left 
the  track  and  knocked  out  a  prop  allowing  the  slate  to  fall  which 
struck  him,   causing  his   death. 

January  22nd,  1908.  Paul  Smelka,  Slavish,  United  States  No.  6  Mine. 
He  had  probably  been  at  work  thirty  minutes  mining  his  coal  when  a 
piece  of  slate  about  5'x2%'x5"  fell  striking  him  on  the  head  fracturing: 
his  skull  causing  his  death  before  they  could  get  him  to   his  home. 

January  27th,  1908.  Andy  Veto,  Hungarian,  United  States  No.  G  Mine. 
Was  working  in  room  No.  7  in  fifth  right  on  1st  left  haulage  entry,  try- 
ing to  take  down  some  slate,  but  only  succeeded  in  getting  a  part,  he  went 
out  to  the  entry  to  eat  his  dinner,  when  through  he  returned  .to  the 
working  place  and  started  to  pull  down  slate,  when  it  fell  catching  him 
under  it  crushing  his  skull  causing  death,  was  insured  for  $800.00. 

January  29th.  1908.  Toney  Valent,  Italian,  Ashland  Mine.  While  he 
was  oiling  an  empty  mine  car  at  the  mouth  of  the  mine  did  not  notice  a 
loaded  car  that  was  coming  out  of  the  mine  and  was  caught  injuring  his 
leg,  mashing  it  so  as  amputation  may  be  necessary,  was  taken  to 
Welch  Hospital  January  31st,  1908,  after  amputating  his  leg  he  died  on 
February  1st,  1908. 

January  29th,  1908.  James  Witcher,  American,  United  States  No.  2 
Mine.  This  man  was  looking  for  work  had  seen  the  mine  foreman  but 
did  not  start  to  work  that  day,  he  afterwards  went  in  the  "L"  entrance 
and  up  the  heading  as  far  as  4th  butt  "L"  he  stopped  with  the  flagman 
for  several  hours,  when  the  driver  came  out  to  switch  he  wanted  to 
stop,  and  Witcher  in  assisting  to  set  brakes  was  caught  between  the 
car  and  rib  and  crushed  about  chest  and  hips,  causing  his  death. 

February  4th,  1908.  J.  A.  Turner,  American,  Marytown  Mine.  Was; 
a  door  keeper  in  the  mine,  a  motor  and  trip  of  fifteen  cars  had  passed 
through  the  door  way  at  9th  right  where  this  man  wass  standing,  the 
motorman  felt  that  the  train  was  pulling  hard,  he  stopped  went  back 
and  stumbled  over  the  body  of  the  victim  about  nine  cars  from  the 
front,  he  had  been  dragged  about  two  hundred  feet;  he  was  badly  cut 
up  and  dead  when  picked  up;  do  not  know  how  he  came  to  be  caught 
as  no  one  saw  him. 

February  6th,  1908.  Steve  Tokots,  Italian,  Indian  Ridge  Mine.  He- 
had  undermined  and  shot  one  side  of  room,  leaving  the  other  half  open 
ended.  He  then  began  undermining  the  other  part  without  putting  a 
sprag  under  to  hold  up  the  loose  end,  the  coal  being  loosened  by  the  shot 
already  fired,  caused  it  to  roll  over  on  him,  fracturing  his  skull  and 
crushing  his  body,  killing  him. 

February  19th,  1908.  Michael  Thomasaistah.  Slavish,  United  States 
No.  1  Mine.  While  trimming  a  room  in  main  south,  put  in  a  cut  and 
fired  a  shot  and  commenced  to  load  his  coal,  when  about  loaded  the  fire 
boss  came  and  examined  his  place  and  instructed  him  to  take  down 
some  slate  which  he  promised  to  do  as  soon  as  he  finished  the  car,  but 
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before  he  was  done,  the  slate  fell  breaking  his  legs  and  crushing  through 
chest,   killing  him   instantly. 

February  22nd,  1908.  Jeff  Slegle,  American,  Page  Mine.  Was  killed 
in  the  mine  by  a  fall  of  slate. 

February  22nd,  1908.  Frank  Goodman,  American,  J.  B.  B.  No.  3  Mine. 
Had  just  fired  a  slate  shot  and  thought  the  gob  was  making  a  noise, 
but  it  was  the  slate  and  it  fell  on  him,  fracturing  right  forearm  and  in- 
juring his  back,  was  taken  to  the  miners  Hospital  where  he  died 
on  March   19th,   190S. 

February  24th,  1908.  Cornelius  Lazal,  Hugarian,  Empire  Mine.  While 
at  face  of  No.  G  diagonal  entry  loading  a  car,  slate  fell  on  him,  crushing 
his  chest  and  back  killing  him. 

March  4th,  1908.  Frank  Kellar,  Negro,  United  States  No.  3  Mine. 
He  was  putting  a  brake  on  car,  and  pulled  up  tight,  then  it  let  loose 
and  turned  over,  was  pulled  off  cars,  bones  of  right  pelvis  fractured  and 
probably  rupture  of  the  bladder,  was  taken  to  miners  Hospital  at 
Welch,  March  5th,  where  he  died  while  being  put  on  the  operating 
table. 

March  10th,  1908.  John  Pickett,  American,  Upland  Mine.  This  man 
was  lying  track  in  No.  60  room  on  9th  cross  entry,  was  pulling  some 
spikes  from  an  old  cross  tie  that  was  near  the  face  of  room,  when  slate 
fell  on  him  breaking  his  neck,  causing  death. 

March  18th,  1908.  Mike  Mockshin,  Russian,  Beech  Bottom  Mine. 
He  was  making  an  undercut  in  room  No.  69  on  9th  entry  when  coal 
fell  on  him  killing  him,  was  found  by  the  driver  on  returning  to  his 
room  with  an  empty  car. 

March  18th,  1908.  Mike  Sakerchuck,  Russian,  Turkey  Gap  Mine.  A 
piece  of  coal  fell  from  face  of  room  on  him,  killing  him. 

March  31st,  1908.  Charley  Switch,  Hungarian,  Houston  No.  2  Mine. 
He  was  mining  coal  in  No.  28  cross  entry,  the  cut  did  not  pull  good,  and 
after  loading  up  what  loose  coal  he  had  down  fired  three  more  shots 
into  it  failing  again  to  pull  it  down,  he  commenced  shearing  rib  after 
being  told  by  his  partner  that  he  would  get  hurt,  when  about  a  ton 
of  coal  rolled  over  and  caught  him  between  coal  and  car,  that  was  standing 
in  place,  bruising  his  right  cheek  and  side  of  neck,  and  a  contused  back 
and  other  injuries.  He  was  taken  _  to  the  Welch  Hospital  and  died  on 
April  8th,  1908. 

April  14th,  1908.  Joe  Walker,  Negro,  Turkey  Gap  Mine.  He  was  told 
to  take  the  draw  slate  down,  but  failed  to  obey  orders  he  kept  on 
working  when  it  fell  on  him  killing  him. 

April  18th,  1908.  John  Barney,  Negro,  Ashland  Mine.  While  at 
work  on  No.  10  pillar  on  second  cross  Wheeling,  the  slate  fell  on  him 
killing  him  instantly,  failed  to  place  the  necessary  props  as  he  was 
ordered  by  the  Mine  foreman  was  the  cause  of  the  accident. 

April  20th,  1908.  John  Sabbo,  Hungarian,  Crozer  No.  1  Mine.  This 
man  had  cut  through  and  was  taking  the  back  end  of  a  stump  of  coal, 
the  slate  fell  on  him  mashing  his  head,  breaking  his  arms  and  collar 
bone  and  body  mashed,  killing  him,  neglect  in  setting  props  when  ordered 
was  the  cause  of  the  accident. 
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April  21st,  1908.  Mike  Orwida,  Hungarian,  United  States  No.  1  Mine. 
After  having  loaded  his  car  his  partner  commenced  mining  in  left 
corner,  while  he  was  setting  some  posts,  when  a  horseback  of  slate  fell 
catching  him  under  it  causing  his  death. 

May  1st,  1908.  Jon  Kohl,  Polish,  Jed  Mine.  Was  working  on  an  entry 
when  a  kettle  bottom  fell  on  him,  killing  him. 

May  8th,  1908.  Wm.  Brown,  Negro,  Houston  No.  2  Mine.  He  and  Sandy 
Wooten  were  drawing  back  no.  13  pillar  on  No.  9  Butt  cross  entry,  in 
shifting  their  empty  car  they  lifted  front  end  off  the  track  so  as  to  not 
let  a  loaded  car  that  was  to  pass  strike  it,  Brown  did  not  take  nonce 
of  what  had  been  told  him  to  keep  out  of  the  way  when  the  driver  came 
with  the  loaded  car,  it  struck  the  empty  car  throwing  the  end  of  it  around 
and  caught  Brown  between  the  car  and  prop,  killing  him  almost  instantly. 

May  11th,  1908.  Pontello  Baronchuk,  Russian,  Delta  Mine.  He  went 
from  his  No.  5  room  into  another  room  to  assist  another  miner,  and 
was  caught  by  a  piece  of  draw  slate  about  3'x3'x3"  thick,  breaking  his 
back  and-  fracturing  left  leg,  was  sent  to  Welch  Hospital  and  died  on 
June  10th,   1908. 

May  20th,  1908.  Steve  Schloskey,  Hungarian,  United  States  No.  10 
Mine.  While  at  work  with  C.  C.  Woods,  had  finished  loading  a  car  and 
was  taking  down  some  loose  coal  from  face  when  slate  fell  on  the  de- 
ceased, cutting  off  the  top  of  his  head  and  left  arm  nearly  off,  killing 
him,  they  had  examined  the  slate  previous  to  loading  the  car  and  it 
seemed  to  be  alright. 

May  22nd,  1908.  Joe  Bryat,  Italian,  Angle  Mine.  This  man  was  a  driver 
and  was  on  No.  3  entry  with  a  loaded  car,  and  ran  against  a  driver  coming 
out  of  an  air  course  with  a  loaded  car,  had  he  been  on  the  rear  of  car 
instead  of  the  front  end  he  would  not  have  been  hurt,  as  it  was  he 
received  a  broken  leg  and  internal  injuries  that  caused  his  death  a  few 
hours  after  the  accident. 

June  2nd,  1908.  Peter  Totten,  Hungarian,  Empire  Mine.  While  under- 
cutting a  piece  of  coal  that  was  loose  on  all  sides  but  one  it  fell  on 
him,  crushing  and  causing  his  death,  he  had  been  warned  by  three 
persons,  one  being  his  foreman  to  not  work  under  it,  but  he  persisted 
and  suffered  the  results. 

June  3rd,  1908.  James  McDowell,  Negro,  Twin  Branch  Mine.  He  was 
working  as  a  helper  to  the  drum  runner,  stepping  back  struck  an  electric 
wire  with  his  shoulder  and  was  knocked  to  the  ground  dead. 

June  5th,  1908.  Harry  Brown,  Negro,  Roanoke  Mine.  He  was  riding 
on  front  car  going  into  the  mine,  when  jumping  off  he  either  fell  or 
stumbled  in  front  of  the  car  which  ran  over  him  breaking  his  neck 
left  shoulder  and  fracturing  four  ribs  and  possibly  internal  injuries 
causing  his  death. 

June  6th,  1908.  Joe  Muluke,  Italian,  United  States  No.  8  Mine  Tipple. 
There  were  two  440  volt  wires  on  the  outside  of  the  tipple  that  were  not 
insulated,  this  man  reached  out  of  the  tipple  window  and  took  hold  of  both 
wires  with  his  hands,  which  killed  him  instantly,  this  was  an  uncalled 
for  act  as  his  work  was  at  another  part  of  the  tipple. 

June   Sth,    1908.     Ed.    Thomas,    American,    United    States   No.    5   Mine. 
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This  man  and  his  partner  were  working  in  heading  parallel  to  1st  left, 
when  they  heard  the  roof  working,  they  both  went  out  but  Thomas  went 
back  to  cut  the  slate  loose  and  it  fell  on  him,  breaking  his  neck  and 
killing  him. 

June  9th,  1908.  Knop  Tarasink,  Russian,  Delta  Mine.  The  mine  fore- 
man took  this  man  and  his  helper  to  No.  46  room  upper  third  entry  to 
lay  a  turn,  they  sounded  the  roof  and  pronounced  it  safe,  about  four 
hours  afterwards  a  piece  of  slate  C  3"  long  4'wide  and  8"  thick  fell  on  him, 
killing  him  instantly. 

June  9th,  1908.  Eugene  Lewis,  American,  Crozer  No.  2  Mine.  This 
man  was  bailing  water,  for  some  unknown  reason  he  got  on  the  electro 
motor  that  was  there  for  the  purpose  of  taking  out  the  water  cars  after 
they  were  filled,  he  put  one  hand  on  the  motor  and  the  other  one  on  the 
Hoop  of  the  trolley  pole  and  the  electric  shock  killed  him  instantly. 

June  13th,  1908.  Steve  Olszewske,  Polish,  Shawnee  Mine.  He  had  shot 
brake  and  rib  shot,  but  left  a  part  of  the  rib  standing  and  started  to 
load  the  car  when  the  balance  fell  on  him,  dislocating  left  ankle  and 
sustained  internal  injuries,  was  sent  to  Hospital  at  Welch  where  he  died 
on  June  24th,  1908. 

June  16th,  1908.  Filbert  Abbott,  Negro,  King  Mine.  He  was  making 
a  cut  and  his  partner  heard  the  slate  cracking  and  warned  him  to  get 
from  under  it,  that  it  was  dangerous,  he  did  not  go  quick  enough  and  the 
slate  fell  on  him,  fracturing  his  skull  killing  him. 

June  26th,  190S.  John  Duke,  Greek,  United  States  No.  4  Mine.  He 
and  his  brother  were  loading  a  car  with  coal,  this  man  was  on  the  right 
hand  side  next  to  the  track  when  some  slate  fell  on  him,  breaking  his 
neck  and  back  killing  him. 

June  26th,  1908.  Maron  Cehenuk,  Russian,  Delta  Mine.  Was  working 
on  stump  at  No.  4  cross  entry,  and  was  caught  by  some  slate  falling  on 
him,  breaking  both  legs  and  his  neck,  killing  him. 

June  29th,  1908.  Whitney  Fullen,  Negro,  Peerless  Mine.  Had  finished 
loading  a  car  and  the  driver  pulled  it  out  of  the  breakthrough,  Fullen 
started  to  scrape  up  some  loose  coal  when  a  piece  of  slate  fell  on  him, 
crushing  through  pelvis  and  he  only  lived  two  hours. 

WYOMING  COUNTY. 
April   22nd,  1908.     John   Hauck,  and   Charley  Scott,  Rich  Knob  Mine. 
These  men  were  killed  by  a  powder  explosion,  no  details  were  given. 

MERCER  COUNTY. 

August  16th,  1907.  H.  L.  Farley,  American,  Booth-Bowen  Mine.  While 
he  and  his  partner  were  putting  down  some  rails  (or  jumpers)  to  get 
the  cars  near  the  face  of  the  room,  a  kettle  bottom  fell  on  Farley  striking 
the  back  of  his  head  crushing  his  skull,  causing  his  death. 

September  19th,  1907.  Carlo  Mariano,  Italian.  Weyanoke  Mine.  He 
was  not  an  employe  of  the  Company,  and  the  mine  foreman  did  not 
know  he  was  in  the  mine,  a  piece  of  draw  slate  fell  and  killed  him. 
Michael  Angelo  was  non-fatally  injured  in  this  accident. 

November  28th,  1907.  W.  M.  Johnson,  Negro,  Pawama  Mine.  This  man 
was  taking  out  a  stump,  while  he  was  boring  a  "hole  under  a  piece  of  slate, 
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the  slate  fell  on  him  killing  him  instantly,  another  case  of  carelessness 
in  not  making  the  place  secure. 

February  11th,  1908.  Alex  Pullom,  Negro,  Mill  Creek  Mine.  While 
pulling  down  some  top  coal  that  was  loose  it  fell  on  him  fracturing  skull, 
and  left  thigh  causing  his  death,  if  he  had  used  a  bar  instead  of  a 
pick  to  pull  down  this  coal  he  might  not  have  gotten  hurt. 

March  13th,  1908.  Felix  Sanders,  American,  Mill  Creek  Mine.  He 
had  taken  up  some  bottom  coal  leaving  the  top  brow,  he  then  put  a  shot 
in  the  left  rib,  which  failed  to  pull  the  coal,  then  he  put  in  another  shot 
from  the  face,  this  one  also  failed  to  do  the  work,  he  then  started  to 
load  his  car  under  the  brow  when  it  fell  killing  him  instantly. 

June  8th,  1908.  Andy  Kuski,  Slavish,  Buckeye  "South  Mine.  He  was 
working  in  room  No.  9  off  of  4th,  cross  entry  off  of  Simmons  entry,  as  the 
top  of  this  room  was  unsafe,  the  mine  foreman  put  him  in  another  place 
to  work,  in  the  evening  he  returned  to  the  unsafe  place  and  started  to 
work,  when  the  slate  fell  on  him  killing  him. 


CONDITION  OF  THE  MINES. 


MINE    INSPECTORS. 


James  W.   Paul,  Chief  of  the  Department  of  Mines,  Charleston. 


FIRST  DISTRICT. 
R.  S.  LaRue,  Inspector,  Fairmont. 

SECOND   DISTRICT. 
F.  E.  Parsons,  Inspector,  Clarksburg. 

THIRD    DISTRICT. 
John    F.    Bratt,    Inspector,    Independence. 

FOURTH  DISTRICT. 

*Edward   V.    Byrne   Inspector,    Elkins, 
J.  A.  Springer,  Inspector,  Flemington. 

FIFTH  DISTRICT. 
Earl  A.  Henry,  Inspector,  Clifton. 

SIXTH  DISTRICT. 
Bonner  H.   Hill,   Inspector,  Chelyan. 

SEVENTH  DISTRICT. 
Win.   Warner,   Inspector,   Charleston. 

EIGHTH  DISTRICT. 
J.  A.   Straughan,  Inspector,  Thurmond. 

NINTH  DISTRICT. 
John  Phillips,  Inspector,  Beckley. 

TENTH  DISTRICT. 
D.  R.   Phillips,  Inspector,   Bramwell. 

ELEVENTH  DISTRICT. 
James  G.  Boyd,   Inspector,   Bluefield. 

TWELFTH  DISTRICT. 
Patrick  A.  Grady,  Inspector,  Huntington. 


*Edward  V.  Byrne,  Inspector,  until  March  1st,  1908. 
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FIRST    DISTRICT. 


GENERAL  SUMMARY  OF  THE  FIRST  MINING  DISTRICT  FOR   THE 
YEAR  ENDING  JUNE  30 TH,  1908. 
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Office  of  the  First  District  Mine  Inspector. 

Fairmont,  W.  Va.,  Sept.  2G,  1908. 

Hon.  J.  W.  Paul, 

Chief  of  Department  of  Mines. 
Charleston,  W.  Va. 

Dear  Sir: — I  herewith  submit  to  you  my  annual  report  as  Inspector 
of  Mines  for  the  First  District  of  West  Virginia,  for  the  year  ending 
June  30,  1908.  There  are  54  mines  in  this  district,  and  I  am  glad  to  say 
there  has  been  considerable  improvement  in  conditions  of  quite  a  number 
of  these  mines  during  the  last  year,  in  the  way  of  better  drainage  and 
better  ventilation. 

I  am  also  pleased  to  report  to  you  that  there  has  been  some  improve- 
ment in  all  the  mines  in  my  district,  that  were  in  operation  during  the 
last  year.  The  operators  and  mine  officials  also  seem  to  realize  more 
and  more  the  importance  of  keeping  their  mine  in  first  class  condition. 
With  a  few  exceptions  the  mining  laws  have  been  complied  with. 

I  regret  to  report  that  some  violations  have  occurred,  and  it  became 
necessary  to  have-  a  few  arrested  and  fined.  Most  of  the  violations 
was  the  use  of  an  inferior  grade  of  miners'  oil  in  the  mines.  A  great 
many  of  the  men  working  in  the  mines  are  foreigners,  and  do  not  under- 
stand the  meaning  of  our  laws.  They  seem  fo  be  a  very  ignorant  class 
of  men  in  their  own  language. 

There  have  been  six  new  openings  made  in  this  district  this  year,  one 
in  Marshall  County,  Bituminous  No.  1  shaft,  410  feet  deep,  and  five 
in    Marion    County,    namely,    Dakota    Shaft    at    Rivesville,    Dakota    Coal 
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&  Coke  Co.,  Little  Harry  No.  1  and  No.  2,  drift,  Harry  B.  Coal  Company, 
Monongah,  Elizabeth,  Drift,  Pittsburg  Steam  Coal  Company,  Catawba, 
Drift,  Catawba  Coal  &  Coke  Company. 

One  serious  disaster  occurred  during  the  year,  namely,  the  explosion 
at  the  two  Monongah  Mines,  No.  G  and  No.  8,  on  December  6,  1907, 
in  which  359  persons  were  killed,  as  stated  in  my  former  report  to  you 
of  this  disaster.  It  is  my  opinion  that  the  trip  of  nineteen  loaded  cars 
that  broke  loose  and  ran  down  the  nine  per  cent  grade  into  No.  G  mine, 
a  distance  of  one  thousand  feet,  wrecking  at  the  bottom  of  No.  6  slope, 
and  coming  into  contact  with  the  electric  wires  at  that  point  caused  the 
disaster.  It  is  my  opinion  that  in  the  absence  of  electricty  this  disaster 
would  not  have  occurred. 

There  have  been  a  few  other  fatal  and  non-fatal  accidents  during  the 
year  from  various  causes  incident  to  coal  mines,  reports  of  which  I  have 
sent  you. 

In  conclusion  I  want  to  thank  you  for  your  able  counsel  and  kind 
courtesy  to  me  during  the  past  year.  I  also  wish  to  thank  the  employers 
and  employes  in  my  district  for  their  kindness  to  me  during  the  past 
year. 

I  am  very  respectfully  yours, 

R.  S.  LiaRue, 

Mine  Inspector,  1st.  District. 


Fairmont,  Sept.  26,  1908. 
Hon.  J.  W.  Paul, 

Chief  of  Department  of  Mines, 
Charleston,  W.  Va. 
Dear   Sir:— I   herewith   submit   to   you    some   recommendations   that   I 
am  in  favor  of  having  become  a  law  for  the  bettering  of  conditions  in 
coal  mines  in  West  'Virginia: 

1st.     Machine    cuttings    to    be    throughly    dampened    before    shots    are 
fired  and  before  dust  is  loaded  out. 

2nd.     All  roads  in  the  mine  to  be  kept  free  of  coal  and  dust  by  loading 
out  same  after  watering. 

3rd.     No  shots  to  be  fired  while  men  are  in  the  mine,  except  by.  per- 
mission   of   District  Mine   Inspector. 
4th.     No  shooting  from  the  solid. 

5th.     The  absolute  prohibition  of  electricity  in  all  gaseous  mines. 
6th.     I   would   also   recommend    the   exclusive   use   of  safety   lamps   in 
all  mines  in  the  state. 

7th.     For  violation  of  the  above,  imprisonment  in  the  penitentiary  for 
a  period  of  not  less  than  five  years. 

Respectfully  submitted, 
R.  S.  La  Rue. 


The  last  two  series  numbers  indicate  the  Inspector's  number  of  the 
mipe  while  the  number  or  numbers  preceding  them  indicate  the  number 
of  the  district  in  which  the  mine  is  located,  Viz1:  115  indicates  the  first 
district  and  number  15  mine. 
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CONDITION    OF   THE   MINES    IN    THE    FIRST    DISTRICT. 

HANCOCK   COUtfTi, 

MARQUETTE  COAL  COMPANY. 

Series  No.  101.  No.  Jt  Mine. — This  mine  is  situated  en  Harden  Run, 
three  miles  east  of  New  Cumberland.  They  are  operating  the  upper 
Freeport  coal  on  the  double  entry  system.  The  coal  is  delivered  to  the 
P.  C.  C.  &  St.  L.  R.  R.,  over  a  branch  road  three  miles  long,  by  an  engine 
owned  by  the  Marquette  Coal  Company.  Ventilation  is  produced  by  a 
furnace  and  is  good.  A  good  quality  of  oil  is  used  for  illuminating 
purposes.  All  powder  is  carried  into  the  mines  in  5  lb.  cans.  The 
openings  to  this  mine  meets  the  requirements  of  the  mining  laws.  The 
company  is  arranging  to  erect  a  fan  at  their  mine.  A  map  of  this 
mine  has  been  furnished  this  office  as  required  by  law.  Rules  were 
posted.  Blankets  and  stretchers  kept  on  hand.  The  main  heading  in 
this  mine  was  driven  1100  feet  through  solid  rock  before  striking  coal. 

This  is  a  beautiful  mine  and  the  coal  is  of  splendid  quality. 
C.  F.  WAGONER,  Supt.  WM.  GILMORE,  Mine  Foreman. 

Series  No.  102.  Marquette  No.  5  Mine. — Located  on  Harden  Run,  two 
miles  east  of  New  Cumberland.  They  are  operating  the  upper  Freeport 
coal  on  the  double  entry  system.  The  coal  is  delivered  over  a  branch 
road,  a  distance  of  two  miles  to  the  P.  C.  C.  &  St.  L.  R.  R.  by  an 
engine  owned  by  the  Marquette  Coal  Co.  Ventilation  is  produced  by  a 
furnace  and  is  good.  All  coal  is  mined  with  picks.  A  good  quality  of 
oil  was  found  in  use.  Powder  is  taken  into  the  mine  in  five  pound  cans. 
Rules  were  posted.  Blankets  and  stretchers  kept  on  hand.  This  is  an 
old  mine  and  will  soon  be  worked  out. 
C.  F.  WAGONER,  Supt.  WM.  LIDYARD;  Mine  Foreman. 

M.   M.    CULLEN,    OPERATOR. 
Series  No.  103.     Porter  No.  1  Mine. — Drift,  not  in  operation. 

BROOKE  COUNTY. 
LEWIS-FINDLEY  COAL   COMPANY. 

Series  No.  104.  Locust  Grove  Mine. — Located  on  P.  C.  C.  &  St.  L. 
R.  R.,  two  miles  south  of  Collier  station.  It  is  a  drift  mine,  operating 
the  Pittsburg  seam  of  coal  on  the  double  entry  system.  The  ventilation 
is  produced  by  a  fan  and  two  furnaces.  The  ventilation  is  fairly  good. 
The  roof  of  the  mine  in  some  sections  is  not  good  but  is  fairly  well 
timbered.  Powder  is  carried  into  the  mine  in  5  lb.  cans.  Oil  used  for 
illuminating  purposes  was  found  to  be  fairly  good.  The  second  open- 
ing meets  the  requirements  of  the  mining  laws.  The  coal  is  cut  with 
Jeffrey  Electric  Chain  Machines.  Maps  have  been  furnished  this  office. 
Blankets  and  stretchers  kept  on  hand  at  the  mine.  Coal  is  hauled  from 
the  mine  with  Jeffrey  10  ton  motors. 
PETER  NEIL,  Supt.  CHARLES  MOUNTAIN,  Mine  Foreman. 
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LA  BELLE  IRON  WORKS. 

Series  No.  105.  La  Belle  SJiaft  Mine. — This  shaft  mine  is  in  operation 
at  Steubenville,  Ohio.  The  shaft  is  in  Jefferson  County,  Ohio.  The 
mine  extends  under  the  Ohio  River  into  Brooke  County,  W.  Va.  Depth 
of  shaft  to  surface  landing  is  198  feet.  They  are  operating  the  upper 
Freeport  vein  of  coal  on  the  double  entry  system.  Explosive  gas  is  found 
in  the  mine  and  the  mine  is  threatened  with  destruction  from  the  fact 
oil  and  gas  wells  are  being  drilled  through  it.  The  coal  is  cut  with 
Jeffrey  Electric  Chain  Machines,  and  hauled  to  shaft  bottom  by  Jeffrey 
motors.  Maps  have  been  furnished  this  office.  Blankets  and  stretchers 
kept  on  hand  at  the  mine.  Rules  are  posted.  All  inspections  have  been 
made  in  company  with  Mr.  Ebenezer  Jones,  the  Ohio  Mine  Inspector. 
Open  lights  are  used.  A  fair  quality  of  oil  was  found  in  use  in  the 
mine. 

P.  J.  HARRIGAN,  Supt.  W.  J.  LAFERTY,  Mine  Foreman. 

JOSEPH  CHADWICK,  Fire  Boss. 

REX  CARBON  COAL  COMPANY. 

Series  No.  106.  No.  1  Mine. — This  mine  is  located  on  Cross  Creek, 
on  the  Wabash  Pittsburg  Terminal  R.  R.,  six  miles  northeast  of  Wellsburg. 
Is  a  drift  opening,  operating  the  Pittsburg  seam  of  coal  oh  the  double 
entry  system.  The  roof  is  good,  consisting  of  a  hard,  black  slate.  The 
coal  is  hauled  from  the  mine  with  Jeffrey  Motors  and  delivered  to  tipple 
over  an  incline  250  ft.  by  rope. 

Ventilation  is  produced  by  a  fan  and  is  good.  This  mine  is  inclined  to 
be  dry,  and  the  dust  is  of  a  highly  explosive  nature.  Great  care  has 
to  be  taken  in  this  respect.  Some  bad  oil  was  found  in  use,  and  the 
guilty  parties  were  arrested.  Coal  is  cut  with  Jeffrey  Electric  Chain 
Machines.  All  powder  is  carried  in  to  the  mine  in  5  lb.  cans.  Map  of 
the  mine  has  been  furnished  this  office.  Blankets  and  stretchers  are 
kept  at  the  mine.  Rules  are  posted. 
ARCHIE  DONALDSON,  Supt.  WM.  GULLEY,  Mine  Foreman. 

A.  GILCHRIST  <£•   SONS. 

Series  No.  107.  Gilchrist  Mine. — This  mine  is  located  on  the  P.  C. 
C.  &  St.  L.  R.  R.,  one  mile  north  of  Lazerville  It  is  a  drift  opening, 
operating  the  Pittsburg  seam  of  coal  on  the  double  entry  system.  Ventila- 
tion is  produced  by  a  furnace  and  is  fairly  good.  All  coal  is  mined  with 
picks  and  hauled  out  with  mules  and  delivered  to  R.  R.  over  an  incline 
1050  feet  long.  Rules  were  posted.  Blankets  and  stretchers  kept  at  the 
mine.  The  oil  in  use  was  found  to  be  of  a  good  quality.  A  map  of 
this  mine  has  been  furnished  this  office. 
A.  GILCHRIST,  Supt.  W.  T.  GILCHRIST,  Mine  Foreman. 

LA  BELLE  COAL  COMPANY. 

Series  No.  108.  Lewis  No.  1  Mine. — This  mine  is' located  on  the  P.  C. 
C.  &  St.  L.  R.  R.  at  the  southern  extremity  of  Wellsburg.  This  mine 
is  a  drift  mine  operating  the  Pittsburg  seam  of  coal  on  the  double  entry 
system.     Ventilation  is  produced  by  a  furnace  and  is  only  fairly  good. 
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Drainage  is  only  fairly  good.  The  second  opening  is  only  fairly  good. 
Rules  were  posted.  Blankets  and  stretchers  kept  at  the  mine.  The  oil 
in  use  was  found  to  be  of  fairly  good  quality.  The  coal  is  cut  with 
electric  chain  machines  and  hauled  out  with  electric  motors  and  delivered 
to  R.  R.  by  incline  1025  ft.  long. 
O.  L.  MARQUET,  Supt.  WILSON  HOLMES,  Mine  Foreman. 

BEECH  BOTTOM  COAL  COMPANY. 

Series  No.  109.  Beech  Bottom  No.  1  Mine. — This  mine  is  located  on 
the  P.  C.  C.  &  St.  L.  R.  R.,  6  miles  south  of  Wellsburg.  It  is  a  drift 
mine  operating  the  Pittsburg  seam  of  coal  on  the  double  entry  system. 
Ventilation  is  produced  by  a  Robinson  fan,  and  is  good.  Drainage  is 
good.  All  powder  is  carried  into  the  mine  in  5  lb.  cans.  The  oil  used 
is  good.  Rules  were  posted.  Blankets  and  stretchers  kept  at  the  mine. 
The  coal  is  undercut  by  use  of  chain  machines  and  hauled  out  with  motors 
and  delivered  to  the  railroad  by 'incline  1800  feet  long. 

This  is  a  nice  mine  and  is  capable  of  producing  a  large  output  of  coal 
when  in  full  operation.     The  quality  of  the  coal  seems  to  be  very  good. 
The  second  opening  is  lawful. 
ELMER  HOUGH,  Supt.  W.  E.  WALLACE,  Mine  Foreman. 

OHIO  COUNTY. 
RICHLAND  COAL  COMPANY. 

Series  No.  110  Richland  Mine. — This  mine  is  located  two  miles  north 
of  Wheeling  on  the  P.  C.  C.  &  St.  L.  R.  R.  It  is  a  drift  mine  operated 
on  the  double  entry  system  in  the  Pittsburg  seam  of  coal.  Ventilation 
is  produced  by  a  fan,  and  is  only  fairly  good.  Drainage  is  fairly  good. 
The  second  opening  is  only  fairly  good.  Recommendations  have  been 
made  in  regard  to  second  openings.  All  powder  is  carried  into  the  mine 
in  5  lb.  cans.  The  oil  in  use  is  good.  Blankets  and  stretchers  are  kept 
at  the  mine.  .The  coal  is  undercut  with  electric  chain  machines,  and 
hauled  out  with  Jeffrey  Electric  Motors  and  delivered  to  R.  R.  over 
an  incline  250  ft.  in  length.  Rules  were  posted.  Maps  of  this  mine  have 
been  furnished  this  office. 
PAUL  LEONARD,  Supt.  WM.  NIXON,  Mine  Foreman. 

ELM  GROVE  COAL   COMPANY. 

Series  No.  111.  Elm  Grove  Shaft  Mine. — This  mine  is  located  at  Elm 
Grove,  on  the  B.  &  O.  R.  R.,  5  miles  east  of  Wheeling.  It  is  operated 
in  the  Pittsburg  vein  of  coal  on  the,  double  entry  system.  It  is  ventilated 
by  a  fan  and  ventilation  is  good.  All  powder  is  carried  into  the  mine  in 
5  lb.  cans.  The  oil  used  for  illuminating  purposes  is  good.  Maps  of  this 
mine  have  been  furnished  this  office.  The  second  opening  meets  the 
requirements  of  the  mining  laws.  Blankets  are  kept,  also  stretchers 
are  kept  at  the  mine.  The  coal  is  mined  by  Jeffrey  Chain  Mining  Ma- 
chinees,  hauled  to  the  shaft  bottom  by  Jeffrey  Electric  Miotors.  Depth 
of  shaft  65  ft. 
J.  B.  CHAMBERS,  Supt.  ALBERT  EIKEY,  Mine  Foreman. 
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JOCHUM   d    COMPANY. 
Series  No.  112.     Central  Mine. — This  mine  is  not  in  operation. 
JOHN  JOCHUM,  Supt. 

WHEELING  STEAM  COAL  COMPANY 

Series  No.  113.  Wheeling  Steam  Mine. — This  mine  is  located  in  East 
Wheeling,  on  Wheeling  and  Lake  Erie  R.  R.  It  is  a  drift  mine,  operating 
the  Pittsburg  vein  of  coal  on  the  double  entry  system.  Ventilation  is 
produced  by  furnace,  and  was  fairly  good.  Drainage  fairly  good.  All 
powder  is  carried  in  5  lb.  cans.  A  fair  quality  of  oil  was  found  in  use. 
No  map  of  this  mine  has  been  furnished  this  office.  The  mine  was 
worked  out  and  abandoned  some  months  after  1  began  inspections  in  this 
district. 
PAUL  LEONARD,   Supt,  ALBERT  ROSE,   Mine  Foreman. 

REYMANN  BREWING  COMPANY. 

Series  No.  114.  Manchester  Mine. — This  mine  is  located  in  East  Wheel- 
ing, on  the  Lake  Erie  R.  R.  It  is  a  drift  mine,  operated  on  the  double 
entry  system.  Ventilation  is  produced  by  a  fan,  and  is  good.  The  main 
entry  is  driven  through  the  hill.  Drainage  is  good.  Powder  is  carried 
in  the  mines  in  5  lb.  cans.  A  good  quality  of  oil  is  used.  Maps  have 
been  furnished  this  office.  Rules  were  posted.  All  coal  is  mined  with 
picks.  No  blankets  or  stretchers  are  kept  at  these  mines.  All  mines  in 
the  city  limits  use  the  ambulance  in  case  of  accidents  to  any  of  the 
■  persons  employed. 
C.  C.  SCHMIDT,  Supt.  JOHN  DONAHUE,  Mine  Foreman. 

WHITTAKER-GLESSNER  COMPANY. 

Series  No.  115.  Carter  Mine.— This  mine  is  in  East  Wheeling,  on  the 
Wheeling  and  Lake  Erie  R.  R.  It  is  a  drift  mine,  operated  on  the 
double  entry  system.  Ventilation  is  produced  by  a  fan  and  is  good. 
Powder  is  carried  in  the  mine  in  5  lb.  cans.  A  good  quality  of  oil  is 
used.  The  second  opening  is  in  fairly  good  condition.  Maps  have  been 
furnished  this  office.  Rules  were  posted.  The  City  Ambulance  is  used 
in  place  of  stretcher,  in  case  of  accidents  to  any  person  employed. 
W.  H.  KAISLEY,  Supt.  WM.  MAGRUDER,  Mine  Foreman. 

LA   BELLE  IRON   WORKS. 

Series   No.   116.     La   Belle  Mine. — This   mine   is   located    on   the   South 
side  of  Caldweyy's  Run,  in  South  Wheeling.    This  mine  did  not  come  under 
my  jurisdiction  this  year. 
P.  J.  HARRIGAN,  SUPT.  W.  H.  BLOUCHIN,  Mine  Foreman. 

J.   S.   CREIGHTON. 

Series  No.  117.     Creighton  Mine. — This  mine  is  located  near  Elm  Grove,, 
and  is  operating  the  Pittsburg  seam  of  coal. 
'This  mine  did  not  come  under  my  jurisdiction  this  year. 
J.   S.  CREIGHTON,   Supt.  DANIEL   SHAW,   Mine  Foreman. 
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PETER  STORCH  &  SONS. 
Series   No.    118.     Storch   Mine. — This   mine   does   not   come    under   the 
jurisdiction  of  the  Mining  laws. 
PETER  STORCH,  Supt.  and  Mine  Foreman. 

MARSHALL  COUNT1. 
BOGGS    RUN  MINING   &    MANUFACTURING    COMPANY. 
Series  No.   119.     Boggs  Run  Mine. — This  mine  is  located  on  the  B.  & 
O.  R.  R.  in  Benwood.     It  is  a  drift  mine  operating  on  the  double  entry 
system,  in  the  Pittsburg  coal     Ventilation  is  produced  by  a  fan  and  is 
not  good.     The  oil  in  use  in  the  mine  was  of  a  fair  quality.     Drainage 
fairly  good.     The  second  opening  is  in  fairly  good  condition  only.     This 
is  an  old  mine  and  they  are  retreating,  bringing  what  coal  they  can  get 
from  the  interior  as  they  come  out.     All  coal  is  mined  with  picks  and 
hauled  out  by  a  rope,    A  map  of  this  mine  has  been  furnished  this  office. 
No  blankets  or  stretchers  are  kept   at  the   mine.     The  City   Ambulance 
used  in  case  of  accidents  to  any  one  employed  at  the  mine. 
PHILIP  KUNTZ,  Supt.  EUGENE  MILLER,  Mine  Foreman. 

WHEELING  STEEL  &  IRON  COMPANY. 
Series  No.  120.  Benwood  Mine. — This  mine  is  located  on  the  B.  &  O. 
at  Benwood.  It  is  a  drift  mine,  operated  on  the  double  entry  system,  in 
the  Pittsburg  coal.  Ventilation  is  produced  by  a  fan  and  is  fairly  good. 
Drainage  is  good.  The  second  opening  to  this  mine  is  in  fairly  good 
condition.  Quite  an  amount  of  work  is  being  done  in  this  mine  in  the 
way  of  repairs  and  cleaning  it  up.  Powder  is  carried  into  the  mine  in 
5  lb.  cans.  The  oil  used  is  good.  All  coal  is  cut  by  electric  chain 
machines  and  hauled  out  by  an  electric  motor.  Rules  are  posted.  Maps 
have  been  furnished  this  office.  The  City  Ambulance  comes  at  once  for 
any  one  who  may  get  hurt  at  the  mine.  No  blankets  or  stretchers  are 
kept  at  the  mine. 
C.  DAWSON,  Supt.  WM.  TURXBULL,  Mine  Foreman. 

HITCHMAN  COAL  &  COKE  COMPANY. 
Series  No.  121.  Hitchman  Mine. — This  mine  is  located  on  the  B.  &  O. 
R.  R.,  at  the  southern  extremity  of  Benwood.  This  mine  is  operating 
the  Pittsburg  coal  on  the  double  entry  system.  The  coal  is  reached  by 
a  slope  800  feet  long.  Ventilation  is  produced  by  a  fan  and  is  good. 
Some  explosive  gas  is  given  off  in  this  mine.  The  mine  has  an  electric 
equipment.  The  coal  is  hauled  up  the  slope  to  the  tipple  by  endless  rope. 
Outside  is  a  steep  trestle  1000  feet  long.  At  the  end  is  a  coaling  station 
used  for  coaling  engines.  The  bin  at  this  station  holds  1000  tons.  All 
powder  is  carried  into  the  mine  in  5  lb.  cans.  A  good  quality  of  oil 
is  used  in  the  mine.  Maps  of  this  mine  have  been  furnished  this 
office.  The  second  opening  meets  with  the  requirements  of  the  mining 
laws.  Quite  an  amount  of  work  has  been  done  in  this  mine  this  year, 
in  the  way  of  cleaning  it  up,  and  building  overcast,  and  enlarging  the 
air  courses.  Blankets  and  stretchers  are  kept  at  the  mine. 
E.  C.  PICKETT.  Supt.  JOHN  HULL,  Mine  Foreman. 

CHARLES  ERIG,  Fire  Boss. 
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GLENDALE    COAL    COMPANY. 

Series  No.  122.  Glendale  Shaft  Mine.— This  mine  is  located  at  Glendale, 
on  the  B.  &  O.  R.  R.  It  is  a  shaft  mine  90  feet  deep  and  is  operating 
the  Pittsburg  coal  on  the  double  entry  system.  Ventilation  is  produced 
by  a  fan  and  is  only  fairly  good,  owing  to  the  bad  condition  of  the  main 
air  course  to  this  mine.  Quite  an  amount  of  cleaning  up  has  been  done 
in  this  mine  in  the  last  year,  and  quite  an  amount  remains  to  be  done. 
Powder  is  carried  into  the  mine  in  5  lb.  cans.  The  oil  used  is  fairly  good. 
Maps  have  been  furnished  this  office.  Blankets  and  stretchers  are  kept 
at  the  mine.  Rules  are  posted. 
E.  C.  PICKETT,  Supt.      MIKE  FREEMAN,  Mine  Foreman  and  Fire  Boss. 

MOUND  COAL  COMPANY. 

Series  No.  123.  Mound  City,  or  Moundsville  Shaft.— This  shaft  mine 
is  165  feet  deep  and  is  located  on  the  B.  &  O.  R.  R.,  at  the  northern 
extremity  of  Moundsville.  It  is  operating  the  Pittsburg  coal  on  the 
double  entry  system.  Ventilation  is  produced  by  a  fan  and  is  only  fairly 
good.  The  old  workings  in  this  mine  have  been  abandoned,  and  a  new 
block  of  coal  near  the  shaft  bottom  is  being  opened  up.  Drainage  is 
fairly  good.  The  oil  used  is  fairly  good.  Rules  are  posted.  Blankets 
and  stretchers  are  kept  at  the  mine.  The  second  opening  meets  the 
requirements  of  the  mining  laws. 

PETER   LOWTHER,    Supt. 

WM.  H.  LOWTHER,  Mine  Foreman,  and  Fire  Boss. 

BITUMINOUS    COAL    COMPANY    OF    AMERICA. 

Series  No.  124.  Bituminous  Shaft  Mine. — Is  located  one  mile  north- 
oast  of  Moundsville  on  Parr's  Run.  This  mine  is  operating  the  Pittsburg 
coal.  Shaft  is  410  feet  deep.  The  mine  is  ventilated  by  a  Jeffrey  Fan, 
and  the  ventilation  is  good.  There  is  but  one  opening  to  this  mine. 
•The  number  of  men  in  this  mine  is  kept  below  20  persons.  A  second 
opening  to  this  mine  has  been  recommended.  Considerable  gas  is  given 
off  in  the  mine.  All  powder  is  carried  into  the  mine  in  5  lb.  cans.  The 
oil  used  is  of  a  fairly  good  quality.  The  mine  is  equipped  with  electric 
machinery.  Rules  are  posted.  Blankets  and  stretchers  are  kept  at  the 
mine. 
O.  K.  WARD,  Supt.  JOHN  DUTY,  Mine  Foreman  and  Fire  Boss. 

PANAMA.    COAL   MINING    COMPANY. 

Series  No.  125.  Panama  Shaft.— 186  feet  deep.  Is  located  one  mile 
south  of  Moundsville  on  ■  Graves  Creek,  operating  the  Pittsburg  coal. 
Ventilation  is  produced  by  a  Robinson  fan,  and  is  good.  Drainage  is  good. 
A  fair  quality  of  oil  is  used.  The  second  opening  meets  the  require- 
ments of  the  mining  laws.  All  powder  is  carried  into  the  mines  :n  5 
lb.  cans.  Maps  have  been  furnished  this  office.  Rules  are  posted. 
Blankets  and  stretchers  are  kept  at  the  mine.  Some  explosive  gas  is 
given  off  in  the  mine,  but  it  is  well  taken  care  of.  The  output  of  coal  from 
the  mine  has  been  small  the  last  year  from  the  fact  that  a  flood  of  water 
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washed  out  the  bridge  on  the  branch  railroad  leading  into  the  mine  and 
the  coal  had  to  be  conveyed  across  the  stream  in  buckets  on  a  system 
of  ropes.     The  company  is  rebuilding  the  bridge  at  present.    * 
O.  K.  WARD,  Supt.  JAMES  EXTON,  Mine  Foreman  and  Fire  Boss. 

MARION   COUNTY. 

GEORGES  CREEK  COAL  &  IRON  COMPANY. 

Series  No.  12G.  Chatham  Shaft,  No.  1  Mine — Located  at  Farmington, 
on  the  B.  &  O.  R.  R.  Wheeling  Division.  Shaft  is  255  feet  deep. 
Ventilation  is  produced  by  one  25  foot  fan  and  one  22  foot  fan,  and  is  good. 
The  mine  is  equipped  with  a  large  compressed  air  plant,  and  all  machines 
and  pumps  in  the  mine  are  run  by  air.  These  air  lines  are  attached 
to  the  water  lines  outside  of  the  mine  and  the  mine  is  thoroughly  watered 
at  the  face  of  all  the  working  places  at  night,  whenever  needed.  A 
system  that  I  would  recommend  in  all  mines  that  are  piped  for  air. 
The  coal  is  hauled  to  the  bottom  of  the  shaft  by  means  of  endless  rope. 
The  second  opening  meets  the  requirements  of  the  mining  laws.  Safety 
powder  is  used  exclusively  and  should  be  in  all  gaseous  mines.  Safety 
lamps  are  used  exclusively.  Competent  shot  firers  are  employed.  Fire 
bosses  are  on  duty  day  and  night  in  the  mine.  This  mine  has  a 
capacity  of  2500  tons  per  day  of  nine  hours.  It  is  a  beautiful  mine 
and  is  well  taken  care  of.  Rules  are  posted.  Blankets  and  stretchers 
are  kept  on  hand  at  the  mines.  Maps  are  furnished  promptly.  Consider- 
able explosive  gas  is  given  off  in  this  mine. 

N.  J.  STOCKTON,   Supt.  MAX  QUENON,  Mine  Foreman. 

MARSH  DEEPER,  MIKE  CAPLET,  AND  H.  T.  HALD,  Fire  Bosses. 

GEORGES  CREEK  COAL  &  IRON  CO. 

Series  No.  127.  Chatham  Shaft  No.  2  Mine. — Located  at  Farmington,  on 
the  B.  &  O.  R.  R.,  Wheeling  Division.  It  is  now  sunk  to  the  lower  or  Pitts- 
burg coal  and  is  used  as  an  air  intake  for  Chatham  Shaft  No.  1.  It  is 
also  used  for  hoisting  the  men  up  and  letting  them  down  into  No.  1  shaft 
workings.  The  Sewickley  coal  is  operated  in  this  shaft  at  a  depth  of  130 
feet,  but  is  not  operated  at  the  present  time. 
N.  J.  STOCKTON,  Supt.  MAX  QUENON,  Mine  Foreman. 

FAIRMONT   COAL    COMPANY. 

Series  No.  128.  Shaft  Mine. — This  shaft  mine  is  located  one  mile  north 
of  Fairmont,  on  the  B.  &  0.  R.  R.,  Grafton  and  Wheeling  Division. 
Depth  of  shaft  123  feet.  Operating  the  Pittsburg  coal  on  the  double  entry 
system.  Ventilation  is  produced  by  fan,  and  is  good.  Explosive  gas  is 
given  off  in  this  mine.  Flameless  powder  is  used.  All  shots  are  fired 
by  competent  shot  firers.  Open  lights  are  used.  The  oil  used  in  the 
mine  for  illuminating  purposes  was  found  to  be  good.  Coal  is  mined  by 
use  of  electric  chain  machines  and  hauled  to  shaft  bottom  by  motors. 
Maps  have  been  furnished  this  office.     Blankets  and  stretchers  are  kept 
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at  the  mine.     The  second  opening  meets  the  requirements  of  the  mining 
laws.     This  mine  is  being  well  taken  care  of  at  the  present  time. 
J.  J.  BRENNAN,  Supt.  S.  R.  FBTTY,  Mine  Foreman. 

C.  E.  SI  DWELL, 
WALTER  GRIFFITH  and 
C.  D.  WERNER,  Fire  Bosses. 

DAKOTA  COAL  &  COKE   COMPANY. 

Series  No.  129.  Dakota  Shaft  Mine. — This  mine  is  located  two  miles 
north  of  Fairmont,  on  the  Paw  Paw  Branch  of  the  B.  &  O.  R.  R.  It  is  a 
shaft  90  feet  deep,  newly  sunk,  and  is  not  yet  in  operation.  It  will  in 
future  operate  Sewickley  vein,  which  is  of  a  very  fine  quality  in  this  sec- 
tion, being  six  feet  in  thicknses,  or  more.  They  will  also  operate  the 
Pittsburg  coal  from  the  same  shaft  opening. 

NEW  CENTRAL  COAL  COMPANY. 

Series  No.  130.  Stafford  Shaft  Mine. — This  mine  is  located  9  miles 
north  of  Fairmont,  on  the  Paw  Paw  Branch  of  1he  B.  &  O.  R.  R.  It  is 
operating  the  Pittsburg  coal  on  the  double  entry  system.  It  is  a  shaft 
mine  250  feet  deep.  Ventilation  is  produced  by  a  fan,  and  is  good.  A 
large  compressed  air  plant  has  been  installed.  All  coal  is  mined  by  com- 
pressed air  machines,  and  hauled  to  shaft  bottom  by  compressed  air 
locomotives.  This  system  is  highly  satisfactory  and  should  be  adopted 
in  all  gaseous  mines.  A  system  of  water  lines  are  installed  in  this  mine, 
and  the  mine  is  kept  thoroughly  watered,  in  order  to  prevent  disaster 
from  the  highly  explosive  dust  that  is  produced  in  this  mine.  Rules  are 
posted.  Blankets  and  stretchers  are  kept  at  the  mine.  Flameless  powder 
is  used.  All  shots  are  fired  by  competent  shot  firers.  Fire  bosses  are  on 
duty  day  and  night.  Considerable  gas  is  given  off  in  this  mine,  but  the 
mine  is  well  taken  care  of. 
GEORGE  S.  PHILLIPS,  Supt.  THOMAS  GLEASON,  Mine  Foreman. 

FEDERAL  COAL  &  COKE  CO. 

Series  No.  131.  Federal  Shaft  No.  1  Mine. — This  mine  is  located  8  miles 
north  of  Fairmont  on  Pawpaw  Branch  of  the  B.  &  O.  R.  R.  It  is  256  feet 
deep  and  is  operating  the  Pittsburg  vein  of  coal.  Ventilation  is  produced 
by  a  fan,  and  is  good.  The  coal  has  been  mined  by  compressed  air,  and 
hauled  to  shaft  by  horses,  but  the  company  is  putting  in  an  electric  plant 
at  the  present  time.  This  plant  is  of  the  latest  improved  type,  and  all 
safety  appliances  so  far  discovered  will  be  attached  to  it.  At  best  I  consider 
electricity  a  very  dangerous  thing  in  coal  mines  and  its  use  should  be 
prevented  by  the  Legislature.  This  mine  gives  off  considerable  explosive 
gas.  Flameless  powder  is  used.  All  shots  are  fired  by  competent  shot  firers 
Safety  lamps  are  used  exclusively.  Rules  are  posted.  The  second  opening 
meets  the  requirements  of  the  mining  laws.  Blankets  and  stretchers  are 
kept  at  the  mines. 
FRED  C.  LEWIS,  Supt. 

JOHN  RUSSELL,  Mine  Foreman. 

ROBERT  DONLAN  and  HARRY  LOCK,  Fire  Bosses. 
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PARKER   RUN   COAL    &    COKE    CO. 

Series  No.  132.  Parker  Run  Mine. — This  mine  is  located  near  Rives- 
ville,  on  the  Monongahela  River.  It  is  a  drift  opening,  operating  the  Se- 
wickley  coal.  The  coal  is  6  ft.  thick  and  of  a  very  good  quality.  Ventila- 
tion is  produced  by  a  fan,  and  is  good.  Compressed  air  has  been  installed 
and  all  the  coal  is  mined  by  compressed  air  machines.  Some  gas  is  given 
off  in  the  mine.  Open  lights  are  used.  The  coal  is  hauled  out  by  mules 
and  delivered  to  river  over  an  incline  200  feet  long.  Drainage  is  good. 
Powder  is  carried  into  the  mine  in  5  lb.  cans.  The  second  opening  meets 
the  requirements  of  the  mining  laws.  Oil  for  illuminating  purposes  in  the 
mine  was  found  to  be  good.  All  the  coal  from  this  mine  is  delivered  to 
market  in  boats,  there  being  no  railroad  at  this  point.  The  mine  is 
well  taken  care  of  and  is  in  nice  condition. 
J.  H.  MARTIN,  Supt.  W.  C.  MARTIN,  Mine  Foreman. 

FAIRMONT   COAL   COMPANY. 

Series  No.  133.  Murray  Mine. — This  mine  is  located  nine  miles  north 
of  Fairmont  on  the  Connellsville  Branch  of  the  B.  &  O.  R.  R.  It  is  a  drift 
mine  operating  the  Pittsburg  coal.  Ventilation  is  natural,  and  is  fairly 
good,  as  many  of  the  headings  are  driven  through  the  hill  and  air  comes 
in  at  some  ten  places  or  more.  Coal  is  mined  by  use  of  electrical  chain 
machines,  and  hauled  to  tipple  by  endless  rope.  Maps  have  been  fur- 
nished this  office.  Powder  is  carried  into  the  mine  in  5  lb.  cans.  The  oil 
used  in  the  mine  was  found  to  be  of  good  quality.  Drainage  fairly  good. 
Blankets  and  stretchers  are  kept  at  the  mine.  Rules  were  posted. 
J.  H.  BRAINBRIDGE,  Supt.  WM.  HESS,  Foreman. 

CATAWBA  COAL  &  COKE  CO. 

Series  No.  134.  Catawba  Mine. — Located  on  the  Connellsville  Branch 
of  the  B.  &  O.  R.  R.  Operating  .the  Pittsburg  coal.  This  mine  is  eight 
miles  north  of  Fairmont  It  is  a  new  opening  and  has  not  yet  come  un- 
der the  jurisdiction  of  the  mining  laws.     It  is  idle  at  the  present  time. 

PITTSBURG  STEAM  COAL  CO. 

Series  No.  135.  Elizabeth  Mine. — This  mine  is  located  six  miles  north 
of  Fairmont,  on  the  Connellsville  Branch  of  the  B.  &  O.  R.  R.  It  is  oper- 
ating in  the  Pittsburg  coal.  Ventilation  is  natural.  They  are  building 
a  furnace  at  the  present  time.  All  coal  is  mined  with  picks.  This  is  a 
new  mine  just  being  opened  up.  The  coal  is  hauled  out  by  horses  and 
delivered  to  the  railroad  by  an  incline  ISO  feet  long.  Powder  is  carried 
into  the  mine  in  5  lb.  cans.  The  oil  found  in  the  mine  was  good.  The 
second  opening  meets  with  the  requirements  of  the  mining  laws.  Rules 
were  posted.  Blankets  and  stretchers  are  kept  at  the  mine.  A  map  of 
this  mine  has  been  furnished  this  office. 
JOSEPH   BAILEY,   Supt.  .  GRANT   SWISHER,   Mine   Foreman. 

FAIRMONT  COAL   COMPANY. 

Series  No.  136.  Montana  Mine. — This  mine  is  located  five  miles  north 
of  Fairmont  on  the  Connellsville  Branch  of  the  B.  &  O.  R.  R.     It  is  oper- 
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ating  the  Pittsburg  coal  on  the  double  entry  system.  Ventilation  is  pro- 
duced by  a  fan  and  is  good.  Drainage  is  good.  This  mine  has  some  bad 
roof  but  it  is  well  timbered,  and  loose  slate  kept,  down  and  loaded 
out.  This  extra  handling  of  slate  adds  to  the  cost  of  production.  The 
coal  is  mined  by  electric  chain  machines  and  hauled  out  to  bottom  of 
slope  by  motors.  It  is  delivered  to  tipple  by  being  drawn  up  a  slope  a 
distance  of  300  feet,  by  use  of  a  rope.  Rules  were  posted.  Blankets  and 
stretchers  are  kept  at  the  mine.  The  oil  in  use  in  the  mine  was  good. 
The  second  opening  meets  the  requirements  of  the  mining  laws.  Maps 
of  this  mine  have  been  furnished  this  office,  promptly.  The  mine  is  in 
good  condition  and  well  taken  care  of. 
C.  E.  GASKILL,  Supt.  HAYES  GASKILL  and 

WM.  GASKILL,  Mine  Bosses. 

Series  No.  137.  Gaston  Mine. — This  "mine  is  located  two  miles  south 
of  Fairmont  on  the  M.  R.  Division  of  the  B.  &  O.  R  R  It  is  a  drift  mine, 
operating  the  Pittsburg  coal  on  the  double  entry  system.  Ventilation  is 
produced  by  a  fan  and  is  good.  Drainage  is  good.  Explosive  gas  is  given 
off  in  different  parts  of  this  mine.  Flameless  powder  is  used.  Shots  are 
fired  by  competent  shot  firers.  The  coal  is  mined  by  electric  chain  ma- 
chines, and  hauled  by  motors.  The  second  opening  meets  the  requirements 
of  the  mining  laws.  The  oil  found  in  use  in  the  mine  was  fairly  good.  Rules 
were  posted.  Blankets  and  stretchers  are  kept  at  the  mines.  Fire  bosses 
are  on  duty  day  and  night.  The  mine  is  kept  clean  and  well  taken  care 
of,  and  is  in  good  condition. 

GEORGE  GASKILL,  Supt.  .  RALPH  BROWN,  Mine  Foremen. 

PETER  McALENDER  and 
W.    E,    MYERS,    Fire    Bosses. 

Series  No,  138.  New  England  Mine. — This  mine- is  located  2  miles  south 
of  Fairmont  on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R.  It  is  a  drift  mine, 
operating  in  the  Pittsburg  coal,  on  the  double  entry  system.  Ventilation 
is  produced  by  a  fan,  and  is  good.  Drainage  is  fairly  good.  A  shaft  is  be- 
ing sunk  at  the  present  time  in  the  interior  of  the  mine  for  ventilating 
purposes.  Water  from  the  mine  will  be  pumped  out  at  this  point  also. 
The  coal  in  this  mine  is  under-cut  by  electric  chain  machines,  and  hauled 
out  by  motors.  The  second  opening  meets  the  requirements  of  the  min- 
ing laws.  Rules  are  posted.  This  mine  gives  off  a  small  quantity  of  gas. 
Fire  bosses  are  on  duty  day  and  night.  Open  lights  are  used.  The  oil 
used  was  found  to  be  of  a  good  quality.  Blankets  and  stretchers  are  kept 
at  the  mine.  The  mine  is  well  taken  care  of  and  is  in  good  condition. 
H.  C.  ASH,  Supt.  B.  G.  ASH,  Mine  Foreman. 

ROBERT  DONLAN, 
NATHAN  MILLER. 
THOMAS  REGAN,  Fire  Bosses. 

Series  No.  139.  Monongah  No.  6  Mine. — Located  six  miles  south  of  Fair- 
mont, on  the  M.  R.  Branch  of  the  B.  &  O.  Railroad  It  is  a  slope  mine 
operating  in  the  Pittsburg  coal.  This  mine  has  seven  main  entries,  lead- 
ing into  the  interior  of  the  mine.  The  room  and  pillar  work  is 
on  the  double  entry  system.     A  serious  explosion  occurred  in  this  mine 
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December  Gth,  1907,  in  which  all  of  the  men  that  were  in  the  mine  were 
killed.  It  is  my  opinion  the  disaster  was  caused  by  a  trip  of  nineteen 
loaded  cars  breaking  loose  and  running  down  a  nine  per  cent,  grade,  more 
than  one  thousand  feet,  into  the  mine,  wrecking  at  the  bottom  of  slope, 
and  coming  into  contact  with  the  electric  wires  at  that  point.  It  is  my 
opinion  that  in  the  absence  of  electricity  this  disaster  would  not  have 
occurred.  The  mine  was  put  in  operation  in  forty-five  days  after  the 
disaster.  It  is  being  operated  on  the  same  system  as  before  the  explo- 
sion. It  is  the  best  and  most  up  to  date  mine  in  the  state,  and  the  dis- 
aster referred  to  as  above  can  only  be  looked  on  as  an  accident  that  is  lia- 
ble to  occur  at  any  time  under  similar  conditions.  While  the  mine  is 
taken  care  of  as  it  has  been  by  the  present  owners  it  will  never  be  de- 
stroyed by  any  internal  cause.  Ventialtion  is  produced  by  a  fan  and  is 
good.  Rules  are  posted.  The  second  opening  meets  the  require- 
ments of  the  mining  laws.  Safety  powder  is  used  exclusively.  Competent 
shot  firers  are  employed.  Fire  bosses  are  on  duty  day  and  night.  Blank- 
ets and  stretchers  are  kept  at  the  mine.  A  very  small  quantity  of  explo- 
sive gas  is  produced.  Open  lights  are  used.  The  oil  in  use  is  of  a  good 
quality. 

A.  J.  RUCKMAN,  Supt.  WM.  JONES,  Mine  Foreman. 

ED.    BROWN, 
JOHN  HETRIC  AND 
WM.  GASKILL,  Fire  Bosses. 

Series  No.  140.  Monongah  No.  2  or  No.  5. — This  mine  is  a  drift  mine 
in  the  Pittsburg  coal.  It  is  located  six*  miles  south  of  Fairmont  on  the 
M.  R  Branch  of  the  B  &  O.  R.  R.  Ventilation  is  produced  by  two  fans 
and  is  good.  Drainage  is  good.  The  second  opening  meets  the  require- 
ments of  the  mining  la.ws.  The  mine  is  operated  on  the  double  entry 
system.  Open  lights  are  used.  The  coal  from  the  Shaver  mine  is  hauled 
through  this  mine  by  use  of  an  electric  motor.  Rules  are  posted.  Maps 
of  this  mine  have  been  furnished  promptly.  The  oil  in  use  in  the  mine 
was  of  good  quality.  Blankets  and  stretchers  are  kept  at  the  mine. 
"A.  J.  RUCKMAN,  Supt.  ELZA  LEVEL,  Mine  Foreman. 

Series  No.  141.  Shaver  Mine. — This  mine  is  located  six  miles  south  of 
Fairmont,  on  the  M.  R.  Branch  of  the  B.  &  O.  R  R  It  is  a  drift  mine, 
operating  the  Pittsburg  coal  on  the  double  entry  system  Ventilation  is 
produced  by  a  fan,  and  is  good.  Drainage  is  good.  The  coal  in  this  mine 
is  rninetl  by  electric  chain  machines,  and  hauled  out  by  motors.  Black 
powder  is  used  and  men  fire  their  own  shots.  Open  lights  are  used.  Rules 
are  posted.  The  oil  found  in  use  was  fairly  good.  Timbering  good.  Maps 
of  this  mine  have  .been  furnished  this  office,  promptly.  Blankets  and 
stretchers  are  kept  at  the  mine.  The  coal  from  this  mine  is  hauled 
through  No.  2  or  No.  5,  as  it  is  now  numbered. 
A.  J.  RUCKMAN,  Supt.  ELZA  LEVEL,  Mine  Foreman. 

PATRICK  COSTOLO,  Asst.  Mine  Foreman. 

Series  No.  142.     Monongah  No.  S  Mine. — Monongah  Mine  No.  8,  is  located 
7  miles  south  of  Fairmont  on  the  M.  R.  Branch  of  the  B.  &  O.  Railroad. 
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It  is  a  drift  mine  operating  the  Pittsburg  coal.  Seven  parallel  main  en- 
tries are  driven  to  the  interior  of  this  mine.  The  room  and  pillar  work 
is  on  the  double  entry  system.  A  serious  explosion  occurred  in  this  mine 
on  December  G,  1907,  in  which  all  the  men  in  the  mine  lost  their  lives, 
except  five  men.  This  explosion  was  in  connection  with  the  disaster  at 
No.  6  mine  of  the  same  date,  the  two  mines  being  connected  near  their 
centers  by  three  parallel  entries,  containing  an  area  of  seventy  feet  each. 
The  mine  was  put  in  operation  forty-five  days  after  the  disaster,  and  has 
been  in  operation  ever  since.  This  is  a  beautiful  mine  and  one  among 
the  best  in  the  state,  and  will  never  be  destroyed  by  an  explosion  from 
the  interior,  as  long  as  it  is  managed  as  it  is  by  the  present  owners. 
Ventilation  is  produced  by  a  fan,  and  is  good.  Drainage  is  good.  The 
second  opening  meets  the  requirements  of  the  mining  laws.  Flameless 
powder  is  used  exclusively  in  this  mine.  All  shots  are  fired  by  compe- 
tent shot  firers.  Fire  bosses  are  on  duty  day  and  night.  Maps  have  been 
furnished  this  office.  Rules  are  posted.  Blankets  and  stretchers  are 
kept  at  the  mines.  A  small  quantity  of  explosive  gas  is  given  off  in  this 
mine.  Open  lights  are  used.  The  oil  found  in  use  in  this  mine  was  of 
good  quality. 

A.  J.  RUCKMAN,  Supt.  PERRY  VERNON,  Mine  Foreman. 

JOHN  HALL, 
S.  J.  BOYDOH  AND 
J.   J.  GATTAN,   Fire  Bosses. 

Series   No.    142-A.     Old   Anderson   Mine. — Old    Anderson    Nichol's    farm 
mine.     Abandoned,  not  in  operation  this  year. 

Series  No.  143.  Pennois  Mine. — This  mine  is  located  seven  miles  south 
of  Fairmont,  on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R.  It  is  a  drift 
mine,  operating  the  Pittsburg  coal.  Ventilation  is  produced  by  a  fan  and 
is  good  Drainage  is  good.  All  coal  is  mined  with  picks.  The  second 
opening  meets  the  requirements  of  the  mining  laws.  Coal  is  hauled  out 
with  mules.  This  is  a  nice  mine  and  is  well  taken  care  of.  The  coal 
is  produced  cheap.  Rules  were  posted.  The  oil  in  use  in  this  mine  was 
good.  Open  lights  are  used.  Blankets  and  stretchers  are  kept  at  the 
mine.  Maps  of  this  mine  have  been  furnished  this  office. 
RUSH  MILLER,  Supt.  JOHN  RIGGINS,  Mine  Foreman. 

HARRY  B.    COAL    COMPANY . 

Series  No.  144  Harry  No.  1  Mine.— Little  Harry  No.  1  Mine  is  located 
10  miles  south  of  Fairmont,  on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R.  It 
is  a  drift  mine  operating  the  Pittsburg  coal  Ventilation  is  produced  by 
a  fan,  and  is  good.  Drainage  is  good.  The  second  opening  meets  the  re- 
quirement of  the  mining  laws.  The  coal  in  this  mine  is  of  a  good  quality, 
being  low  in  sulphur  at  this  particular  point.  Rules  are  posted.  Blankets 
and  stretchers  are  kept  at  the  mine.  Powder  is  carried  into  the  mine 
in  5  lb.  cans.  The  oil  in  use  was  found  to  be  good.  A  map  of  this  mine 
has  been  furnished  to  this  office.  All  coal  is  mined  with  picks  and  hauled 
to  tipple  by  horses. 
HARRY  B.  CLARK,   Supt.  GEORGE  COBURN,  Mine  Foreman. 
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Series  No.  145.  Harry  No.  2  Mine. — Is  located  on  the  M.  R.  Branch  of 
the  B.  &  0.  R.  R.,  10  miles  south  of  Fairmont.  It  is  a  drift  mine,  operat- 
ing the  Pittsburg  coal.  The  coal  is  of  a  splendid  quality  at  this  particu- 
lar point,  being  very  low  in  sulphur.  Ventilation  is  produced  by  a  fur- 
nace, and  is  good.  Drainage  is  good.  All  powder  is  carried  into  the 
mines  in  5  lb.  cans.  The  oil  in  use  was  found  to  be  good.  All  coal  is 
mined  with  picks  and  hauled  to  the  tipple  by  horses.  A  map  of  this 
mine  has  been  furnished  this  office.  Blankets  asd  stretchers  are  kept 
at  the  mine.  Open  lights  are  used.  All  miners  fire  their  own  shots.  Black 
powder  is  used  for  blasting  coal. 
HARRY  B.   CLARK,   Supt. 

GEORGE    COBURN,    Mine    Foreman. 

KILLARM  COAL  <(•   COKE  CO. 

Series  No.  14G.  Killarm  No.  2  Mine. — This  mine  is  located  10  miles 
south  of  Fairmont  on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R.  It  is  a  drift 
mine  operating  the  Pittsburg  coal.  Ventilation  is  produced  by  a  furnace 
and  is  fairly  good  Drainage  is  good.  All  coal  is  mined  with  picks  and 
hauled  to  the  tipple  by  horses.  Black  powder  is  used  for  blasting.  The 
miners  fire  their  own  shots.  Open  lights  are  used.  Some  bad  oil  was 
found  in  use  in  this  mine.  I  had  the  guilty  parties  arrested.  Rules  were 
posted.  The  second  opening  meets  the  requirements  of  the  mining  laws. 
Blankets  and  stretchers  are  kept  at  the  mines.  Maps  have  been  fur- 
nished this  office. 
C.  E.  ZEEK,  Supt.  D.  A.  WILSON,  Mine  Foreman. 

Series  No.  147.  Killarm  No.  1  Mine. — Killarm  Mine  No.  1  is  located  10 
miles  south  of  Fairmont,  on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R.  It  is 
a  drift  mine  operating  the  Pittsburg  coal,  on  the  double  entry  system. 
Ventilation  is  produced  by  a  fan  and  is  not  good.  The  roof  in  the  mine 
is  not  good,  being  of  a  soft  nature  and  slacks  when  the  air  comes  in  con- 
tact with  it.  The  mine  is  troubled  with  some  bad  faults  that  nearly  cuts 
the  coal  out  in  some  sections  of  the  mine.  It  is  my  opinion  that  this  mine 
will  have  to  be  abandoned.  All  coal  is  mined  with  electric  chain  machines 
and  hauled  out  by  electric  motors.  Rules  are  posted.  Maps  have  been 
furnished  this  office.  Blankets  and  stretchers  are  kept  at  the  mine.  The 
second  opening  meets  the  requirements  of  the  mining  laws.  Powder  is 
carried  into  the  mine  in  5  lb.  cans.  The  oil  in  use  is  good. 
C.  E.  ZEEK,  Supt.  D.  A.  WILSON,  Mine  Foreman. 

Series  No.  14S.  Anderson  Mine. — Anderson  Mine  is  located  eight  miles 
south  of  Fairmont,  on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R.  It  is  a  drift 
mine,  operating  the  Pittsburg  coal  on  the  double  entry  system.  Ventila- 
tion is  produced  by  a  fan  and  is  good.  Drainage  is  good.  The  second 
opening  meets  the  requirements  of  the  mining  laws.  Rules  are  posted. 
Blankets  and  stretchers  are  kept  at  the  mine.  Maps  of  this  mine  have 
been  furnished  this  office.  All  powder  is  carried  into  the  mine  in  5  lb. 
cans.  The  oil  used  is  of  a  good  quality. 
RUSH  MILLER,  Supt.  MILTON  COBURN,  Mine  Foreman. 
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Series  No.  149.  Highland  Mine. — Highland  Mine  is  located  eight  miles 
south  of  Fairmont,  on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R.  It  is  a  drift 
mine  operating  the  Pittsburg  coal  on  the  double  entry  system.  Ventila- 
tion is  produced  by  a  fan  and  is  good.  Drainage  is  good.  The  second 
opening  meets  the  requirements  of  the  mining  laws.  The  coal  is  mined 
by  electric  chain  machines  and  hauled  but  by  motors.  Rules  are  posted. 
Blankets  and  stretchers  are  kept  at  the  mine.  Black  powder  is  used  for 
blasting  the  coal.  All  powder  is  carried  into  the  mine  in  five  pound  cans. 
The  oil  used  is  of  a  good  quality.  Maps  of  this  mine  have  been  fursished 
this  office. 

RUSH  MILLER,  Supt.  JOHN  PRUNTY,  Mine  Foreman- 

Series  No.  150.  Middleton  Mine. — Middleton  Mine  is  located  eight  miles 
south  of  Fairmont,  on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R.  It  is  a  drift 
mine  operating  the  Pittsburg  coal  on  the  double  entry  system  Ventila- 
tion is  produced  by  a  fan  and  is  good.  Drainage  is  good.  The  coal  in 
this  mine  is  mined  by  use  of  electric  chain  machines,  and  hauled  out  by 
motors.  All  jgowder  is  carried  into  the  mine  in  5  lb.  cans.  The  second 
opening  meets  the  requirements  of  the  mining  laws.  The  oil  used  for 
illuminating  purposes  was  found  to  be  good.  Rules  are  posted.  Blankets 
and  stretchers  are  kept  at  the  mine.  Maps  of  this  mine  have  been  fur- 
nished this  office  promptly. 
•RUSH  MILLER,  Supt.  BLAND  COURTNEY,  Mine  Foreman. 

Series  No.  151.  Chiefton  Mine. — Chiefton  Mine  is  located  six  miles 
south  of  Fairmont  on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R  It  is  a  drift 
mine  operating  on  the  double  entry  system.  Ventilation  is  produced  by 
a  fan  and  is  good.  The  second  opening  meets  the  requirements  of  the 
mining  laws.  On  my  first  visit  to  this  mine  I  found  the  cross  cut  very 
irregularly  driven,  and  the  timbering  in  an  unsatisfactory  condition. 
The  mine  according  to  my  judgment,  is  in  a  very  good  condition  at  the 
present  time.  I  found  some  bad  oil  being  used  by  some  Foreigners  in 
the  mine.  I  had  the  merchant  arrested  who  sold  them  the  inferior  oil. 
Rules  were  posted.  Blanks  and  stretchers  are  kept  at  the  mine.  All 
powder  is  carried  in  the  mines  in  5  lb.  cans.  Maps  of  the  mine  had  been 
furnished  this  office.  The  Pittsburg  coal  is  operated  at  this  mine.  The 
coal  is  mined  by  electric  chain  machines. 
RUSH  MILLER,  Supt.  L.  E.  HENDERSON,  Mine  Foreman. 

Series  No.  152.  Hutchinson  Mine. — Located  13  miles  south  of  Fair- 
mont on  the  M.  R.  Branch  of  the  B.  &  O.  R.  R.  It  is-  a  slope  mine  in  the 
Pittsburg  coal.  Operated  on  the  double  entry  system.  Ventilation 
is  produced  by  a  fan  and  is  good.  Drainage  is  good.  A  new  air 
shaft  50  feet  deep  has  been  sunk  at  this  mine.  Size  of  air  shaft 
8  by  8  feet.  A  new  fan  has  been  erected  giving  splendid  results.  ■  The 
coal  is  mined  by  use  of  electric  machines  and  hauled  to  bottom  of  slope 
by  horses.  It  is  delivered  to  the  tipple  by  being  drawn  up  a  slope  240 
feet  by  use  of  a  rope.  This  is  a  nice  mine  and  it  is  well  taken  care  of. 
Rules  are  posted.     Blankets  and  stretchers  are  kept  at  the  mine.     Pow- 
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der  is  carried  into  the  mine  in  5  to.  cans.     The  oil  was  found  to  be  of  a 
good  quality.     Maps  of  the  mine  have  been  furnished  this  office. 
BROOKS  FLEMING,   Supt.  THOMAS  BURLUCK,  Mine  Foreman. 

VIRGINIA  d  PITTSBURG  COAL  d  COKE  COMPANY. 

Series  No.  153.  Kingmont  Mine. — Is  located  six  miles  east  of  Fairmont, 
on  the  B.  &  O.  R.  R.  It  is  a  drift  mine,  operated  on  the  double  entry 
system,  in  the  Pittsburg  coal.  Ventilation  is  produced  by  a  fan  and  is 
good.  Drainage  is  good.  This  mine  has  a  capacity  of  2,000  tons  per  day. 
All  coal  is  mined  with  picks  and  is  produced  much  cheaper  than  where  ma- 
cHines  are  used  in  mines  of  same  capacity.  The  coal  is  delivered  to  tipple 
by  means  of  tail  rope.  Rules  are  posted.  Blankets  and  stretchers  are  kept 
at  the  mine.  All  powder  is  carried  into  the  mine  in  5  lb.  cans.  Some  bad 
oil  was  found  in  use  in  this  mine.  One  of  the  guilty  parties  was  arrested. 
Maps  of  this  mine  have  been  furnished.  This  is  a  beautiful  mine,  and 
well  taken  care  of.    The  coal  is  of  a  splendid  quality. 

JOHN  BROWN  AND 
R.  M.  HITE,  Supt.  WM.  JARRETT,  Mine  Foreman. 

POWELL  COAL  d  COKE  COMPANY. 

Series  No.  154.  Powell  Mine. — Powell  mine  is  located  on  the  B.  &  O. 
R.  R.  about  twelve  miles  east  of  Fairmont.  It  is  opened  in  the  upper 
Freeport  and  Kittanning  seams  of  coal.  It  has  not  been  in  operation  this 
year. 
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GENERAL  SUMMARY  OF  THE  SECOND  MINING  DISTRICT  FOR  THE 
YEAR  ENDING  JUNE  30TH,  1908. 


CO 

U 

a 

a 

V 

a 
0 

0 

0 
A 

65 
1 
5 

71 

•6 

e 

M 

CO 

C 
O 

GO 

h 

<y 
Ph 

6 

14 

3 

17 

EMPLOYES. 

Production  of 

Inside. 

Outside. 

CO 

"3 
+^> 
O 

a 

3 
0B 

Goal. 

Ooke . 

COUNTY. 

go 

u 
cu 

C 

s 
s 

GO 

-- 

l£ 

d 

■3 

»s  ■ 

3  »  to 

i        u 

03 

CO 

a> 

hi 

o 

,Q 

CO 

"5 

0 

CH 

CO 

u 

9) 
b 
O 

03 

CO 

s. 
0) 

a>  o 
O 

CO 

0 
H 

o 

M 

CNt 

<M 

o 

go'- T 
Ceo 

o 
© 
o 

c»" 

o 

CO     • 

H 

Harrison 

827 

6 

65 

1,205 
20 

314 

6 

880   3,226 

6         38 

20       111 

587 
10 
14 

611 

6 
14 
20 

593 
10 

28 

631 

3,819 
48 
139 

3,168,042 
22,640 

1,092 

lt$l        10 

76,773j      4,010 

Totals 

898 

1,241 

330 

906 

3,375 

4,006 

3,267,455 

5,102 

Office  of  Second  District  Mine  Inspector, 
Clarksburg,  W.  Va.,  September  10th,  1908. 

Hon.  Jas.  W.  Paul, 

Chief  of  the  Department  of  Mines, 
Charleston,  West  Virginia. 

Dear  Sir: — In  compliance  with  law  I  herewith  respectfully  submit  to 
you  my  annual  report  as  inspector  of  the  Second  District  of  West  Virginia 
for  year  ending  June  30th,  1908. 

This  District  is  composed  of  the  following  counties,  viz: — Doddridge, 
Lewis-,  Harrison,  Ritchie,  Upshur  and  Webster  and  includes  all  the  mines 
in  their  borders;  the  coal  operations  in  this  district  however  are  con- 
fined to  four  of  the  above  named  counties  as  follows  Harrison  county 
leads  witn  71  openings,  all  but  one  of  which  are  openings  of  the  cele- 
brated Pittsburg  seam,  the  one  exception  is  the  Fulmer  No.  1  Mine  near 
Jane  Lew,  which  is  operating  the  Red  Stone  vein,  which  for  commercial 
value  is  said  to  be  equal  to  that  of  the  Pittsburg  vein  and  by  some  it  is 
claimed  to  be  its  superior  for  steaming  purposes. 

•  Upshur  has  5  operations,  four  of  which  are  operating  the  red  stone 
vein.  The  fifth  or  Florence  Mine  near  Adrian  on  the  Coal  &  Coke  Rail- 
road reports  to  the  inspector  that  they  are  mining  the  vein  known  as  the 
Masontown,  but  there  appears  to  be  a  diversity  of  opinion  between  them 
and  State  Geologist  White  who  informed  the  writer  that  they  were  oper- 
ating the  Upper  Freeport  vein,  the  natural  conditions  at  this  mine  are 
ideal   for  cheap   mining. 
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Lewis  County  has  one  operating  mine  with  three  openings,  only 
one  of  which  is  producing  coai  at  his  time.  These  openings  are  re- 
ported to  the  inspector  as  being  in  the  Pittsburg  vein. 

Ritchie  County  has  but  one  operation  at  this  time,  but  could  not  prop- 
erly be  classed  as  a  coal  mine  as  the  product  was  found  in  a  vertical  rift 
in  the  mountain  and  it  is  an  asphaltic  substance  and  is  at  the  present 
time  being  mined  on  a  small  scale  and  shipped  to  the  North  West  where 
it  is  refined  and  used  principally  for  the  manufacture  of  paints  and 
varnish,  and  will  not  be  mentioned  in  this  annual  report,  as  producing 
any  coal. 

Almost  the  entire  area  of  the  above  named  counties  which  compose 
the  Second  Mining  District  of  West  Virginia  are  underlaid  with  Bitumin- 
ous veins  of  coal  ranging  from  3^  to  9  feet  in  thickness  which  are  very 
valuable  for  domestic  and  coking  purposes. 

I  have  in  the  discharge  of  my  official  duties  in  this  district,  met  with 
but  little  resistance  on  the  part  of  operators  and  miners  to -the  full  com- 
pliance and  operation  of  the  present  State  Mine  Law.  In  a  few  cases, 
however,  I  have  been  compelled  to  be  very  rigorous  in  my  demands, 
which  resulted  in  a  compliance  with  the  law,  without  having  to  resort  to 
legal  proceedings.  The  obstinacy  spoken  of  was  quite  often  a  misunder- 
standing of  the  meaning  of  the  law,  and  usually  of  small  importance, 
the  present  law  is  sufficient  to  meet  all  the  conditions  in  the  second  dis- 
trict at  this  time,  if  fully  observed  by  the  operators  and  miners. 

Office  and  clerical  duties  take  up  a  considerable  portion  of  my  time, 
as  my  correspondence  is  exceedingly  large  in  addition  to  the  reports 
required  by  law,  Avhile  it  is  a  fact  that  the  law  does  not  require  the  in- 
spector to  keep  up  the  correspondence  which  he  does,  yet  in  order  to  en- 
joy the  respect,  esteem  and  confidence  of  the  miners,  mine  managers  and 
operators,  which  the  writer  feels  that  he  does,  it  is  absolutely  necessary 
that  he  do  so. 

Also  the  number  of  mines  and  the  size  of  the  developments  in  this 
district  is  quite  an  obstacle  to  me,  rendering  the  most  efficient  service, 
as  quite  a  number  of  them  require  from  two  to  four  days  to  make  a 
satisfactory  inspection. 

The  majority  of  fatal  accidents  which  happen  in  this  district  are  caused 
by  falls  of  roof,  as  the  Pittsburg  vein  in  most  cases  is  overlaid  by  a 
strata  of  either  soap  stone,  fire  clay  or  draw  slate,  which  ranges  from 
six  inches  to  28  feet  in  thickness,  and  requires  careful  attention  as  to 
timbering,  &c,  especially  so  when  all  of  the  coal  is  removed,  leaving  the 
overlying  strata  exposed  to  the  air  in  which  case  it  disintegrates  very 
rapidly,  and  if  not  taken  down  and  removed  or  carefully  timbered  it  is 
a  constant  menace  .to  the  lives  of  the  workmen,  the  method  of  improperly 
placing  of  shots,  the  excessive  use  of  explosives,  and  pillar  mining  are 
also  very  prolific  of  accidents,  the  most  of  which  could  be  prevented  by 
using  more  time,  timber  and  judgment. 

The  most  dangerous  element  which  is  found  in  the  mines  of  this  dis- 
trict is  coal  dust  which  is  prevalent  in  quite  a  number  of  the  mines,  the 
inspector  has  used  very  rigorous  insistence  that  all  accumulations  of  fine 
dust  be  removed  from  the  mine  and  all  dry  sections  be  kept  thoroughly 
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watered  by  hose  or  other  wetting  devices  (other  than  wetting  with  buck- 
ets which  does  not  meet  with  his  approval).  Am  glad  to  report  that 
my  efforts  have  met  with  hearty  response  in  most  cases,  as  quite  a  large 
percentage  of  the  mines  in  the  district  have  equipped  for  their  use,  elec- 
tric or  compressed  air  pumps  with  hose  and  also  rotary  spray  which 
attached  to  water  cars,  they  are  able  to  run  into  all  the  dry  rooms  and 
working  places  in  the  mine  and  wet  them  in  a  very  satisfactory  way. 

The  mine  foremen  in  this  district  as  a  rule  are  thoroughly  practical  and 
it  is  a  question  in  my  mind  whether  it  would  increase  the  efficiency  any  to 
require  them  to  undergo  a  written  examination  as  to  their  competency, 
as  has  been  enacted  in  Pennsylvania  and  other  states,  an  oral  examination 
conducted  along  practical  lines  and  only  terms  used  that  would  be  easily 
understood  by  any  practical  coal  miner  I  think  would  be  much  better,  as 
I  have  had  much  experience  and  intercourse  with  the  mine  foremen  of 
this  state  and  state  of  Pennsylvania  and  I  find  that  the  foreman  who 
got  his  knowledge  of  mining  under  ground  is  far  superior  to  the  one  who 
owes  his  to  technical  training.  I  do  not  wish  to  be  understood  as  opposed 
to  a  mining  education  such  as  a  course  in  the  Scranton  school  as  I  think 
such  a  course  is  of  great  value  to  a  practical  man  but  almost  useless  to 
one  without  practical  experience,  and  the  law  requiring  the  examination 
of  mine  foremen  such  as  Pennsylvania  now  has  conducted  along  the  same 
line  would  cause  a  large  number  of  our  most  efficient  foremen  to  lose 
their  jobs  (unless  there  was  an  experience  clause)  not  on  account  of 
lack  of  knowledge  of  the  subject  but  ihat  they  could  not  understand  the 
terms  used  and  would  not  be  able  to  work  out  in  a  mathematical  way 
the  exact  H.  P.  -of  engines,  pumps,  boilers,  &c,  from  dimensions  given, 
but  would  be  able  to  walk  into  the  mine  and  look  at  a  certain  body  of 
water  and  tell  exactly  what  kind  of  a  pump  to  install  to  most  effectually 
handle  the  water,  or  the  kind  of  boilers,  engines,  &c,  to  install  to  do  a 
given  amount  of  work. 

There  has  been  a  great  deal  of  improvements  made  in  and  around  the 
mines  during  the  year  ending  June  30th,  1908;  also  several  new 
mines  have  been  opened  and  are  shipping,  which  will  be  detailed  to  you 
under  conditions  of  mines. 

In  conclusion  I  wish  to  thank  the  miners,  Mine  Managers,  and  Opera- 
tors of  this  District  for  the  courteous  treatment  received  at  their  hands, 
and  for  prompt  and  cheerful  compliance  with  recommendations,  for  their 
cooperation  with  me  in  the  enforcement  of  the  law  and  wish  to  assure 
them  one  and  all  that  their  kind  treatment  is  fully  appreciated  by  me 
and  they  have  my  well  wishes  for  their  future  prosperity. 

I  desire  to  thank  you  for  able  advise  and  assistance  promptly  rendered. 

Respectfully, 

Frank  E.  Parsons, 
Second  District  Mine  Inspector. 


The  last  two  series  numbers  indicate  the  Inspectors  number  of  the 
mine,  while  the  number  or  numbers  preceding  them  indicate  the  number 
of  the  district  in  which  the  mine  is  located,  viz;.:  210  indicates  the  sec- 
ond district  and  number  10  mine. 
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CONDITION  OF  THE  MINES   IN   THE   SECOND   DISTRICT. 
HARRISON   COUNTY. 
FAIRMONT  COAL  CO. 

Series  No.  201.  Enterprise  Mine,  Pittsburg  Seam,  Slope. — This  mine  is 
located  19  miles  north  of  Clarksburg  on  the  M.  R.  Division  of  the  B.  & 
O.  R.  R.  It  is  opened  up  on  the  triple  entry  system  and  is  ventilated  by 
a  20'  Capell  Fan.  The  ventilation  is  good  throughout  the  workings,  no 
gas  has  ever  been  discovered  in  this  mine,  the  top  is  fairly  good  through- 
out the  workings.  In  some  sections,  however,  it  requires  very  careful 
timbering,  which  is  being  done  by  the  management  and  the  loose  and 
overhanging  slate  is  being  promptly  taken  down  and  removed.  The  coal 
is  being  undercut  by  electric  machine,  and  is  being  hauled  to  the  tipple 
by  electric  motors,  this  mine  fully  meets  with  the  requirements  of  the 
State  Mine  Law;  this  mine  was  reported  last  year  as  Enterprise  Mine, 
No.  89  of  the  printed   report. 

H.  H.  WATSON,  Supt.  THOS.  SMITH,  Mine  Foreman. 

H.  C.  ICE,  Asst.  Supt. 

Series   No.   202.     Melrose  Mine,   Pittsburg   Seam,   Drift. — This    mine   is 
located   18%    miles  north  of  Clarksburg  on   the  M.  R.   Div.   of  the  B.  & 
O.  R.  R.     It  has  not  been  in  operation  during  the  past  year. 
H.  H.  WATSON,   Supt. 
H.   C.   ICE,   Asst.   Supt. 

Series  No.  203.  Viropa  Mine,  Pittsburg  Seam,  Drift.— This  mine 
is  located  eighteen  miles  north  of  Clarksburg  on  the  M.  R.  Division 
of  the  B.  &  O.  R.  R.  The  ventilation  is  produced  by  a  10  foot 
Electric  Fan  and  is  very  good  throughout  the  mine  workings.  The  fan 
has  been  recently  installed,  and  is  highly  efficient  for  its  size;  the 
roof  is  fairly  good  throughout  the  workings.  No  head  coal  is  main- 
tained which  makes  it  necessary  to  keep  a  force  of  slate  men  for  the  pur- 
pose of  taking  down  and  removing  the  overlying  draw  slate,  which  ic- 
sures  the  safety  of  the  workmen.  Drainage  is  fairly  good,  no  gas  is 
found,  the  stoppings  along  main  entry  are  constructed  with  concrete,  which 
insures  good  ventilation  to  the  working  places. 

This  mine  was  reported  last  year  as  Viropa  Mine,  No.  90  of  the  printed 
report.     With   the  present  development   and  equipment  and  a  full   force 
of  men  this  mine  is  capable  of  producing  1500  tons  daily. 
H.  H.  WATSON,   Supt.  FLOYD  GANDY,  Mine  Foreman. 

H.  C.  ICE,  Asst.  Supt.  GEO.  WINTERS,  Asst.  Mine  Foreman. 

Series  No.  204.  Riverdale  Mine,  Pittsburg  Seam,  Drift.— This  mine  is 
located  17  miles  north  of  Clarksburg  on  the  M.  R.  Division  of  the  B.  & 
O.  R.  R.  Ventilation  is  produced  by  a  7  foot  Stine  Fan  which  is  fairly 
good  although  it  will  take  quite  an  expenditure  of  money  in  construction 
of  more  serviceable  shoppings  before  the  ventilation  will  be  perfect;  the 
drainage  is  only  fair,  by  reason  of  local  conditions.  The  top,  in  some 
sections  of  the  mine  is  extremely  good,  while  in  other  sections  dangerous 
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and  requires  careful  timbering.     No  gas  has  ever  been  discovered.     This 
mine  fully  complies  with  the  State  Mine  .Law. 

This  mine  was  reported  last  year  as  107  of  the  printed  report.  With 
a  full  force  of  men  with  the  present  development  this  mine  is  capable 
of  producing  700  tons  daily. 

H.  H.  WATSON,  Supt.  SAMUEL  LEWIS,  Mine  Foreman. 

HARRY  HIGGINBOTHAM,  Asst.   Supt. 

VIRGINIA-MARYLAND    COAL    CORPORATION. 

Series  No.  205.  Willard  No.  1  Mine,  Pittsburg  Seam,  Drift. — This  mine 
is  located  17%.  miles  north  of  Clarksburg  on  a  branch  of  the  M.  R. 
Division  of  the  B.  &  O.  R.  R.  It  is  opened  on  double  entry  system  and 
the  ventilation  is  produced  by  a  6  foot  steam  fan  and  is  fairly  good 
Throughout  the  workings,  by  reason  of  the  maintenance  of  top  coal  through- 
out the  top  is  exceedingly  good.  Drainage  also  very  good.  This  mine 
was  reported  last  year  as  Willard  No.  1,  2,  3;   142  of  the  printed  report. 

With  a  full  force  of  men  and  the  present  mine  development  this  mine 
is  capable  of  producing  200  tons  daily. 
A.  L.  WHITE,  Supt.  ELI  MORRIS,  Mine  Foreman  and  Asst.  Supt. 

Series  No.  206.  Willard  No.  2  Mine,  Pittsburg  Seam,  Drift. — This  mine 
is  located  17%  miles  north  of  Clarksburg  on  a  branch  of  the  M.  R.  Div. 
of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system.  The 
ventilation  for  the  present  is  produced  by  a  fire  basket,  which  is  only 
fair  throughout  the  workings.  There  never  has  been  more  than  four 
workmen  found  on  the  inside  of  this  mine,  engaged  in  mining  coal  since 
its  development,  but  considerable  development  has  been  made  as  it  has 
been  shipping  coal  for  some  time.  It  is  capable  of  producing  with  a  full 
force  of  men  100  tons  daily.  This  mine  was  reported  last  year  as  Wil- 
lard Nos.  1,  2  &  3,  No.  142  of  the  printed  report. 
.A.  L.  WHITE,  Supt.  ELI  MORRIS,  Mine  Foreman  and  Asst.  Supt. 

Series  No.  207.  Ehlen  No.  3  Mine,  Drift,  Pittsburg  Seam. — This  mina 
is  located  15%  miles  north  of  Clarksburg  on  the  M.  R.  R.  Div.  of  the  B. 
&  O.  R.  R.  It  is  opened  up  on  the  double  entry  system,  the  ventilation 
is  produced  by  a  10  foot  steam  fan  curved  blade  pattern,  direct  connected 
which  is  fairly  good  throughout  the  working  section  of  the  mine,  which 
is  at  present  under  state  of  development.  The  roof  is  only  fair,  being  over- 
laid with  draw  slate  which  requires  careful  attention,  in  taking  down  and 
removing,  is  being  carefully  timbered.  No  gas  has  ever  been  found;  the 
stoppings  along  main  headings  are  constructed  with  concrete.  The  coal 
from  this  mine  is  being  hauled  through  a  section  of  No.  1  Mine  by  means 
of  an  electric  motor  and  is  undercut  by  electric  machines.  It  is  loaded  on 
board  of  R.  R.  cars  over  ho.  1  tipple. 

This  mine  was  reported  last  year  Shinns  Run  No.  3  mine.  No.  92  of  the 
printetd   report. 

THOS.  JARRETT,  JR.,  Supt.  ED.  McOLVIN,  Mine  Foreman. 

CHARLES    WATKINS,   Asst.    Supt. 

Series  No.  208.  Ehlen  Mine.  Pittsburg  Seam.,  Drift. — This  mine  is  lo- 
cated 15%  miles  north  of  Clarksburg  on  the  M.  R.  R.  Div.  of  the  B.  & 
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O.  R.  R.  Ventilation  is  produced  by  a  12-foot  Crawford  &  McCrimmon  fan 
with  steam  connections,  and  is  fairly  good  throughout  the  mine  workings 
The  roof  is  rather  bad  requiring  careful  attention  and  a  force  of  slate 
men  are  kept  for  this  purpose.  Small  quantities  of  gas  has  been  discov- 
ered in  advance  workings  which  is  being  well  taken  care  of  by  means 
of  concrete  and  wooden  stoppings.  The  drainage  is  only  fair,  in  some 
sections  of  this  mine  some  standing  water  was  found  on  date  of  last  visit. 
This  mine,  however,  fully  complies  with  the  State  Mine  Law.  This  was 
reported  last  year  as  Ehlen  Mine,  No.  91  of  the  printed  report. 
THOS.  JARRETT,  JR.,   Supt.  ED.  McOLVIN,  Mine  Foreman. 

CHARLES  WATKINS,   Asst.    Supt. 

Series  No. '  209.  Solon  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  15 14  miles  north  of  Clarksburg  on  the  M.  R.  R.  Div.  of  the  B.  & 
O.  R.  R.  It  is  opened  up  on  the  triple  entry  system,  and  the  ventilation 
is  produced  by  a  15  foot  fan  with  steam  connections,  and  is  fairly  good 
throughout  the  mine  workings.  Some  gas  is  found  in  advance  working 
sections  of  the  mine.  The  roof  is  fair,  but  requires  careful  attention 
which  is  being  done  by  the  management.  This  mine  is  inclined  to  be 
dusty  during  the  winter  season,  but  the  management  has  equipped  a 
sprinkling  device  for  use  in  the  mine  which  gives  very  satisfactory  re- 
sults. 

This  mine  was  reported  last  year  as  Solon  Mine  No.  94  of  the  printed 
report. 

THOS.   JARRETT,  JR.,   Supt.  OLIVER  BUSH,   Mine   Foreman. 

CHARLES  WATKINS,  Asst.   Supt. 

Series  No.  210.  Harbert  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  12%  miles  north  of  Clarksburg  on  the  M.  R.  R.  Div.  of  the  B. 
O.  R.  R.  and  is  under  the  same  management  and  practically  the  same 
conditions  exist,  on  the  inside  as  in  the  Gypsy  Mine  as  it  is  connected 
underground  with  the  Gypsy  Mine,  the  coal  being  hauled  and  dumped 
over  the  Gypsy  Tipple.  The  coal  is  undercut  with  Electric  Chain  Ma- 
chines and  hauled  by  electric  motors.  The  roof  is  fair  throughout,  the 
timbering  is  good,  ventilation  is  produced  by  a  7  foot  Stine  Fan.  The 
law  is  fully  complied  with.  This  mine  was  reported  last  year  as  Har- 
bert,  No.  96  of  the  printed  report. 
C.  F.  ICE,  Supt.  BURT  RUSSELL,  Mine  Foreman. 

F.  E.  GIRARD,  Asst.  Mine  Foreman. 

Series  No.  211.  Gypsy  Mine,  Pittsburg  Seam,  Drift. — This  mine  is  lo- 
cated 12  miles  north  of  Clarksburg  on  tbe  M.  R.  R.  Div.  of  the  B.  &  O. 
R.  It  is  opened  up  on  the  triple  entry  system,  the  ventilation  is  pro- 
duced by  a  20-foot  Capell  fan  and  is  exceedingly  good  throughout  that  sec- 
tion of  the  mine  that  is  now  working.  The  top  is  fair,  and  timbering  is 
well  looked  after.  The  coal  is  undercut  and  hauled  by  electric  power. 
Drainage  is  fairly  good.  A  small  quantity  of  explosive  gas  found  in  ad- 
vance workings,  well  taken  care  of  by  means  of  serviceable  concrete  and 
wooden  stoppings. 
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This  mine  was  reported  last  year  as  Gypsy,  No.  95  of  the  printed  re- 
port. 
C.  F.  ICE,  Supt.  BURT  RUSSELL,  Mine  Foreman. 

LUTHER  KING,  Asst.  Mine  Foreman. 

Series  No.  212.  Maulsby  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  11  miles  north  of  Clarksburg  on  the  M.  R.  R.  Division  of  the  B. 
&  O.  R.  R.  and  has  not  been  in  operation  during  the  past  year. 

This  mine  was  reported  last  year  as  Maulsby  Mine,  No.  97  of  the  printed 
report. 
C.  F.  ICE,  Supt. 

Series  No.  213.  Meodowbrook  No.  1  Mine,  Pittsburg  Seam,  Drift. — This 
mine  is  located  9  miles  north  of  Clarksburg  on  the  M.  R.  R.  Div.  of  the  B. 
&  O.  R.  R.  The  ventilation  is  produced  by  two  fans,  one  being  7-foot  Stine 
propelled  by  electricity,  the  other  being  10-foot  Crokford-McCrimmon  with 
steam  connections.  The  ventilation  throughout  this  mine  was  good  on 
date  of  last  visit.  All  other  conditions  inside  the  mine  was  very  satis- 
factory as  far  as  State  Mine  Law  is  concerned.  No  gas  is  found.  The 
top  by  reason  of  the  maintenace  of  head  coal,  throughout  is  good.  Drain- 
age fair. 

This   mine  was   reported   last  year   as   Meadowbrook  Mine,   98   of   the 
printed   report. 
P.  B.  ROBINSON,  Supt.  C.  D.  POWELL,  Mine  Foreman. 

Series  No.  213.  Meadowbrook  No.  2  Mine,  Pittsburg  Seam,  Drift. — 
This  mine  is  located  9  miles  north  of  Clark*sburg  on  the  M.  R.  R.  Div. 
of  the  B.  &  O.  R.  R.  The  ventilation  is  connected  underground  with  the 
No.  1  Mine  and  also  very  excellent,  natural  ventilation  is  found  in  a 
large  portion  of  the  mine,  the  coal  is  undercut  and  hauled  by  electricity. 
The  top  is  fairly  good  by  reason  of  maintenance  of  head  coal.  Drainage 
is  fair,  no  gas  is  found.  This  mine  fully  complies  with  the  state  mine 
law  and  has  always  been  found  in  a  satisfactory  condition. 

This  mine  was  reported  last  year  as  Meadowbrook  No.  2  Mine  No.  99 
of  the  printed  report. 
P.  B.  ROBINSON,   Supt.  C.   D.  POWELL,  Mine  Foreman. 

COOK  COAL  &  COKE  CO. 

Series  No.  214.  Girard  No.  1  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  9  miles  north  of  Clarksburg  on  the  M.  R.  Div.  of  the  B.  &  O. 
R.  R.  It  is  opened  up  on  the  double  entry  system;  the  ventilation 
which  is  produced  by  a  nine-foot  Stine  fan  with  steam  connections 
is  fairly  good  throughout.  The  top  is  good  throughout  the  mine 
workings,  timbering  is  being  carefully  looked  after.  Drainage  is 
only  fair.  The  average  thickness  of  the  vein  is  about  8'  4"  and  the  con- 
ditions for  removing  the  pillar  coal  is  exceedingly  good  as  the  overlying 
strata  is  very  firm.  With  a  full  force  of  men  and  the  present  develop- 
ment this  mine  is  capable  of  producing  800  tons  daily.  This  mine  was 
reported  last  year  as  Girard  No.  1,  No.  116  of  the  printed  report. 
M.  MADDOX,   Supt.  EDWARD  WORCESTER,  Mine  Foreman. 
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Series  No.  215.  Girard  No.  2  Mine,  Pittsburg  Seam,  Drift. — This 
mine  is  located  9  miles  north  of  Clarksburg  on  the  M.  R.  Div.  of  the 
B.  &  0.  R.  R.  It  is  opened  up  on  the  double  entry  system,  ventilation 
is  produced  by  a  ten-foot  Crawford  &  McCrimmon  fan  with  electric  con- 
nections and  is  fairly  good,  though  the  speed  of  the  fan  by  reason  of  the 
connections  is  very  slow  producing  only  from  15  to  20,000  cu.  ft.  of  air 
P.  M.  which  would  be  inadequate  to  ventilate  the  mine  in  case  the  devel- 
opment should  be  extended  to  any  thing  near  that  which  they  anticipate 
doing.  It  will  therefore  be  necessary  for  them  to  procure  and  install 
a  much  larger  fan  in  the  very  near  future  at  this  plant,  as  they  have  a 
large  acreage  which  must  be  worked  out  at  this  opening.  The  coal  is 
hauled  by  means  of  an  electric  motor  through  No.  1  Mine  and  dumped 
over  No.  1  Tipple.  The  coal  is  undercut  by  means  of  electric  machines 
similar  to  those  in  No.   1  Mine. 

This  mine  was   reported  last  year  as  Girard  No.   2  Mine,  No.   117   of" 
the  printed  report.     This  mine  is  capable  of  producing  250  tons  daily. 
M.  MADDOX,  Supt.  ERWARD  WORCESTER,  Mine  Foreman. 

FAIRMONT  COAL  COMPANY. 
Series  No.  216.  Globe  Mine,  Pittsburg  Seam,  Drift. — This  mine  is  lo- 
cated 6%  miles  north  of  Clarksburg  on  the  M.  R.  R.  Division  of  the  B. 
&  O.  R.  R.  It  is  opened  up  on  the  double  entry  system,  the  ventilation 
is  produced  by  a  7  foot  Stine  fan,  with  electric  connections  and  has  al- 
ways been  found  good.  The  roof  is  good  throughout  the  mine  workings, 
they  maintain  head  coal  along  their  main  entries,  and  carefully  timber 
their  rooms.  Drainage  is  in  fair  condition.  The  water  being  handled 
principally  by  pumps.  The  coal  is  undercut  and  hauled  by  means  of  elec- 
tricity. The  power  is  procured  from  the  Fairmont  &  Clarksburg  Traction 
Company  to  run  all  their  machinery.  This  mine  was  reported  last  year 
as  Globe  Mine,  No.  100  of  the  printed  report.  With  a  full  force  of  men 
and  the  present  development  this  mine  is  capable  of  producing  800  tons 
'daily. 
P.  J.  McANDREWS,  Supt.  and  Mine  Foreman. 

Series  No.  217.  Farnum  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  6Y+  miles  north  of  Clarksburg  on  the  M.  R.  R.  Div.  of  the  B.  & 
O.  R.  R.  And  it  is  an  opening  in  the  Pittsburg  seam  which  has  not 
been  in  operation  for  several  years.  Also  22  idle  coke  ovens  are  found 
at  this  plant  of  the  Bee  Hive  type.  The  company  anticipates  the  re- 
moval of  all  coal  from  this  mine  through  the  Globe  opening,  the  ad- 
joining property  to  this  mine. 
P.  J.  McANDREWS,  Supt.  and  Mine  Foreman. 

Series  No.  218.     Glen  Falls  Mine  Pitts'burg  Seam,  Drift. — This  mine  is 
located  5%  miles  north  of  Clarksburg  on  the  M.  R.  R.  Division  of  the 
B.  &  O.  R.  R.     It  is  on  opening  in  the  Pittsburg  Seam  but  has  not  been 
in  operation  during  the  past  year. 
LUKE  MURRAY,  Supt. 

Series  No.  219.  Dunham  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  5  miles  north  of  Clarksburg  on  the  M.  R.  R.  Division  of  the  B. 
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&  O.  R.  R.  The  ventilation  is  produced  by  a  12  foot  Crawford  &  Mc- 
Crimmon  fan  with  electric  connection,  and  has  always  been  found  good 
throughout  the  mine  workings.  The  roof  is  only  fair  being  draw  slate 
and  when  exposed  to  the  air  disintegrates.  But  timbering  is  carefully 
looked  after,  however,  and  the  safety  from  that  stand  point  is  reasonably 
good.  The  coal  is  undercut  and  hauled  to  the  tipple  by  electricity.  Drain- 
age is  fairly  good;  conditions  in  and  around  this  mine  from  the  stand 
point  of  State  Mine  Law  was  found  satisfactory  on  date  of  last  visit. 
This  mine  was  reported  last  year  as  Dunham  Mine  No.  101  of  the  printed 
report.  With  a  full  force  of  men  and  the  present  development  this  mine 
is  capable. of  producing  1000  tons  daily. 
LUKE  MURRAY,  Supt.  WALTER  MILLER,  Mine  Foreman. 

CLARKSBURG  FUEL   CO. 

Series  No.  220.  Fall  Run  Mine  Pittsburg  Seam,  Drift.— This  mine  is 
located  3  miles  north  of  Clarksburg  on  the  M.  R.  R.  Division  of  the  B. 
&  O.  R.  R.  It  is  opened  up  on  the  double  entry  system;  the  ventilation 
is  produced  by  a  7  foot  Stine  fan  with  electric  connections  and  on  date 
of  last  visit  was  found  to  be  in  much  better  condition  than  on  any  of 
my  former  visits,  as  the  fan  is  highly  efficient.  The  power  is  procured 
from  the  Fairmont  and  Clarksburg  Traction  Company.  The  coal  is  un- 
dercut and  hauled  by  electricity.  The  top  is  draw  slate  which  when  ex- 
posed to  the  air  disintegrates  rapidly,  this  however  is  taken  down  and 
removed  from  the  mine  when  discovered  to  be  loose,  and  general  safety 
from  this  standpoint  is  considered  by  the  inspector  to  be  reasonably  good. 
The  rooms  and  working  places  are  well  timbered.  The  drainage  is  fairly 
good  throughout  the  workings.  The  mine  on  date  of  last  visit  was  found 
in  satisfactory  condition,  as  far  as  State  Mine  Law  is  concerned;  some 
recommendations  were  made,  however,  as  to  the  construction  of  more 
serviceable  stoppings  along  haulways.  This  mine  was  reported  last  year 
as  Fall  Run,  No.  82  on  the  printed  report.  With  the  present  develop- 
ment, and  a  full  force  of  men  this  mine  is  capable  of  producing  1200  tons 
.  daily. 
LUKE  MURRAY,  Supt.  E.  G.  VINCENT,  Mine  Foreman. 

CORONA  COAL  cC-  COKE  CO. 

Series  No.  221.  Harold  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  2  miles  north  of  Clarksburg  on  the  M.  R.  R.  Division  of  the  B. 
&  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  ventilation 
which  is  produced  by  5  foot  electric  Stine  fan  is  only  fairly  good,  and  it 
is  doubtful  in  the  opinion  of  the  inspector  if  this  fan  will  be  sufficient  to 
properly  ventilate  this  mine  for  future  development  which  is  projected 
on  the  blue  print  furnished  him.  The  top  is  fairly  good,  head  coal  being 
maintained  throughout  the  mine  workings,  other  than  in  some  sections 
of  the  mine  there  has  been  some  of  the  overlying  coal  removed  showing 
the  top  to  be  of  draw  slate  which  would  have  to  be  carefully  timbered 
in  case  the  top  coal  should  be  removed  throughout  the  workings.  The 
water  in  the  mine  is  handled  by  means  of  an  electric  pump  which  makes 
it  very  sanitary  from  a  drainage  standpoint.     The  coal  is  undercut  and 
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hauled  to  the  drift  mouth  by  electricity  furnished  by  the  Fairmont  & 
Clarksburg  Traction  Company.  The  voltage  in  this  mine  is  500  which 
is  considered  by  the  inspector  to  be  in  excess  of  what  is  needed,  and  also 
a  source  of  danger,  much  insistence  has  been  used  by  the  inspector  for 
the  current  to  be  reduced  at  this  mine.  The  timbering  in  some  of  the 
rooms  needed  attention  on  date  of  last  visit.  This  mine  was  reported 
last  year  as  Harold,  No.  131  of  the  printed  report.  With  a  full  force 
of  men  and  the  present  development  this  mine  is  capable  of  producing 
700  tons  daily. 
ED.  CLINGAN,  Supt.  and  Mine  Foreman. 

CLARKSBURG  FUEL  CO. 

Series  No.  222.  Pinnickinnicfc  Mine,  Pittsburg  Seam,  Drift. — This  mine 
is  located  1  mile  east  of  Clarksburg  on  the  Parkersburg  Branch  of  the 
B.  &  O.  R.  R.  and  is  opened  up  on  the  double  entry  system.  The  ventila- 
tion which  is  produced  by  a  16-foot  Helmick  fan  is  fairly  good  throughout 
the  mine  workings,  the  top  is  of  rather  a  dangerous  character  being  a 
draw  slate  which  disintegrates  rapidly  when  exposed  to  the  air  and 
requires  careful  timbering,  also  to  be  taken  down  and  removed  when 
discovered  to  be  loose,  as  immediately  over  the  draw  slate  is  what 
is  known  to  the  miners  as  the  checker  rock,  which  is  exceedingly  good. 
The  coal  is  undercut  by  electricity  and  hauled  by  the  same  power  to  the 
junction  on  the  inside  where  by  means  of  endless  rope  it  is  hauled  up 
the  plane  to  the  tipple  where  it  is  dumped  into  the  car.  The  timbering 
is  being  carefully  looked  after  along  the  haulways  but  in  some  of  the 
rooms  and  working  places,  it  needed  attention  on  date  of  last  visit.  The 
drainage  has  been  greatly  improved  during  the  past  year  by  the  Company 
going  to  the  expense  of  digging  two  sumps  135'  long,  10'  wide  7'  deep.  These 
sumps  are  located  in  a  basin  which  was  shown  by  the  elevation  to  be 
the  lowest  point  in  the  development  and  two  electrical  driven  centrifugal 
pumps  of  a  capacity  of  1200  gallons  per  minute  each  were  connected  thereto. 
This  is  the  most  complete  pumping  station  found  on  the  inside  of  any 
of  the  mines  of  the  Second  District.  This  mine  was  reported  last  year 
as  Pinnickinnick  No.  81  of  the  printed  report.  And  with  the  present 
development  and  equipment  this  mine  is  capable  of  producing  1800  tons 
daily. 
J.  H.  NUZUM,  Supt.  THOS.  POLLARD,  Mine  Foreman. 

L.  E.  DORSEY,  Asst.  Mine  Foreman. 

CENTRAL  FAIRMONT   COAL    COMPANY. 

Series  No.  223.  Moore  Mine.  Pittsburg  Seam,  Drift. — This  mine  is  lo- 
cated 1%  miles  from  Clarksburg  on  the  Parkersburg  Branch  of  the  B. 
&  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the  venti- 
lation which  is  produced  at  the  present  time  by  a  fire  basket,  was  on 
date  of  last  visit  deemed  inadequate  by  the  inspector  to  properly  venti- 
late the  development,  and  recommendations  were  made  to  install  a  fan 
of  sufficient  efficiency  to  properly  ventilate  the  mine,  the  General  Manager 
gave  me  the  assurance  that  this  would  be  done  as  soon  as  arrangements 
could  be  made  with  the  Fairmont  and  Clarksburg  Traction  Co.  and  that  he 
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would  at  once  see  to  it  that  a  furnace  be  constructed  with,  sufficient  grate 
area  to  improve  the  ventilation  in  the  meantime.  Drainage  is  only  fair  in 
this  mine  being  natural  throughout.  The  top  is  draw  slate  and  rather  bad 
in  some  sections,  which  requires  careful  attention  which  is  being  fairly- 
well  taken  care  of.  The  coal  is  undercut  by  pick  and  hauled  to  the  tipple 
by  mules.  This  mine  was  reported  last  year  as  Moore  Mine  No.  13G  of 
the  printed  report.  With  a  full  force  of  men  and  with  the  present  devel- 
opment this  mine  would  be  capable  of  producing  400  tons  daily. 
FRED  HOWARD,  Supt.  A.   G.   HILBERT,  Mine  Foreman. 

VINCENT  COAL  CO. 
Series  No.  224.  Vincent  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  1%  miles  east  of  Clarksburg  on  the  Parkersburg  Branch  of  the 
B.  &  O.  R.  R.  and  is  opened  up  on  the  double  entry  system.  The  venti- 
lation which  is  produced  by  a  furnace  and  has  always  been  found  ample 
by  the  inspector,  drainage  in  the  right  hand  section  of  the  mine  at  the 
present  is  rather  bad,  but  they  are  cutting  out  for  the  purpose  of  making 
natural  drainage,  when  completed  this  will  make  the  drainage  in  this 
section  of  the  mine  good,  in  other  sections  of  the  mine  the  drainage  is 
good.  Head  coal  is  maintained  and  the  top  is  good.  Timbering  is  being 
carefully  looked  after.  The  coal  is  undercut  by  pick  and  hauled  to  the 
incline  by  mules  where  it  is  lowered  by  traction  plane  to  the  tipple.  This 
mine  was  reported  last  year  as  Vincent  No.  138  of  the  printed  report. 
With  the  present  development  and  equipment  and  a  full  force  of  men 
this  mine  is  capable  of  producing  350  tons  daily. 
VINCENT  GOCKE,  Supt.  GRANT  WHITE,  Mine  Foreman. 

CLARKSBURG  FUEL  CO. 
Series  No.  225.  Despard  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  1%  miles  from  Clarksburg  on  the  Parkersburg  Branch  of  the 
B.  &  O.  R  .R.  And  is  at  the  present  time  being  operated  on  a  small  scale, 
the  coal  being  undercut  by  pick  and  hauled  to  the  tipple  by  horses,  but 
in  the  very  near  future  it  will  be  made  one  of  the  up  to  date  mines  of 
the  region,  with  the  very  latest  electrical  equipment  and  devices  for  cut- 
ting and  hauling  the  coal,  and  ventilating  the  mine,  it  is  opened  up  on 
the  double  entry  system.  The  ventilation  at  present  is  natural,  condi- 
tions being  very  favorable  to  natural  ventilation  by  reason  of  the  main 
entry  being  driven  through  the  hill,  allowing  the  air  to  pass  through. 
This  mine  was  reported  last  year  as  Despard  No.  88  of  the  printed  report. 
With  the  present  development  and  equipment  this  mine  is  capable  of 
producing  100  tons  daily  but  when  the  improvements  are  made  which 
the  company  have  at  the  present  a  large  force  of  men  making,  the  pro- 
duction will  be  much  greater. 

A.  W.  RAPP,  Supt.  G.  H.  BROOKS,  Mine  Foreman. 

FAIRMONT  COAL  CO. 
Series    No.    226.     Columbia  Mine,    Pittsburg    Seam,    Drift. — This    mine 
is  located  2  miles  east  of  Clarksburg  on  the  Parkersburg  Division  of  the 

B.  &  O.  R.  R.    It  is  opened  up  on  the  double  entry  system  and  the  venti- 
lation which  is  produced  by  a  16-foot  Crawford  &  McCrimmon  curved  blade 
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fan,  was  always  found  to  be  sufficient  and  sanitary.  The  overlying  strata 
is  draw  slate  and  is  rather  above  the  average  in  firmness.  Head  coal  is 
maintained  in  a  few  of  the  working  places,  in  a  large  number  of  the 
places  all  the  coal  is  taken  down  and  removed,  timbering  is  well  looked 
after,  stoppings  along  main  entries  are  constructed  of  concrete  and  are 
very  serviceable,  the  drainage  is  fair,  water  being  handled  principally  by 
pumps.  The  coal  is  mined  by  compressed  air  machines  of  the  puncher 
type  and  is  hauled  to  the  Junction  on  the  inside  by  mules,  from  thence 
it  is  taken  up  plane  to  tipple  by  means  of  head  and  tail  rope,  this  mine 
fully  complies  with  the  State  Mine  Law  and  was  reported  last  year  as 
Columbia  Mine,  No.  105  of  the  printed  report.  With  a  full  force  of 
men  and  the  present  development  this  mine  is  capable  of  producing  1200 
tons   daily. 

A.  W.  RAPP,  Supt.  MIKE  ROONEY,  Mine  Foreman. 

Series  No.  227.     Ocean  Mine,  Pittsburg  Seam,,  Drift. — This  mine  is  lo- 
cated  3    miles   east   of   Clarksburg   on   the   Parkersburg   Division    of   the 

B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system.  Ventilation 
which  is  produced  by  a  15  foot  curved  blade  fan  with  direct  steam  connec- 
tion is  fairly  good  throughout  the  mine  workings.  The  top  is  draw  slate 
and  of  a  rather  firm  nature  which  makes  it  above  the  average  of  this  dis- 
trict. Timbering  is  being  well  looked  after.  The  water  in  a  large  por- 
tion of  the  mine  is  removed  by  natural  drainage;  some  parts  of  the  mine, 
however,  water  is  handled  very  efficiently  by  pumps.  This  mine  fully 
complies  with  the  State  Mine  Law.  This  mine  was  reported  last  year  as 
Ocean  Mine,  No.  106  of  the  printed  report.  With  the  present  development 
and  a  full  force  of  men  this  mine  would  be  capable  -of  producing  1300  tons 
daily. 

K.  D.  BAILEY,  Supt.  U.  B.  BLAKESM1TH,  Mine  Foreman. 

PITTSBURG  &  FAIRMONT  FUEL  CO. 

Series  No.  228.  Perry  No.  1  Mine,  Pittsburg  Seam,  Drift. — This  mine 
is  located  3  miles  west  of  Clarksburg  on  the  Short  Line  Division  of  the 
B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the  ven- 
tilation, which  is  produced  by  a  16  foot  curved  bladed  fan  with  steam 
connections  is  fairly  good  thoughout  the  mine  workings.  The  overlying 
strata  is  draw  slate,  and  is  very  treacherous  and  requires  that  top  coal 
be  maintained  throughout  the  workings  to  insure  safety.  This  is  being 
looked  after  by  the  management  as  carefully  as  possible  but  in  some  in- 
stances the  top  is  broken  and  requires  immediate  attention  as  to  tim- 
bering, as  the  fire  clay  which  overlays  it  is  about  26'  in  thickness  and 
keeps  constantly  falling  unless  timbered  at  once.  Drainage  is  fair.  The 
coal  is  undercut  by  electric  machine  and  hauled  to  the  tipple  by  electric 
motors.  This  mine  was  reported  last  year  as  Perry  No.  1,  No.  Ill  of  the 
printed  report.  With  a  full  force  of  men  and  the  present  development  this 
mine  is  capable  of  producing  1000  tons  daily. 
L.  W.  SMITH,  Supt.  A.  V.  MORGAN,  Mine  Foreman. 

Series  No.  229.    Perry  No.  2  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located   3   miles  west  of  Clarksburg   on  the   Short  Line   Division   of  the 
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B.  &  O.  R.  R.  The  ventilation  which  is  produced  by  a  12  foot  curved 
blade  fan  with  steam  connections  is  good  throughout  the  workings.  It 
is  opened  up  on  the  double  entry  system  and  conditions  are  the  same 
as  already  reported  in  No.  1  Mine,  being  under  the  same  management. 
This  mine  was  reported  last  year  in  connection  with  Perry  No.  1,  No. 
Ill  of  the  printed  report.  This  mine  with  present  development  and  a 
full  force  of  men  is  capable  of  producing  1000  tons  daily.  The  coal  is 
hauled  by  electric  motor  and  dumped  over  the  same  tipple  as  the  pro- 
duct of  No.   1  Mine. 

L.  W.   SMITH,   Supt.  A.  V.  MORGAN,   Mine  Foreman, 

i 

Series  No.  230.  Perry  Coaling  Station,  Pittsburg  Seam,  Drift. — This 
mine  is  located  2  miles  west  of  Clarksburg  on  the  Short  Line  Division  of 
the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system,  the  ven- 
tilation which  is  produced  by  a  12  foot  Charleston  fan  is  fairly  good 
throughout  the  workings.  The  overlying  strata  is  fire  clay  and  is  of  a 
rather  treacherous  nature  and  requires  careful  attention  which  is  being 
given  by  {"he  management.  The  drainage  is  only  fair  at  this  mine  being 
natural  in  a  large  section  of  the  mine,  and  the  other  section  is  being 
fairly  well  taken  care  of  by  means  of  electrical  pumps.  The  coal  is  un- 
dercut by  electricity  and  is  hauled  to  the  drift  mouth  by  means  of 
mules,  and  lowered  to  the  tipple  by  traction  plane.  This  mine  was  re- 
ported last  year  as  Perry  Coaling  Station  No.  112  of  the  printed  report. 
With  a  full  force  of  men  and  the  present  mine  development  this  mine 
is  capable  of  producing  750  tons  daily. 
L.  W.  SMITH,  Supt.  A.  L.  HORD,  Mine  Foreman. 

MEADOWBROOK  COAL  d-  COKE  CO 

Series  No.  231.  Erie  Mine,  Pittsburg  Seam,  Drift. — This  mine  is  lo- 
cated 6  miles  north  of  Clarksburg  on  the  Short  Line  Division  of  the 
B.  &  O.  R.  R.  It  is  opened  up  on  the  four  entry  system,  the  ventilation 
which  is  produced  by  a  12  foot  curved  blade  fan  with  steam  connection 
is  good  throughout  the  mine  workings.  The  ventilation  has  been  greatly 
improved  during  the  past  year  by  means  of  remodeling  the  fan  house  and 
building  it  with  a  view  of  more  efficiency,  which  increased  the  total  num- 
ber of  cubic  feet  of  air  passing  though  the  mine  about  one-half.  The  top 
is  rather  good  on  account  of  the  maintenance  of  head  coal  throughout  the 
mine  workings,  but  in  places  where  the  top  is  broken  shows  the  over- 
lying strata  to  be  of  fire  clay  which  would  be  very  treacherous  in  case  all 
the  coal  was  removed,  timbering  is  being  carefully  looked  after.  Water 
is  being  well  taken  care  of  by  means  of  pumps,  and  natural  drainage  also, 
coal  is  undercut  by  means  of  both  types  of  machines  compressed  air  and 
electric.  It  is  hauled  to  the  Junction  on  the  inside  by  means  of  electric 
motors  and  hauled  up  the  plane  to  the  tipple  by  head  rope.  This  mine 
was  reported  last  year  as  Erie  No.  118  of  the  printed  report.  With  a 
full  force  of  men  and  the  present  development  this  mine  is  capable  of 
producing  1200  tons  daily. 

L.  L.  CRAWFORD,   Supt.  C.   D.  M.  KRAMER,  Mine  Foreman. 

t 
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W.  B.  GUNTEN  COAL  CO. 

Series  No.  232.  Overholt  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  6%  miles  north  of  Clarksburg  on  the  Short  Line  Div.  of  the  B. 
&  O.  R.  R.  It  has  been  recently  opened  up  and  on  date  of  last  visit  the 
officials  of  the  Company  were  not  found.  The  mine  and  equipment  were 
.examined  by  the  inspector,  and  was  found  to  be  r-eady  to  ship  coal  but 
the  inspector  does  not  know  whether  they  have  made  any  shipments  or 
not,  as  it  was  impossible  for  him  to  get  this  information.  The  mine  is 
being  opened  up  on  the  double  entry  system;  the  ventilation  for  the 
present  is  natural,  the  opening  is  in  the  Pittsburg  seam  directly  north 
of  the  Erie  Mine. 
W.  B.   GUNTON,   Supt. 

LAMBERT'S  RUN  COAL   COMPANY. 

Series  No.  233.  Lambert's  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  7  miles  north  of  Clarksburg  on  the  Short  Line  Division  of  the 
B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system.  Ventilation 
at  present  time  natural.  The  coal  is  being  undermined  by  pick  and 
hauled  up  plane  to  tipple  by  head  rope  by  electricity  motor  power,  power 
being  procured  from  Fairmont  &  Clarksburg  Traction  Company.  On 
date  of  last  visit  this  mine  was  not  yet  ready  to  ship  coal,  but  at  date 
of  this  report  the  mine  is  in  operation  and  shipping  coal.  The  top  or 
overlying  strata  has  the  appearance  of  being  exceedingly  good.  This 
mine  was  not  reported  last  year.  And  on  date  of  visit  the  official  had  not 
been  chosen,  as  no  one  other  than  Mr.  Robinson,  Superintendent  of  Con- 
struction was  found. 

Series  No.   234.     Blank. 
No  report. 

BLUE  RIDGE  COAL  COMPANY. 

Series  No.  235.  Thompson  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  11  miles  north  of  Clarksburg  on  the  Short  Line  Division  of  the 
B.  &  0.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the  ventila- 
tion on  date  of  last  visit  was  natural,  which  was  fairly  good.  Have  been 
informed  since  date  of  last  visit  that  a  small  fan  has  been  procured  and 
installed,  which  should  insure  good  ventilation.  This  mine  is  operating 
in  the  Pittsburg  seam,  the  coal  is  undermined  by  pick  and  hauled  to  the 
drift  mouth  by  means  of  mules.  This  mine  was  reported  last  year  as 
Blue  Ridge,  No.  141  of  the  printed  report.  With  a  full  force  of  men  and 
the  present  development  this  mine  could  produce  200  tons  daily. 
ISHAM  KEITH,   Supt.  D.  H.   STIRES,  Mine  Foreman. 

PITTSBURG  &  FAIRMONT  FUEL   CO. 

Series  No.  236.  Pooz  Mine,  Pittsburg  Seam,  Drift. — This  mine  is  lo- 
cated 12  miles  north  of  Clarksburg  on  the  Short  Line  Division  of  the 
B.  &  O.  R.  R.  It  is  opened  up  on  the  triple  entry  system;  the  ventilation 
is  produced  by  a  12  foot  curved  blade  fan  and  is  found  good  throughout 
the  workings.     The  overlying  strata  is  bad,  requiring  exceedingly  great 
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care  in  timbering  and  in  taking  down  and  removing  the  loose  and  over- 
hanging slate  along  haulways.  The  stoppings  are  constructed  with  con- 
crete along  main  haulways,  and  is  fairly  serviceable  throughout  the 
workings;  some  gas  is  found  in  a  few  working  places,  in  the  advance 
workings,  but  is  being  taken  care  of  by  the  managmeent.  The  coal  is 
undercut  by  electric  machines  and  is  hauled  to  the  junction  on  the  inside 
by  mules  and  lowered  to  tipple  by  endless  rope.  This  mine  was  reported 
last  year  as  Pooz,  No.  113  of  the  printed  report.  "With  a  full  force  of 
men  and  the  present  development  and  equipment  this  mine  is  capable 
of  producing  1500  tons  daily. 

A.  C.  ICE,  Supt.  W.  MALONE,  Mine  Foreman. 

PITTSBURG  <£■  FAIRMONT  FUEL   COMPANY. 

Series  No.  237.     Lucas  Mine,  Pittsburg  Seam,  Drift. — This  mine  is  lo- 
cated 12%  miles  north  of  Clarksburg  on  the  Short  Line  Division  of  the 

B.  &  O.  R.  R.  It  is  opened  up  on  the  triple  entry  system  and  the  ventila- 
tion which  is  produced  by  a  7  foot  fan  with  electric  connection  of  the 
Stine  type,  is  found  fairly  good  throughout  the  mine  workings.  The 
overlying  strata  is  fire  clay  and  is  bad  when  the  top  coal  is  removed  ne- 
cessitating the  maintenance  of  top.  coal  in  all  the  working  places  where 
it  is  possible  to  do  so,  as  the  fire  clay  over  the  coal  at  this  mine  ranges 
from  15  to  30  feet  in  thickness  and  requires  very  careful  timbering  in 
places  where  top  coal  has  been  removed.  Drainage  is  fairly  good,  the 
coal  is  undercut  by  electric  machines  and  is  hauled  to  the  drift  mouth 
by  mules.  This  mine  was  reported  last  year  as  Lucas,  No.  114  of  the 
printed  report.  With  a  full  force  of  men  and  the  present  equipment  and 
development  this  mine  is  capable  of  producing  1000  tons  daily. 

A.  C.  ICE,  Supt.  JOHN  WALTERS,  Mine  Foreman. 

FAIRMONT  COAL  COMPANY. 

Series  No.  23S.  Robinson  Run  Mine,  Pittsburg  Seam,  Drift. — This  mine 
is  located  13%  miles  north  of  Clarksburg  on  a  branch  off  of  the  Short  Line 
Division  of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  triple  entry  system 
and  the  ventilation  is  produced  by  a  7  foot  Stine  fan  with  electric  connec- 
tion which  power  is  procured  from  the  Fairmont  &  Clarksburg  Traction 
Company.  At  this  mine  is  located  a  sub-station  for  reducing  current  and 
the  voltage  on  the  inside  and  all  other  voltages  used  in  and  around  the 
mine  is  reduced  to  250  volts,  buildings,  tipples,  and  other  equipments  in 
and  around  the  mine  is  of  the  latest  designs.  Character  of  the  roof  is 
rather  treacherous  being  overlaid  with  fire  clay  which  necessitates  the 
maintenance  of  head  coal  thoughout  the  mine  workings,  which  is  being 
carefully  looked  after  by  the  management.  Some  gas  is  found  in  the 
advance  workings. of  this  mine.  Drainage  is  good,  water  being  handled 
by  pumps.  All  other  conditions  around  this  mine  fully  complies  with 
the  State  Mine  Law.  This  mine  was  reported  last  year  as  Robinson  Run, 
No.  93  of  the  printed  report.  With  a  full  force  of  men  and  the  present  de- 
velopment this  mine  is  capable  of  producing  300  tons  daily. 
ELLIS  P.  GOEDECKE,  Supt.  CLAUD  ADDISON,  Mine  Foreman. 
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ROSEBUD  COAL  COMPANY. 

Series  No.  239.  Rosebud  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  14  miles  northwest  of  Clarksburg  on  the  Short  Line  Division  of 
the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system.  Ventila- 
tion is  produced  by  open  grate  which  is  only  fair  throughout  the  mine 
workings,  top  or  overlying  strata  is  of  fire  clay,  and  in  places  where  head 
coal  is  broken  and  removed,  is  very  treacherous  and  requires  careful  at- 
tention as  to  timbering  it  was  found  necessary  for  the  inspector  to  give 
direction  to  mining  engineer  Dudley  D.  Britt  to  go  on  the  property  and 
make  survey  of  the  same  and  furnish  to  this  office  a  map  of  the  property 
that  fully  complies  with  the  State  Mine  Law.  This  direction  was  given  in 
writing  some  time  ago,  and  on  date  of  this  report  the  survey  has  not 
been  completed,  drainage  is  fair  but  some  standing  water  was  found  in 
some  working  places  of  the  mine  on  last  visit.  The  coal  is  undercut  by 
electric  machines  hauled  to  the  drift  mouth  by  mules  and  lowered  to  the 
tipple  by  traction  plans.  This  mine  was  reported  last  year  as  Rosebud 
No.  124  of  the  printed  report.  With  a  full  force  of  men  and  with  the 
present  development  this  mine  is  capable  of  producing  400  tons  daily. 
SAMUEL  CROMER,    Supt.   and  Mine  Foreman. 

MONROE  COLLIERY  COMPANY. 

Series  No.  240.  Sylvester  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  14*4  miles  northwest  of  Clarksburg  on  the  Short  Line  Division 
of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and 
the  ventilation  on  date  of  last  visit  was  natural,  however,  the  company 
expects  in  tlie  near  future  to  install  a  fan  to  fully  comply  with  the  law 
and  properly  ventilate  the  workings.  The  top  or  overlying  strata  is  fire 
clay  and  will  require  careful  attention  as  to  timbering  where  all  the 
coal  is  removed.  The  coal  is  undercut  by  compressed  air  machines  of 
the  puncher  type,  and  hauled  to  the  drift  mouth  by  mules,  and  lowered 
to  the  tipple  by  traction  plane.  This  mine  was  reported  last  year  as 
Monroe  Mine,  No.  140  of  the  printed  report.  With  a  full  force  of  men 
and  with  the  present  development  the  mine  at  the  present  time  is  capa- 
ble of  producing  300  tons  daily. 
B.  H.  MONROE,   Supt.  &  General  Manager. 

NATIONAL   COAL   COMPANY. 

Series  No.  241.  Dola  Mine.  Pittsburg  Seam.  Drift. — This  mine  is 
located  16  miles  northwest  of  Clarksburg  on  the  Short  Line  Division 
of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and 
the  ventilation  which  is  produced  by  furnace  has  always  been  found  fairly 
good  on  dates  of  visits  by  inspector.  The  top  or  overlying  strata  is  a 
fire  clay  and  is  exceedingly  bad  requiring  very  careful  attention  as  to 
timbering  and  by  reason  of  the  seam  only  averaging  about  7  feet  in 
height  makes  it  very  inconvenient  to  maintain  top  coal  throughout  the 
mine  workings  Drainage  is  rather  bad  in  the  right  hand  side  of  the 
mine,  water  being  handled  by  syphon,  this  however  is  carefully  looked 
after  by  the  management  on  the  ground,  and  is  kept  in  a  fairly  sanitary 
rendition.     The  coal  is  undercut  by  picks  and  hauled  to  the  drift  mouth 
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by  mules;  this  mine  was  reported  last  year  as  National  or  Overholt  mine, 
No.  134  of  the  printed  report.     With  a  full  force  of  men  and  the  present 
development  this  mine  is  capable  of  producing  450  tons  daily. 
E.  J.  MORRIS,  Superintendent  and  Mine  Foreman. 

FAYETTE  COAL  COMPANY. 

Series  No.  242.  Fayette  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  1G  miles  northwest  of  Clarksburg  on  the  Short  Line  Division  of 
the  B.  &  0.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the 
ventilation  which  is  natural  was  found  ample  on  date  of  last  visit  for 
the  development,  but  the  Superintendent  Mr.  Greaves  who  was  found  in 
charge  gave  me  the  assurance  that  as  soon  as  the  development  extended 
to  the  point  where  it  would  be  necessary  that  they  would  install  a  fan 
or  construct  a  furnace  of  sufficient  great  area  to  properly  ventilate  the 
mine.  This  company  at  this  time  is  preparing  to  install  machinery  and 
I  am  informed  that  it  will  be  compresed  air  and  the  coal  will  be  under- 
cut by  machinery  of  the  puncher  type  at  the  present  time  however  the 
•coal  is  undercut  by  pick  and  hauled  to  the  drift  mouth  by  mules  where 
it  is  lowered  to  the  tipple  by  traction  plane.  This  mine  was  reported 
last  year  as  Dola  Mine  No.  135  of  the  printed  report.  With  a  full  force  of 
men  and  the  present  mine  development  this  mine  is  capable  of  produc- 
ing 200  tons  daily. 
BENJ.  GREAVES,  Supt.  JAS.  JOHNSON,  Mine  Foreman. 

SHORT  LINE   COAL  COMPANY. 

Series  No.  243.  Girarcl  No.  2  Pittsburg  Seam,  Drift. — This  mine  is  lo- 
cated 15%  miles  northwest  of  Clarksburg  on  the  Short  Line  Division  of 
the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the 
ventilation  which  is  produced  by  a  10  foot  curved  blade  fan  with  steam 
connections.  On  elate  of  last  visit  was  found  t«  be  only  fair,  recommen- 
lions,  however,  were  made  by  the  inspector  which  in  his  judgment  would 
greatly  benefit  the  ventilation;  this  I  am  informed  has  been  done,  the 
most  important  of  which  wa^  the  remodeling  of  the  fan  house  with  the 
view  of  creating  more  efficiency  of  the  fan,  which  I  have  understoon  by 
the  management  resulted.  The  top  or  overlying  strata  would  be  bad  in 
case  all  the  coal  was  removed  but  in  this  mine  they  have  done  a  most 
excellent  job  in  maintaining  head  coal  in  the  workings.  The  water  is 
handled  by  steam  pump  which  is  located  on  the  inside  and  interferes 
with  the  proper  ventilation  of  the  mine  by  reason  of  the  heat  rarefying 
the  air.  The  coal  is  undercut  by  pick,  hauled  to  the  junction  by  mules 
and  from  thence  to  the  tipple  by  head  rope.  This  mine  was  reported 
last  year  as  Girard  No.  2,  No.  133  of  the  printed  report.  With  the  pres- 
ent mine  development  and  a  full  force  of  men  this  mine  is  capable  of 
producing  700  tons  daily. 
1SHAM   KEITH,   Supt.  WM.   REID,  Mine   Foreman. 

FAIRMONT  &   BALTIMORE    COAL   &    COKE    COMPANY. 
Series  No.   244.     Fairmore  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  2  miles  west  of  Clarksburg  on   the  Parkersburg  Branch   of  the 
B.   &  O.   R.   R.     It   is   opened   up   on   the   double   entry   system   and   the 
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ventilation  which  is  produced  hy  a  12  foot  curved  blade  fan  with  steam 
connection  was  fairly  good  throughout  that  section  of  the  mine  which 
the  fan  ventilated.  There  is  quite  a  development  which  is  ventilated  by 
a  furnace  which  is  only  fair.  The  top  or  overlying  strata  is  fire  clay  and 
is  of  rather  treacherous  nature,  which  requires  careful  timbering.  Drain- 
age is  exceedingly  bad  in  a  large  section  of  this  development  and  it 
would  be  an  excedingly  hard  proposition  to  drain  this  development  into 
a  perfectly  sanitary  condition  by  reason  of  old  workings  interfering.  This 
mine  was  reported  last  year  as  Fairmore  Mine,  No.  115  of  the  printed 
report.  With  a  full  force  of  men  and  the  present  development  this  mine 
is  capable  of  producing  5  to   600  tons   daily. 

A.  L.  WHITE,  Supt.  T.  J.  WESTMORELAND,  Mine  Foreman. 

MADEIRA-HILL-CLARK  COAL  COMPANY. 
Series   No.   245.     Goff  Mine,  Pittsburg   Seam,  Drift. — This   mine   is   lo- 
cated  3%    miles  west  of  Clarksburg  on   the  Parkersburg  Branch  of  the 

B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the  venti- 
lation which  is  derived  from  the  Waldo  No.  1  fan  and  also  a  furnace 
which  is  built  on  this  property,  on  date  of  last  visit  was  found  to  be  only 
fair  by  reason  pointed  out  to  the  management  by  the  inspector  in  rec- 
ommendations left.  I  have  learned  that  the  recommendations  have  been 
complied  with  and  that  the  ventilation  has  been  greatly  improved.  The 
top  or  overlying  strata  is  draw  slate  and  is  reasonably  good  throughout 
the  workings;  top  coal  is  maintained  along  all  the  important  haulways. 
Coal  is  undercut  by  picks  and  hauled  to  the  drift  by  mules,  lowered  to 
the  tipple  by  traction  plane.  This  mine  was  reported  last  year  as  Goff 
No.  120  of  the  printed  report.  With  a  full  force  of  men  and  the  present 
mine  development  this  mine  is  capable  of  producing  600  tons  daily. 
GEO.    WUNDERLICK,    Supt.  WM.    ASHCRAFT,    Mine    Foreman. 

Series  No.  246.  Waldo  No.  1  Mine,  Pittsburg  Seam,  Drift. — This  mine 
is  ioca'ced  4  miles  west  of  Clarksburg  on  the  Parkersburg  Branch  of  the 
B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the  venti- 
lation which  is  produced  by  a  16  foot  curve!  blade  fan  with  direct  steam 
connection  on  date  of  last  visit  was  found  to  be  good  in  all  the  right 
hand  section  of  the  mine.  And  only  fair  in  all  Ihe  left  hand  section  of 
the  mine,  by  reason  pointed  out  to  the  management  by  the  inspector. 
Recommendations  were  left  which  I  have  understood  by  the  management 
that  they  have  complied  with,  with  the  result  that  the  ventilation  has 
been  greatly  improved,  the  most  important  recommendation  was  that  the 
fan  house  be  remodeled  which  they  did  at  once.  The  coal  is  undercut 
by  compressed  air  machines  of  the  puncher  type;  it  is  hauled  to  the  drift 
mouth  by  mules  and  lowered  to  the  tipple  by  the  Wagner-Palmros  system. 
The  top  or  overlying  strata  is  of  draw  slate  which  is  very  bad  in  places 
where  head  coal  is  not  being  maintained,  and  requires  extreme  care  as 
to  timbering.  This  mine  was  reported  last  year  as  Waldo  No.  1  Mine, 
No.  119  of  the  printed  report.  With  a  full  force  of  men  and  the  present 
development  this  mine  is  capable  of  producing  1200  tons  daily. 
GEO.  WUNDERLICK,  Supt.  A.  G.  COBURN,  Mine  Foreman. 

O.  J.  FOWLER,  Mine  Foreman. 
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WASHINGTON  FUEL  COMPANY. 

Series  No.  247.  Miller  No.  1  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  4%  miles  west  of  Clarksburg  on  the  Parkersburg  Div.  of  the  B.  &  O. 
R.  R.  It  is  opened  up  on  the  double  entry  system.  The  ventilation 
which  is  produced  by  open  grate  was  found  to  be  sufficient  for  present 
development  and  was  assured  by  the  Superintendent  on  the  ground  on 
date  of  last  visit,  when  developed  to  the  extent  that  it  would  be  required, 
that  a  fan  or  furnace  would  be  constructed  or  installed  which  would 
properly  ventilate  the  mine.  This  mine  has  not  yet  furnished  this  office 
with  map  of  their  mine,  their  attention  was  called  to  this  matter  and 
they  promised  to  comply,  as  soon  as  their  engineer  could  complete  their 
work  which  they  claimed  at  that  time  he  was  engaged  in  doing.  The 
top  is  draw  slate  and  is  very  soft  and  treacherous  and  will  require  care- 
ful timbering.  Drainage  on  date  of  visit  was  rather  bad,  but  by  cutting 
to  the  outside  which  they  have  planned  the  drainage  can  be  made  very 
good.  This  mine  was  reported  last  year  as  Miller  Nos.  1  &  2  Mines,  No. 
102  of  the  printed  report. 
D.  E.  BROWN,  Supt.  and  Mine  Foreman. 

Series  No.  248.  Miller  No.  2  Mine,  Pittsburg  Seam,  Drift. — This  mine 
is  located  4%  miles  west  of  Clarksburg  on  the  Parkersburg  Branch  of 
the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system;  the  ven- 
tilation on  date  of  last  visit  was  a  natural  current  and  was  very  bad  on 
account  of  the  plans  of  the  mine  being  such  that  crosscuts  could  not  be 
driven  regularly;  the  attention  of  the  management  was  called  to  this 
fact  with  instructions  to  inform  their  engineer  that  plans  would  have  to 
be  changed,  so  as  to  make  it  possible  to  comply  with  State  Mine  Law  in 
case  they  exceeded  five  men  on  the  inside;  he  gave  me  the  assurance  that 
this  would  be  done  at  once.  There  has  sever  been  found  more  than  four 
men  working  on  the  inside  of  this  mine  on  date  of  visit.  Conditions  are 
practically  the  same  as  No.  1  Mine  already  reported  as  to  top,  drainage, 
&c.  The  coal  in  both  mines  is  undercut  by  pick,  hauled  to  the  drift 
mouths  by  means  of  mules  and  lowered  down  the  hill  by  traction  plane 
from  thence  it  is  hauled  to  the  tipple  by  steam  locomotive.  This  mine 
was  reported  last  year  in  connection  with  No.  1  Mine  as  Washington  Fuel 
Cos  No.  132  of  the  printed  report.  With  a  full  force  of  men  and  the 
present  mine  development  these  two  mines  are  capable  of  producing  200 
tons  daily. 
D.  E.  BROWN,  Supt.  &  Mine  Foreman. 

CLARKSBURG   FUEL    COMPANY. 

Series  No.  249.  O'Neil  Nos.  1,  2,  3,  &  h  Mines,  Pittsburg  Seam,  Drifts. 
— These  mines  are  located  5%  miles  west  of  Clarksburg  on  the  Parkejrs- 
burg  Branch  of  the  B.  &  0.  R.  R.  They  are  opened  up  on  the  doublo 
entry  system  and  the  ventilation  which  is  produced  by  two  10  foot  curved 
bladed  fans  with  direct  steam  connections  has  always  been  found  ample 
on  date  of  visits.  The  operation  at  the  present  time  is  confined  to  No. 
4  opening;  the  fans  are  located  at  the  mouth  of  the  air  course  at  No. 
4  and  at  mouth  of  air  course  of  No.  1  Mine.     The  top  or  overlying  strata 
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is  very  bad  being  fire  clay  of  a  treacherous  nature  which  requires  the 
careful  maintenance  of  head  coal,  as  the  fire  clay  overlying  the  coal 
ranges  about  2G  feet  in  thickness,  and  in  places  where  top  coal  has  been 
removed  it  is  very  dangerous  in  case  it  is  not  promptly  timbered;  small 
quantity  of  explosive  gas  was  found  in  one  or  two  of  the  rooms  on  date  of 
last  visit  but  was  being  well  taken  care  of  by  means  of  serviceable  stop- 
pings. The  drainage  is  fair,  the  water  being  handled  almost  exclusively 
by  pumps.  The  coal  is  undercut  by  compressed  air  machines  of  the 
puncher  type  and  hauled  to  the  tipple  by  mules.  These  mines  were  re- 
ported last  year  as  O'Neil  No.  1,  2,  3,  &  4,  Xo.  87  of  the  printed  report. 
"With  a  full  force  of  men  and  the  present  mine  development  these  mines 
are  capable  of  producing  1000  tons  daily. 
J.  R.  ELSESS,   Supt.  S.  L.   SCHRADER,  Mine   Foreman. 

MADEIRA-HILL-CLARK  COAL  COMPANY. 

Series  No.  250.  Randolph  Mine,  Pittsburg  Seam,  Drift. — This  mine 
is  located  6V4  miles  west  of  Clarksburg  on  the  Parkersburg  Division  of 
the  B.  &  0.  R.  R.  It  is  opened  up  on  the  triple  entry  system  and  the 
ventilation  is  produced  by  a  15  foot  curved  blade  fan  with  direct  steam 
connections  and  has  always  been  found  ample  to  comply  with  State  Mine 
Laws  on  date  of  visit.  It  was  found  necessary  to  recommend  that  some 
splits  be  put  in  on  date  of  last  visit.  Also  the  inspector  found  that  they 
were  not  complying  with  the  State  Mine  Law  in  connection  with  the 
Second  opening  this  was  taken  up  very  vigorously  with  Management  on 
the  ground,  with  the  recommendation  that  a  second  opening  be  at  once 
made  that  would  fully  comply  with  the  law.  They  promptly  complied 
with  the  recommendations  and  at  this  time  this  mine  fully  complies  with 
the  law  in  this  regard.  The  top  is  very  bad  in  places  where  top  coal  has 
been  removed;  timbering  is  carefully  looked  after,  however.  Drainage  is 
fairly  good,  water  being  handled  by  pumps.  No  gas  has  been  found  in 
this  mine.  Coal  is  undercut  and  hauled  by  electricity.  This  mine  was 
reported  last  year  as  Randolph,  N«.  122  of  the  printed  report.  With  a 
full  force  of  men  and  the  present  equipment  and  development  this  mine 
is  capable  of  producing  800  tone  daily. 
GEO.  WUNDERLICK,  Supt.  W.  J.  KEIFE,  Mine  Foreman. 

Series  No.  251.  Xeu-  Chieftain  Mine,  Pittsburg  Seam.  Drift. — This  mine 
is  located  6%  miles  west  of  Clarksburg  on  the  Parkersburg  Branch  of 
the  B.  &  O.  R.  R.  It  is  opened  up  on  the  triple  entry  system  and  the 
ventilation  which  is  produced  by  a  12  foot  curved  blade  fan  with  direct 
steam  connections  has  always  been  found  sufficient  to  ventilate  the  work- 
ings. The  conditions  are  the  same  as  far  as  top  is  concerned  as  already 
reported  in  Randolph  Mine  being  fire  clay  and  bad.  No  gas  is  found 
in  this  mine.  Timbering  is  carefully  looked  after.  It  was  found  neces- 
sary on  date  of  last  visit  to  call  attention  of  the  management  to  the  con- 
dition of  the  return  air  course  with  recommendation  that  they  clean 
said  air  course  for  the  purpose  of  complying  with  the  State  Mine  Law  in 
regard  to  second  opening  in  case  they  exceeded  twenty  men  on  the  in- 
side; this  he  informs  me  was  promptly  done,  and  at  this  time  the  mine  is 
in  operation  on  a  small  scale,  but  few  men  are  employed  on  the  inside. 
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The  coal  is  undercut  by  electric  machines  and  hauled  to  the  tipple  by 
the  same  electric  motor  that  hauls  the  coal  from  the  Randolph  side,  and 
is  dumped  over  the  same  tipple.  This  mine  was  reported  last  year  as 
New  Chieftain  No.  121  of  the  printed  report.  With  a  full  force  of  men 
and  the  present  mine  development  if  properly  cleaned  up  and  put  in 
condition  this  mine  would  be  capable  of  producing  500  tons  daily. 
GEO.  WUNDERLICK,  Supt.  W.  J.  KE1FE,  Mine  Foreman. 

FAIRMONT    COAL    COMPANY. 

Series  No.  252.  Reynoldsville  Mine,  Pittsburg  Seam,  Drift. — This  mine 
is  located  G%  miles  west  of  Clarksburg  on  the  Parkersburg  Branch  of 
the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the 
ventilation  which  is  produced  by  a  10  foot  curved  bladed  fan,  with  direct 
steam  connection  is  only  fair,  by  reason  of  adverse  conditions,  the  main 
feature  of  which  is  the  top  which  is  exceedingly  bad,  requiring  very  care- 
ful attention  as  to  timbering,  and  by  reason  of  the  extent  of  the  devel- 
opment which  is  quite  a  distance  from  drift  mouth  to  the  working 
places,  necessitating  the  keeping  in  repair  of  the  stoppings  and  the 
cleaning  of  this  long  air  course.  The  company  has  recently  shut  this 
mine  clown  for  purpose* of  putting  it  in  repair  before  resuming  opera- 
lion,  the  drainage  is  bad  for  local  reasons.  Water  being  handled  princi- 
pally by  pumps.  The  coal  is  undercut  by  pick  and  hauled  to  drift  mouth 
by  mule  from  thence  it  is  hauled  up  plane  to  the  tipple  by  means  of 
head  rope.  This  mine  was  reported  last  year  as  Reynoldsville  No.  104 
of  the  printed  report.  With  a  full  force  of  men  and  with  the  present 
equipment  and  development  this  mine  is  capable  of  producing  300  ions 
daily. 
J.  R.  ELSESS,  Supt.  GUY  PARKER,  Mine  Foreman. 

O'GARA    COAL    MINING    COMPANY. 

Series  No.  253.  O'Gara  Mine.  Pittsburg  Seam,  Slope. — This  mine  is 
located  6%  miles  west  of  Clarksburg  on  the  Parkersburg  Division  of  the 
B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system,  and  the  ven- 
tilation which  is  produced  by  a  12  foot  Charleston  fan  with  steam  con- 
nections is  only  fair  throughout  the  mine  workings  and  by  reason  of  some 
gas  being  found  in  the  advance  workings  and  for  other  local  reasons  it 
was  necessary  for  the  inspector  to  recommend  that  a  new  fan  be  pro- 
cured and  installed  as  soon  as  possible.  This  recommendation  was  very 
rigorously  insisted  upon  and  at  this  time  the  new  fan  is  on  the  ground 
and  will  be  installed  within  a  few  days.  The  top  is  very  bad,  requiring 
very  careful  timbering.  The  drainage  is  only  fair,  water  being  handled 
exclusively  by  pumps,  the  coal  is  undercut  by  puncher  machines  of  the 
compresecl  air  type.  It  is  hauled  to  the  slope  by  mules,  from  thence  it, 
is  hauled  up  the  slope  to  the  tipple  by  means  of  head  rope.  This  mine 
was  reported  last  year  as  O'Gara  No.  128  of  the  printed  report.  With 
a  full  force  of  men  and  the  present  development  and  equipment  this 
mine  is  capable  of  producing  800  tons  daily. 
F.  O.  BUSHONG,  Supt.  WM.  F.  AVHITE,   Mine  Foreman. 
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DOUGLAS-RAUCH  COAL  COMPANY. 

Series  No.  2-54.  Phoenix  Mine,  Pittsburg  Seam,  Slope. — This  mine  is 
located  6%  miles  west  of  Clarksburg  on  the  Parkersburg  Division  of 
the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the 
ventilation  which  is  produced  by  a  12  foot  Charleston  fan  with  steam 
connections  is  only  fair  throughout  the  mine  workings,  some  gas  is 
found  in  advance  workings  and  it  was  found  necessary  for  the  inspector 
to  recommend  that  a  competent  man  be  placed  in  charge  as  Fire  Boss 
that  the  law  be  complied  with  in  this  particular;  some  dust  was  also 
found  in  this  mine  and  recommendations  made  that  this  be  kept  wet  at  all 
limes;  it  will  only  be  a  matter  of  a  short  time  until  it  will  be  necessary 
for  this  company  to  procure  and  install  a  fan  of  sufficient  efficiency  to  prop- 
erly ventilate  their  workings  when  the  development  is  extended.  Water  is 
being  handled  by  compressed  air  pumps;  the  top  is  bad  and  requires  care- 
ful attention  as  to  timbering.  The  coal  is  undercut  by  compressed  air  ma- 
chines of  the  puncher  type.  The  coal  is  hauled  to  the  slope  by  mules 
and  from  thence  to  the  tipple  by  head  rope.  This  mine  was  reported  last 
year  as  Phoenix.  No.  127  of  the  printed  report.  With  a  full  force  of 
men  and  with  the  present  development  and  equipment  this  mine  is  ca- 
pable of  producing  800  tons  daily. 
E.  P.  DOUGLASS,  Supt.  JAS.  HOWE,  Mine  Foreman. 

CLARKSBURG  FUEL  COMPANY. 

Series  No.  255.     Lyclia  Mine,  Pittsburg  Seam,  Slope. — This  mine   is  lo- 
cated 7^4   miles  west  of  Clarksburg  on   the   Parkersburg  Branch   of  the 
B.  &  0.  R.  R.     It  is  opened  up  on  the  double  entry  system  and  has  not 
been   in  operation   during  the  past  year. 
J.  O.  BROOKS,   Supt. 

.       PITCAIRN    COAL    COMPANY. 

Series  No.  256.  Pitcairn  Mine.  Pittsburg  Seam,  Drift. — This  mine  is 
located  1  mile  south  of  Clarksburg  on  the  W.  Va.  &  P.  Division  of  the 
B.  &  0.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the  venti- 
lation which  is  produced  with  a  15  foot  steam  fan  is  fairly  good  through- 
out the  mjne  workings.  This  mine  is  inclined  to  be  dusty,  and  much 
insistence  on  the  part  of  the  inspector  has  been  made  that  it  be  kept 
thoroughly  wet  in  all  dry  sections  at  all  times  while  the  mine  is  in  opera- 
tion. The  overlying  strata  is  draw  slate  and  is  fairly  good;  head  coal 
is  maintained  in  most  working  places;  the  drainage  is  good,  with  the 
exception  of  first  right  haul  way  where  some  standing  water  is  found, 
the  coal  is  undercut  by  electric  machine  and  hauled  on  the  inside  to 
the  junction  by  mules  from  thence  to  the  drift  mouth  by  electric  mo- 
tors from  thence  to  the  tipple  by  steam  locomotive.  This  mine  was  re- 
ported last  year  as  Pitcairn,  No.  130  of  the  printed  report.  With  a  full 
force  of  men  and  the  present  development  this  mine  is  capable  of  pro- 
ducing 1200  tons  daily. 
J.  A.  JENKINS,  Supt.  W.  C.  MANEAR,  Mine  Foreman, 
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CLARKSBURG  FUEL  COMPANY. 

Series  No.  257.  Dixie  Mine,  Pittsburg  Seam,  Drift. — This  mine  is  lo- 
cated 2  miles  south  of  Clarksburg  on  the  W.  Va.  &  P.  Branch  of  the  B. 
&  O.  R.  R.  and  is  opened  up  on  the  double  entry  system;  the  ventilation 
for  the  most  part  during  the  past  year  has  been  natural,  notwithstand- 
ing that  there  is  a  furnace  constructed  at  this  mine,  but  by  reason  of 
local  conditions  natural  ventilation  was  preferred  as  the  entry  on  which 
the  work  was  being  done  was  opened  through  the  hill,  which  caused 
the  ventilating  current  to  pass  through  the  hill  making  no  difference  to 
the  workmen  when  the  current  reversed.  The  top  is  exceedingly  bad  at 
this  mine,  but  is  being  carefully  looked  after  by  the  Superintendent  and 
Mine  Foreman  on  the  ground;  the  coal  is  being  undercut  by  picks  and 
hauled  to  the  drift  mouth  by  mules,  lowered  to  the  tipple  by  traction 
plane;  this  mine  was  reported  last  year  as  No.  83  of  the  printed  report. 
"With  a  full  force  of  men  and  the  present  development  this  mine  has  a 
capacity  of  100  tons  daily. 
•G.  W.  ELIASON,  Superintendent  and  Mine  Foreman. 

FAIRMONT    COAL    COMPANY. 

Series  No.  258.  Lynch  Mine,  Pittsburg  Seam,  Drift. — This  mine  is  lo- 
■catcd  6  miles  south  of  Clarksburg  on  the  W.  Va.  &  P.  Division  of  the 
B.  &  0.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the  venti- 
lation is  produced  by  a  12  foot  curved  blade  fan  with  electrical  connec- 
tions and  is  fairly  good  throughout  the  workings.  Drainage  is  bad,  re- 
quiring a  great  deal  of  attention  as  to  ditching,  cleaning  of  ditches,  &c. 
The  top  is  exceedingly  bad  along  haulways  requiring  careful  attention 
as  to  timbering,  taking  down  and  removal  of  loose  overhanging  slate. 
Coal  is  undercut  by  electrical  machine?,  hauled  to  the  drift  mouth  by 
mules,  lowered  to  the  tipple  by  traction  plane.  This  mine  was  reported 
iast  year  as  Lynch  No.  102  of  the  printed  report.  With  the  present 
equipment  and  a  full  force  of  men  this  mine  is  capable  of  producing  200 
tons  daily. 
LOWELL  CHILDS,  Supt.  FRANK  McNEMAR,  Mine  Foreman. 

CLARKSBURG  FUEL  COMPANY. 

Series  No.  259.  Two  Lick  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  6%  miles  south  of  Clarksburg  on  the  W.  Va.  &  P.  Division  ot  the 
B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the  venti- 
lation which  is  produced  by  a  7  foot  Stine  fan  has  always  been  found 
ample  and  to  fully  comply  with  the  State  Mine  Law.  A  little  explo- 
sive gas  is  found  in  the  advance  workings  but  is  being  well  taken  care 
of  by  means  of  concrete  and  serviceable  wooden  stoppings.  The  top  is 
draw  slate  and  in  some  sections  of  the  mine  sand  stone  overlays  the  coal, 
top  coal  is  maintained  in  some  of  the  working  places  to  insure  safety.  In 
other  sections  of  the  mine  where  top  is  good  all  the  coal  is  removed. 
Timbering  is  well  looked  after  by  the  management.  The  coal  is  undercut 
by  electric  machines  and  hauled  to  the  tipple  by  electric  motor.  This 
mine  fully  complies  with  the  State  Mine  Law  as  the  drainage  and  other 
sanitary  conditions  in  and  around  the  mine  have  been  greatly  improved 
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during  the  past  year.  This  mine  was  reported  last  year  as  Two  Lick 
Mine  No.  S4  of  the  printed  report.  With  a  full  force  of  men  and  the 
present  equipment  and  development  this  mine  is  capable  of  producing 
1200  tons  daily. 

LOWELL  CHILDS,  Supt.  CHAS.  GANDY,  Mine  Foreman. 

MARSHALL    COAL    COMPANY. 

Series  No.  260.  Marshall  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  7  miles  South  of  Clarksburg  on  the  West  Virginia  Pittsburg  Di- 
vision of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  triple  entry  system; 
the  ventilation  which  is  produced  by  a  12-foot  surved  blade  fan  with  direct 
steam  connections  is  only  fair,  by  reason  of  the  extent  of  the  develop- 
ment and  also  by  reason  of  the  many  splits  found  in  the  current.  Some 
recommendations  were  made  by  the  inspector  on  date  of  last  visit,  which 
in  his  judgment  would  improve  the  ventilation  as  it  would  make  the  inlet 
much  nearer  the  advance  workings.  The  top  is  bad  in  some  sections  of 
this  mine  and  requires  very  careful  timbering  as  the  sand  stone  directly 
overlays  the  coal  near  the  crop  and  is  badly  cut  up  by  cleavages  which 
when  the  coal  is  removed  from  under  it  if  not  well  timbered  falls  without 
any  warning.  The  coal  is  undercut  by  compressed  air  machines  of  the 
puncher  type  and  hauled  to  the  drift  mouth  by  means  of  mules  and 
lowered  to  the  tipple  by  traction  plane.  This  mine  was  reported  last  year 
as  Marshall  Mine  No.  129  of  the  printed  report.  With  a  full  force  of  men 
and  the  present  equipment  and  development  this  mine  is  capable  of  pro- 
ducing 1000  tons  daily. 
GEO.  ADAMS,  Supt.  N.  H.  HACKER,  Mine  Foreman. 

COOK  d  HART  COAL  COMPANY. 

Series  No.  261.  Cork  Mine.  Pittsburg  Seam,  Drift. — This  mine  is  lo- 
cated 7%  miles  south  of  Clarksburg  on  the  W.  Va.  &  P.  Division  of  the 
B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the  venti- 
lation which  is  natural  was  found  to  be  fairly  good  on  date  of  visit.  The 
top  or  overlying  strata  is  very  soft  and  requires  careful  attention  as  to 
timbering,  drainage  in  wet  season  is  very  bad,  by  reason  of  the  ditcher 
not  being  taken  care  of,  the  coal  is  undercut  by  picks  hauled  to  the 
drift  mouth  by  mules  and  lowered  to  the  tipple  by  traction  plane.  This 
mine  was  reported  last  year  as  Cook  or  Cork  Mine  No.  123  of  the  printed 
report.  With  a  full  force  of  men  and  the  present  mine  development  and 
equipment  this  mine  is  capable  of  producing  300  tons  daily. 
JAS.   F.   COOK,   Supt.  CYRUS  MICHELL,  Mine  Foreman. 

FAIRMONT  COAL   COMPANY. 

Series  No.  262.  West  Fork  Mine,  Pittsburg  Seam,  Drift. — This  mine  is 
located  7%  miles  south  of  Clarksburg  on  the  W.  Va.  &  P.  Division  of 
the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the 
ventilation  which  is  produced  by  a  furnace  for  the  greater  part  of  the 
past  year  was  very  bad.  but  by  reason  of  recent  re-construction  of  the 
furnace,  ventilation  has  been  greatly  improved.  Drainage  has  been 
greatly  improved  at  this  mine  during  the  past  year,  and  is  still  rather 
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bad  along  haulways  in  some  sections  of  the  mine.  The  top  is  very  bad. 
requiring  very  careful  attention  as  to  timbering,  especially  along  haul- 
way  as  the  fire  clay  which  overlays  the  coal  is  very  thick  averaging  in 
thickness  about  28  feet.  The  coal  is  undercut  by  picks,  hauled  to  the 
drift  mouth  by  mules,  lowered  to  the  tipple  by  traction  plane.  This 
mine  was  reported  last  year  as  West  Fork  103  of  the  printed  report. 
With  the  present  equipment  and  development  and  a  full  force  of  men 
this  mine  can  produce  200  tons  daily. 
LOWELL  CHILDS,  Supt.  JOE  METHENY,  Mine  Foreman. 

HUTCHINSON   FUEL    d-   SUPPLY    COMPANY. 

Series  No.  203.  Byron  No.  1  Mine,  Pittsburg  Seam,  Drift. — This  mine 
is  located  8^  miles  south  of  Clarksburg  on  the  W.  Va.  &  P.  Division 
of  the  B.  &  O.  R.  R.  This  mine  is  opened  up  on  the  double  entry  sys- 
tem and  the  ventilation  which  is  produced  by  a  7  foot  Stine  fan  with 
steam  connections  is  only  fair  throughout  the  mine  workings.  The  over- 
lying strata  is  very  bad  and  requires  the  careful  maintenance  of  head 
coal  throughout  the  mine  workings.  This  coal  averages  in  thickness 
from  4%  to  8  feet  and  is  very  difficult  to  maintain  head  coal  on  account  of 
roles  in  the  roof  and  clay  veins,  &c,  which  they  encounter,  drainage  is 
only  fair,  some  small  quantities  of  explosive  gas  was  found  in  the  ad- 
vance workings  on  one  of  the  former  visits  by  the  inspector,  which  was 
being  fairly  well  taken  care  of  by  means  of  wooden  stoppings;  this  mine 
has  not  been  in  operation  to  any  extent  during  the  past  year,  as  the  oper- 
ating company  is  revoting  its  time  and  attention  to  their  No.  2  Mine,  hav- 
ing planned  to  connect  the  two  mines  underground  and  haul  all  their  coal 
out  of  their  No.  2  opening.  Coal  is  undercut  and  hauled  to  the  tipple  by 
electricity.  Timbering  is  being  well  looked  after  at  these  mines.  This  mine 
was  reported  last  year  as  Byron  No.  1,  No.  125  of  the  printed  report. 
With  the  present  development  and  equipment  and  with  a  full  force  of 
men  if  properly  cleaned  up  and  drained  this  mine  is  capable  of  producing 
400  tons  daily.  • 

W.   G.   H.   CRAWFORD,   Supt.  W.   B.   MALONE,    Mine   Foreman. 

Series  No.  264.  Byron  No.  2  Mine,  Pittsburg  Seam.  Drift. — This  mine 
is  located  8%  miles  south  of  Clarksburg  on  the  W.  Va.  &  P.  Division  of 
the  B.  &  O.  R.  R.  It  is  opened  up  on  the  triple  entry  system  and  the 
ventilation  which  is  produced  by  a  12  foot  curved  blade  fan  with  direct 
steam  connections  is  only  fair.  Instructions  were  given  to  the  manage- 
ment on  date  of  last  visit,  to  remodel  the  fan  house,  which  they  prom- 
ised would  be  done  in  the  very  near  future,  when  this  is  done  it  will  in- 
sure the  full  efficiency  of  the  fan,  which  will  improve  the  ventilation  on 
the  inside,  the  top  is  similar  to  the  top  in  No.  1  mine,  although  condi- 
tions are  much  better  as  the  coal  is  more  uniform  in  height,  and  the 
clay  veins  are  not  so  numerous,  timbering  is  carefully  looked  after  and 
great  improvements  have  been  made  in  this  mine  during  the  past  year, 
as  to  bettering  drainage,  &c.  The  coal  is  undercut  and  hauled  to  the 
tipple  by  electricity.  It  is  dumped  over  the  same  tipple  as  that  of  No. 
1    Mine.     This   mine  was   reported   last  year   as    Hutchinson    No.    2,   No. 
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126  of  the  printed  report.     With   a  full   force  of  men  and  the  present 

equipment,  and  development  this  mine  is  capable  of  producing  1500  tons 

daily. 

W.  G.  H.  CRAWFORD,  Supt.  W.  B.  MALONE,  Mine  Foreman. 

CLARKSBURG  FUEL  COMPANY. 

Series  No.  2G5.  Interstate  No.  1  Mine,  Pittsburg  Seam,  Drift. — This 
mine  is  located  8*4  miles  south  of  Clarksburg  on  the  W.  Va.  &  P.  Branch 
of  the  B.  &  O.  R.  R.  This  mine  is  opened  up  on  the  double  entry  system 
and  has  not  been  in  operation  during  the  past  year.  This  opening  is 
in  the  Pittsburg  vein  and  the  inspector  does  not  know  at  this  time 
whether  it  is  the  intention  of  the  Company  to  resume  operation  in  the 
near  future  or  not.  This  mine  was  reported  last  year  as  Interstate  No. 
1,  No.  85  of  the  printed  report. 
LEWIS  KEENER,   Superintendent. 

Series  No.  266.  Interstate  No.  3  Mine,  Pittsburg  Seam,  Drift. — This 
mine  is  located  9  miles  south  of  Clarksburg  on  the  W.  "Va.  &  P.  Division 
of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  triple  entry  system  and  the 
ventilation  which  is  produced  by  a  12-foot  curved  blade  fan  with  steam 
connection  has  always  been  found  ample  to  fully  comply  with  the  State 
mine  law.  The  top  is  drow  slate,  when  all  the  coal  is  removed,  and  is 
fairly  good  in  the  working  sections  of  the  mine.  The  coal  is  undercut  by 
compressed  air  machines  of  the  puncher  type  and  is  hauled  to  the  tipple 
by  mules.  The  average  thickness  of  the  vein  is  from  6  to  9  feet,  and  is 
not  as  uniform  as  the  other  mines  in  this  region.  Drainage  is  good  in 
the  working  section  of  the  mine,  but  there  is  a  large  development  on  the 
right  hand  side  of  main  haulway  which  for  the  past  year  has  not  been 
in  operation  where  it  is  necessary  to  handle  the  water  by  pumps.  This 
water  is  heavily  charged  with  sulphuric  acid  which  makes  it  impossible 
to  maintain  metallic  pumps,  suction  and  discharge  lines,  &c,  and  for  this 
reason  this  section  of  the  mine  is  not  at  present  in  operation  and  the  com- 
pany is  preparing  to  install  a  large  wooden  pump,  with  wood  connections 
to  handle  this  water  and  when  this  is  done  this  part  of  the  mine  will  be 
put  in  operation.  This  mine  was  reported  last  year  as  Interstate  No.  2, 
No.  86  of  the  printed  report.  With  a  full  force  of  men  and  t^e  present 
development  and  equipment  this  mine  is  capable  of  producing  '.1^00  tons 
daily. 

LOWELL  CHILDS,  Supt.  JESSE  THOMAS,  Mine  Foreman. 

LEWIS   KEENER,   Asst.    Supt. 

JANE  LEW  COAL  &  COKE  COMPANY. 
Series  No.  267.  Fulmer  No.  1  Mine,  Red  Stone  Vein,  Drift. — This  mine 
is  located  16  miles  south  of  Clarksburg  on  the  W.  Va.  &  P.  Division  of 
(he  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and  the 
ventilation  which  is  produced  by  a  furnace  is  sufficient  for  present  de- 
velopment, and  the  number  of  employes  found  on  the  inside.  The  top  is 
very  bad  by  reason  of  the  many  clay  veins  and  rolls  encountered,  it  re- 
quires very  careful  attention  as  to  timbering  and  also  as  to  taking  down 
and  removal  of  loose  and  overhanging  slate  along  the  haulways  and  in 
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the  working  places.  The  drainage  on  last  visit  was  found  bad  in  some 
sections  of  the  mine,  recommendations  were  made  to  the  management 
which  would  greatly  improve  this  condition.  The  second  opening  was 
also  found  in  bad  condition  by  reason  of  standing  water  and  falls  of 
slate.  Recommendations  were  made  to  have  this  second  opening  put  in 
condition  to  fully  comply  with  the  State  Mine  Law,  and  I  am  informed 
by  some  of  the  workmen,  and  also  by  the  management  that  this  has 
been  done.  There  is  at  this  mine  an  electrical  equipment  for  cutting  the 
coal  but  by  reason  of  the  many  clay  veins  encountered  they  are  not 
using  the  electric  machine,  but  are  undercutting  the  coal  with  picks, 
and  hauling  the  same  to  the  drum  which  is  located  on  top  of  the  hill 
some  distance  from  the  drift  mouth  by  mules  and  lowering  it  to  the 
tipple  by  traction  plane.  There  is  20  coke  ovens  of  the  Bee  Hive  type 
which  are  not  at  present  in  operation,  but  they  are  shipping  their  output 
in  coal  for  domestic  and  steam  purposes.  This  mine  was  reported  last 
year  as  Naomi  Mine  No.  137  of  the  printed  report.  With  the  present 
development  and  a  full  force  of  men,  this  mine  is  capable  of  producing 
250  tons  daily. 
HARRY  FULMER,  Supt.  FRANK  LOVE,  Mine  Foreman. 

LEWIS   COUNTY. 
JACKSONVILLE  COAL  &  COKE  COMPANY. 

Series  No.  2G8.  Sarah  B,  Nos.  1,  2  &  3  Mines,  Pittsburg  Seam;  Drift. 
• — These  mines  are  located  20  miles  west  of  Sago  on  the  Coal  &  Coke  R. 
R.  No.  1  mine  is  opened  up  on  the  double  entry  system  and  the  venti- 
lation which  is  produced  by  a  furnace  was  considered  ample  by  the  in- 
spector, to  fully  comply  with  the  state  mine  law  on  date  of  last  visit. 
The  management  on  the  ground  gave  me  the  assurance  that  a  fan  would 
be  installed  in  the  near  future,  as  soon  as  they  were  able  to  remove  their 
power  house  to  a  point  near  to  number  One  opening.  It  is  now  located 
near  the  mouth  of  No.  3  opening  which  is  something  like  three  quarters 
of  a  mile  from  the  drift  mouth  of  the  operating  mine.  The  top  is  draw 
slate  and  is  rather  good  in  all  or  nearly  all  of  the  developments;  some  bad 
top  however  is  found  in  the  right  hand  workings  of  No.  1  mine.  No  gas 
is  found,  timbering  is  carefully  looked  after,  the  stoppings  were  found 
in  much  better  condition  on  last  visit  than  on  any  of  my  former  visits. 
The  fan  spoken  of  above  is  already  on  the  ground.  It  having  been  re- 
moved from  one  of  the  above  Company  mines  in  Pennsylvania,  it  is  a 
curved  blade  fan  and  I  think  12  feet  in  diameter,  and  will  be  direct  con- 
nected with  steam  or  air.  The  coal  averages  from  5  to  7  feet  in  thick- 
ness and  runs  rather  uniform,  although  there  is  a  considerable  quantity 
of  impurities  to  be  removed  on  the  inside  by  the  miner.  The  coal  is 
undercut  by  compressed  air  machines  of  the  puncher  type  and  is  hauled 
to  the  drift  mouth  by  mules,  and  from  thence  by  steam  locomotives  to 
the  tipple.  These  mines  were  reported  last  year  as  Sarah  B  Nos.  1, 
2  &  3,  No.  143  and  144  of  the  printed  report.  Nos.  2  and  3  have  not 
been  in  operation  during  the  past  year  by  reason  of  a  large  rock  fault 
which  they  encountered   in  the  openings   of  these  mines.     These  mines 
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with  the  present  development  and  equipment  are  capable  of  producing  500 
tons  daily. 

WM.   ADKINS,    Superintendent.  NICHOLS   COLE,    Mine    Foreman. 

Series  No.   269   and  No.  270. 
No  report. 

UPSHUR   COUNTY. 
PENNSYLVANIA  CONSOLIDATED  COAL  COMPANY. 

Series  No.  271.  Penco  Mine,  Red  Stone  Seam,  Slope.— This  mine  is 
located  4  miles  west  of  Buckhannon  on  the  Buckhannon  and  Weston 
Branch  of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  sys- 
tem; the  ventilation  which  is  produced  by  a  12  foot  curved  blade  fan,  with 
direct  steam  connections,  was  always  found  fairly  good  by  the  inspector 
when  he  was  able  to  make  an  inspection.  This  mine  has  not  been  in 
operation  during  the  past  year  and  is  flooded  with  water.  Some  gas  is 
liberated  in  the  advance  workings  of  this  mine.  Seam  averages  from  3 
to  4%.  feet  in  thickness.  The  top  is  draw  slate  and  is  fairly  good  in 
the  advance  workings,  while  near  the  opening  it  is  rather  loose.  The 
coal  is  undercut  by  picks  and  hauled  to  the  foot  of  the  slope  by  mules, 
from  thence  up  plane  to  tipple  by  head  rope.  This  mine  was  reported  last 
year  as  Penco  Min<5,  No.  160  of  the  printed  report. 
W.  D.  McCAUSLAND,   General   Superintendent. 

RED  ROCK  FUEL   COMPANY. 

Series  No.  272.  Red  Rock  No.  1  Mine,  Red  Stone  Seam,  Drift. — This 
mine  is  located  3%  miles  west  of  Buckhannon  on  the  Buckhannon  & 
Weston  Division  of  the  B.  &  0.  R.  R.  It  is  opened  up  on  the  double  en- 
try system,  and  the  ventilation  which  is  produced  by  a  7  foot  Stine  fan 
with  electric  connections  was  always  found  ample  to  fully  comply  with 
the  State  Mine  Law,  on  dates  of  visit  by  the  inspector.  The  top  is  over- 
laid by  draw  slate  and  is  rather  good  throughout  the  mine  work- 
ings. Timbering  is  being  carefully  looked  after  and  the  drainage  is 
good  in  all  the  working  places.  Small  quantities  of  explosive  gas  is 
liberated  in  advance  workings.  Trje  coal  is  underca.it  by  electric  ma- 
chines and  is  hauled  to  the  tipple  by  electrio  motor.  This  is  a.  twin 
mine  which  is  connected  to  their  No.  2  mine;  the  coal  from  both  openings 
being  dumped  over  the  same  tipple.  This  mine  was  reported  last  year 
in  connection  with  No.  2  Mine  as  Red  Rock  Mine  Nos.  1  and  2,  No. 
161  of  the  printed  report.  With  the  present  equipment  and  development 
and  a  full  force  of  men  this  mine  is  capable  of  producing  300  tons  daily. 
ROBERT  LANG,  JR.,  .Superintendent  and  Mine  Foreman. 

Series  No.  273.  Red  Rock  No.  2  Mine,  Red  Stone  Seam,  Drift. — This 
mine  is  located  3Vo  miles  west  of  Buckhannon  on  the  Buckhannon  &  Weston 
Branch  of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry  system  and 
the  ventilation  is  produced  by  a  7  foot  Stine  fan  with  electric  connections 
and  the  conditions  are  identical  as  that  of  No.  1  Mine  already  reported,  being 
under  the  same  management  and  coal  being  dumped  over  the  same  tip- 
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pie.      Coal    is    undercut    by    electric    machine,    hauled    by    electric    motor. 
This  mine  was  reported  last  year  in  connection  woth  Nos.  1  and  2  Mines, 
No.  161  of  the  printed  report.     With  a  full  force  of  men  and  the  present 
mine  development  this  mine  is  capable  of  producing  150  tons  daily. 
ROBERT   LANG,    JR.,    Superintendent   and    Mine    Foreman. 

NEWCOMER   COAL    COMPANY. 

Series  No.  274.  Newcomer  Mine,  Red  Stone  Seam,  Drift. — This  mine 
is  located  7  miles  northeast  of  Buckhannon  on  the  Buckhannon  &  Be- 
lington  Branch  of  the  B.  &  O.  R.  R.  It  is  opened  up  on  the  double  entry 
system,  and  the  ventilation  which  is  produced  by  a  furnace  on  date  of 
last  visit  was  only  fair,  recommendations  were  made  by  the  inspector 
to  better  these  conditions.  Coal  averages  from  5  to  6%  feet  in  thickness. 
The  top  is  fire  clay  and  requires  very  careful  attention  as  to  timbering, 
The  drainage  is  good  in  most  of  the  working  places.  On  date  of  last 
visit  it  was  necessary  for  the  inspector  oo  be  very  rigorous  in  regard  to 
having  the  law  complied  with  in  reference  to  cutitng  of  cross  cuts  not 
to  exceed  80  feet  apart.  The  coal  is  undercut  by  picks  and  hauled  to  the 
tipple  by  mules.  This  mine  was  reported  last  year  as  Newcomer,  No. 
103  of  the  printed  report.  With  a  full  force  of  men  and  the  present  equip- 
ment and  development  this  mine  is  capable  of  producing  250  tons  daily. 
G.  L.  CAMPBELL,  Superintendent  and  Mine  Foreman. 

BUCKHANNON    RIVER   COAL    COMPANY. 

Series  No.  275.  Florence  Mine  (Masontovyn  or  Upper  Freeport),  Drift. 
— This  mine  is  located  3  miles  west  of  Sago  on  the  Coal  and  Coke  R.  R. 
It  is  opened  up  on  the  double  entry  system  and  the  ventilation  which  is 
produced  by  a  furnace  is  fairly  good  throughout  the  development.  The 
top  or  overlying  strata  is  exceedingly  good  requiring  but  very  little  tim- 
bering if  any  at  all.  The  coal  averages  in  thickness  about  70  inches,  and 
is  undercut  by  pick  and  hauled  io  the  drift  mouth  by  mules,  where  it  is 
dumped  into  the  R.  R.  cars  by  means  of  drop  bottom  mine  cars,  the  tip- 
ple being  very  temporary,  being  only  a  platform  with  a  hole  cut  for  the 
purpose  of  opening  of  mine  cars,  and  allowing  the  coal  to  drop  into  the 
railroad  cars.  This  was  originally  a  coke  plant  exclusively,  having  20  ovens 
of  the  Bee  Hive  type  which  have  not  been  in  operation  for  some  time, 
and  at  the  present  time  they  are  shipping  the  output  as  above  stated  for 
steam  and  domestic  purposes.  This  mine  was  reported  last  year  as 
Florence  or  Adrian  Mine,  No.  162  of  the  printed  report.  With  the  pres- 
ent development  and  a  full  force  of  men  this  mine  is  capable  of  produc- 
ing 400  tons  daily. 
I.  W.  RE'CKARD,   Superintendent  and  Mine  Foreman. 

RITCHIE    COUNTY. 

Series  No.  276.  Ritchie  Mine, — This  mine  is  located  16  miles  south-east 
of  Cairo  on  a  narrow  gauge  R.  R.  that  intersects  at  Cairo  with  the  B. 
&  O.  R.  R.  This  is  not  a  coal  mine  but  is  an  Asphaltic  substance  which 
is  found  in  a  vertical  drift  in  the  mountain  and  is  being  operated  on  a 
very  small   scale.     Not  more  than   three   or   four   men   being   employed. 
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Th3  product  is  dug  with  picks,  is  put  into  sacks  and  shipped  via  narrow 
gauge  R.  R.  to  Cairo  it  is  there  transferred  to  B.  &  0.  and  shipped  to  the 
northwest  where  it  is  refined  and  principally  used  for  the  manufacture 
of  paints  and  varnish.  This  mine  has  not  been  visited  by  the  inspector. 
And  was  not  reported  last  year. 
Officials  not  known  to  inspector. 


1908] 


Department  of  Mines. 


337 


THIRD    DISTRICT. 


GENERAL  SUMMARY  OF  THE  THIRD  MINING  DISTRICT  FOR   THE 
YEAR  ENDING  JUNE  30TH,  1908. 
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Office  of  the  Third  District  Mine  Inspector, 

Independence,  W.  Va.,  October  5,  1908. 

Hon.  J.  W.  Paul, 

Chief  of  Department  of  Mines, 
Charleston,  W.  Va. 

Dear  Sir: — I  herewith  respectfully  submit  to  you  my  annual  report  as 
Inspector  of  Mines  of  the  Third  District,  which  includes  the  mines  in 
Barbour,  Monongalia,  Taylor  and  Preston  counties,  for  the  year  ending 
June  30,  1908. 

Barbour  has  twenty  openings,  not  including  two  new  openings  now  in 
course  of  construction,  Monongalia  eight,  Taylor  nineteen,  and  Preston 
twenty-four,  making  a  total  of  seventy-one  openings.  From  some  cause 
not  known  to  me  there  are  six  or  eight  of  these  mines  which  have  not 
been  in  operation  in  the  last  year.  Owing  to  the  depression  of  business, 
a  number  of  the  mines  have  not,  but  there  are  quite  a  number  of  mines 
that  have  been  running  full  time. 

I  am  pleased  to  say  that  the  conditions  in  the  majority  of  the  mines 
in  this  district  are  very  much  improved,  as  to  ventilation  and  drainage 
and  as  to  properly  removing  and  thoroughly  watering  the  dusty  portion 
of  the  mines.  The  ventilation  in  a  number  of  mines  in  this  district  has 
been  improved  by  putting  in  concrete  or  brick  stoppings  in  the  main 
intake  and  main  headings. 

There  seems  to  be  a  greater  desire  and  willingness  on  the  part  of  the 
operators  and  mine  managers  to  fully  comply  with  the  mining  laws. 
The  operators  and  general  managers  in  the  majority  of  instances  are  in- 


338  Annual  Report  of  [W.  Va. 

clined  to  cooperate  with  me  in  the  enforcement  of  the  law — this  applies 
more  especially  to  the  older  and  larger  operations. 

There  are  a  number  of  mines  in  this  district  that  are  dry  and  dusty, 
which  condition  renders  them,  in  my  opinion,  dangerous.  I  always  insist 
upon  the  mine  officials  removing  and  thoroughly  watering  the  dust,  keep- 
ing it  wet.  I  regard  dust  as  one  of  the  most  dangerous  elements  we  have 
to  contend  with  in  the  mines,  especially  where  electricity  is  used  for 
hauling  and  mining  the  coal. 

Fatal  accidents  have  been  comparatively  few  in  this  district  during 
the  last  year.  There  have  been  quite  a  number  of  non-fatal  accidents.  The 
majority  were  caused  I  think  by  carelessness  on  the  part  of  the  employe. 
In  a  number  of  instances  accidents  have  occurred  where  the  miner  has 
rushed  into  his  working  place  immediately  after  firing  a  shot,  not  ex- 
amining his  roof  or  breast  of  coal.  Where  shots  are  improperly  placed 
and  excessive  charges  of  explosives  used  it  undoubtedly  loosens  the  roof 
and  causes  it  to  fall. 

The  clerical  duties  of  my  office  make  it  impossible  for  me  to  visit  the 
mines  in  my  district  as  often  as  I  should  or  would  like  to  do.  I  have 
some  mines  in  this  district  that  require  three  days,  and  a  number  where 
it  requires  two  days  to  make  an  inspection.  I  think  it  is  the  duty  of 
every  Mine  Inspector  to  make  as  thorough  an  inspection  of  each  mine  as 
possible  when  he  inspects  it.  I  have  prosecuted  five  mine  bosses,  three 
in  Preston  county  and  two  in  Barbour  county,  for  violation  of  Section  15 
of  the  mining  laws  in  not  measuring  the  air  current  and  keeping  a 
record  of  the  same,  and  have  secured  convictions  in  three  of  the  cases. 
Two  were  dismissed,  owing  to  the  records  having  been  kept  but  not  hav- 
ing been  presented  to  me  for  examination  when  I  called  for  them. 

r  think  where  a  mine  boss  has  had  less  than  six  years  of  continuous 
experience  as  mine  boss,  he  should  be  required  to  pass  a  practical  ex- 
amination as  to  his  competency  for  the  position  of  mine  boss,  and  I  also 
think  if  mine  superintendents  were  required  to  pass  a  practical  exam- 
ination as  to  their  knowledge  and  competency  for  having  charge  of  mines 
and  made  equally  responsible  with  the  mine  boss,  there  would  be  far 
better  conditions  existing  in  the  mines  of  West  Virginia,  and  less  acci- 
dents. With  these  exceptions  I  think  the  present  law  is  sufficient  to  meet 
all  the  conditions  in  my  district,  if  it  is  fully  observed  by  the  operators 
and  miners. 

In  conclusion  I  wish  to  thank  you  for  your  able  and  efficient  counsel 
and  advice  in  the  discharge  of  my  duties,  and  for  your  kind  and   con- 
siderate treatment  of  me.     I   also  thank  the  operators  and  employes  of 
this  district  for  their  consideration  and  courteous  treatment. 
Very  respectfully  yours, 

John  F.  Bratt, 
Mine  Inspector,   Third  District. 


The  last  two  series  numbers  indicate  the  Inspector's  number  of  the 
mine,  while  the  number  or  numbers  preceding  them  indicate  the  number 
of  the  district  in  which  the  mine  is  located,  viz:  320  indicates  the  third 
district  and  number  20  mine. 
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CONDITION  OF  THE  MINES  IN   THE  THIRD  DISTRICT. 

MONONGALIA  COUNTY. 

GREAT  SCOTT  GOAL   d   GOKE   CO. 
Series  No.  301.     Great  Scott  Mine. — This  mine,  which  is  located  three 
and.  one-half  miles   northwest  of  Morgantown, ,  on  the   west  side  of  the 
Monongahela  river,  is  a  drift  opening  operating  the  Pittsburg  seam  on  the 
double  entry  system.     The  ventilation  is  natural  and  only  fair. 

This  mine  has  not  been  in  active  operation  the  last  year.  On  my  last 
visit  there  were  four  men  working,  driving  headings. 

The  coal  is  shipped  by  river  and  also  by  rail,  being  delivered  across  the 
river  by  rope  and  buckets.  This  is  a  very  nice  little  mine.  The  condi- 
tions inside  are  good  except  the  ventilation.  With  present  developments 
and  a  full  force  of  men,  this  mine  is  capable  of  producing  200  tons  per 
day. 

This  mine  was  reported  last  year  as  Great  Scott  Mine,  No.  40  of  the 
printed  report. 
A.  G.  TAIT,  Supt. 

NIAGARA  COAL  &  COKE  CO. 
Series  No.  S02.     Round  Bottom  Mine. — This  mine  has  not  been  in  opera- 
tion during  the  last  year  and  I  have  not  visited  it. 

This  mine  was  reported  last  year  as  Round  Bottom  Mine,  No.  41  of  the 
printed  report. 

FAIRMONT  COAL  CO. 
Series  No.  303.  Beechivood  Mine. — This  mine,  which  is  located  twelve 
miles  north  of  Fairmont  on  the  F.  M.  &  P.  R.  R.,  is  a  drift  opening 
operating  the  Pittsburg  seam  on  the  double  entry  system.  The  ventila- 
tion is  natural  and  is  fairly  good.  A  number  of  rooms  and  some  entries 
are  driven  out  to  the  crop  which  makes  the  circulation  of  air  very  good. 
The  drainage  is  very  good.  The  head  coal  is  left  in  some  parts  of  the 
mine  and  makes  a  good  roof.  Timbering  is  very  well  looked  after.  The 
oil  used  is  of  a  very  poor  quality.  On  my  last  visit  I  did  not  observe  any 
dangerous  practices.  Rules  are  posted,  blankets  and  stretchers  kept  on 
hand. 

With  the  present  development  and  equipment  and  full  force  of  men, 
this  mine  is  capable  of  producing  600  tons  per  day. 

This  mine  was  reported  last  year  as  Beechwood  Mine,   No.   36   of  the 
printed  report. 
HARRY  TOOTHMAN,  Supt.  WALTER  ROWE,  Mine  Foreman. 

THE  LOW  COAL   CO. 

Series  No Big  Falls  Mine. — This  mine,  which  is  located  twelve 

miles  north  of  Fairmont  on  the  west  side  of  the  Monongahela  river,  is  a 
drift  opening  operating  the  Red  Stone  seam.  This  mine  has  not  been  in 
operation  during  the  last  year.  What  coal  was  shipped  from  this  mine 
was  shipped  by  the  river  in  barges. 

This  mine  was  not  reported  last  year. 

a.  b.  Mcdonald,  supt. 
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OPEKISKA  COAL  cG  COKE  CO. 

Series  No.  304.  Opekiska  Mine. — This  mine,  which  is  located  at  Ope- 
kiska,  ten  miles  north  of  Fairmont  on  the  F.  M.  &  P.  R.  R.,  is  a  drift 
opening  operating  the  Pittsburg  seam  on  the  double  entry  system.  The 
ventilation  is  natural  and  is  very  poor.  The  drainage  is  bad.  The  roof 
is  a  soft  slate  and  is  bad.  The  timbering  is  only  fair.  This  mine  was 
only  inspected  once  by  me. 

The  mine  closed  down  soon  after  my  first  visit  and  has  not  been  in 
operation  since. 

Shooting  on  the  solid  is  practiced  to  a  great  extent  in  this  mine.  The 
oil  used  for  illuminating  purposes  is  of  a  fair  quality.  The  second  open- 
ing meets  the  requirements  of  the  law.  With  the  present  development 
this  mine  is  capable  of  producing  300  tons  per  day,  with  a  full  force  of 
men. 

This  mine  was   reported   last  year  as   Opekiska   Mine,   No.   35   of   the 
printed  report. 
W.  S.  WOODS,  Supt.  F.  H.  LOVE,  Mine  Foreman. 

ELK  INS  COAL  &  COKE  CO. 
Series  No.  305.  Sabraton  No.  5  Mine. — This  mine,  which  is  located  two 
and  one-half  miles  from  Morgantown  near  Rock  Forge,  is  a  drift  opening 
operating  the  Pittsburg  seam  on  the  double  entry  system.  The  coal  is 
hauled  from  the  mine,  about  one  mile  by  an  electric  motor  to  the  tipple 
on  the  M.  &  K.  R.  R.  The  ventilation  is  produced  by  a  fan  and  is  fairly 
good.  The  drainage  is  only  fair.  The  powder  is  carried  into  the  mines 
in  cans  of  five  pounds  capacity.  The  oil  sold  by  the  operating  company 
is  of  a  fair  quality.  The  roof  is  a  soft  slate  and  dangerous.  Timbering 
is  very  well  looked  after.  The  second  opening  meets  the  requirements  of 
the  law.  With  present  development  and  a  full  force  of  men  this  mine 
is  capable  of  producing  400  tons  per  day. 

•This  mine  was  reported  last  year  as  Sabraton  Mine  No.  5,  No.  38  of  the 
printed  report. 
O.  F.  BARNARD,   Supt.  W.  R.   SMITH    AND 

WM.  BARNARD,  Mine  Foremen. 

CONNELLSVILLE  BASIN  COKE   CO. 

Series  No.  306.  Mine  No.  1. — This  mine  is  located  four  miles  south  of 
Morgantown  on  the  M.  &  K.  R.  R.  It  is  a  drift  opening  operating  the 
Upper  Freeport  seam  on  the  double  entry  system.  The  ventilation  is 
produced  by  two  fans,  force  and  exhaust,  and  is  fairly  good.  There  is 
not  the  attention  given  to  the  distribution  of  the  air  that  should  be. 
The  drainage  is  good.  The  roof  is  a  hard  slate  and  is  excellent.  Powder 
is  carried  into  the  mine  in  cans  of  five  pounds  capacity.  A  fair  quality 
of  oil  is  used  for  illuminating  purposes.  The  second  opening  meets  all 
the  requirements  of  the  law.  With  present  development  and  a  full  force 
of  men  this  mine  is  capable  of  producing  400  tons  per  aay. 

This  was  reported  last  year  as  Connellsville  Mine,  No.  39  of  the  printed 
report. 
G.  S.  SAPMAN,  Supt.  DENNIS  CONNELLY,  Mine  Foreman. 
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ELK  INS   COAL   &    COKE   CO. 

Series  No.  307.  Richard  No.  1  Mine. — This  mine  is  located  four  miles 
south  of  Morgan  town  on  the  M.  &  K.  R.  R.  It  is  a  drift  opening  oper- 
ating the  Upper  Freeport  seam  on  the  double  entry  system.  The  ven- 
tilation, which  is  produced  by  a  fan,  has  always  been  fairly  good.  The 
roof  in  this  mine  is  good.  The  timbering  is  very  well  looked  after.  This 
mine  liberates  some  explosive  gas  in  the  main  dip  entry  and  in  the  seventh 
right  entry.  On  my  first  visit  I  found  considerable  dust  in  some  parts 
of  the  mine  and  I  at  once  ordered  it  removed  from  the  mine  and  the 
places  thoroughly  watered.  I  also  ordered  the  seventh  right  entry  to  be 
worked  with;  safety  lamps.  I  also  found  some  of  the  employes  using 
mixed  oil.  Shooting  on  the  solid  was  being  practiced.  The  oil  used  at 
this  mine  is  of  a  very  fair  quality,  and  shooting  on  the  solid  is  strictly 
prohibited  by  the  management.  The  second  opening  fully  complies  with 
the  law.  This  mine  has  been  in  operation  for  several  months.  With  the 
present  development  and  equipment  and  a  full  force  of  men  this  mine  is 
capable  of  producing  500  tons  per  day. 

This  mine  was  reported  last  year  as  Richard  Mine  No.  1,  No.  37  of  the 
printed  report. 

O.   F.   BARNARD,   Supt.  FRANK  LIMER,   Mine  Foreman. 

JOHN    WILLIAMS,    Fire    Boss. 

PRESTON   COUNTY. 
ELKIN8   COAL   &    COKE   CO. 

Series  No.  308.  Bretz  No.  2  Mine. — This  mine  is  located  at  Bretz  on 
the  M.  &  K.  R.  R.,  and  on  Deckers  creek.  It  is  a  drift  opening  operating 
the  Upper  Freeport  seam  on  the  double  entry  system.  The  ventilation 
is  produced  by  a  sixteen-foot  Robinson  fan.  On  my  last  visit  to  these 
mines  I  found  the  condition  very  much  improved.  The  ventilation  was 
very  much  improved  on  account  of  the  management  putting  concrete 
stoppings  in  the  main  intake  and  cleaning  out  the  air  courses.  There  is 
some  fine  coal  and  dust  along  the  haulways.  The  drainage  is  good.  ■  The 
roof  is  excellent,  being  formed  of  head  coal  which  is  left  on  account  of 
its  not  being  good  for  coking  purposes.  The  powder  is  carried  into  the 
mine  in  cans  of  five  pounds  capacity.  The  second  opening  meets  with 
all  the  requirements  of  the  law.  Rules  are  posted,  blankets  and  stretch- 
ers are  kept  on  hand.  With  the  present  development  and  a  full  force  of 
men  this  mine  is  capable  of  producing  800  tons  per  day. 

This  mine  was  reported  last  year  as  Bretz  No.  2  Mine,  No.  204  of  the 
printed  report. 
J.   F.   RALSTON,   Supt.  JOHN  MALONEY    AND 

F.   J.   WOODSELLS,   Mine   Foremen. 

Series  No.  309.  Masontown  No.  G  Mine. — This  mine  is  located  at  Ma- 
sontown  on  the  M.  &  K.  R.  R.  and  on  Deckers  creek.  It  is  a  drift  opening 
operating  the  Upper  Freeport  seam  on  the  double  entry  system.  The 
ventilation  is  produced  by  an  eight-foot  fan,  is  good.  The  drainage  is 
good.     The  roof  is  good.     The  oil  used  for  illuminating  purposes  is  of  a 
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very  fair  quality.  .The  powder  is  carried  into  the  mine  in  cans  of  five 
pounds  capacity.  Shooting  on  the  solid  is  strictly  forbidden  and  is  not 
practiced.  The  second  opening  meets  the  requirements  of  the  law.  With 
present  developments  and  full  force  of  men  this  mine  is  capable  of  pro- 
ducing 150  tons  per  day. 

This  mine  was  reported  last  year  as  No.  6  Mine,  No.  206  of  the  printed 
report. 
J.  B.  HANFORD,  Supt.  JOSEPH  HANFORD,  Mine  Foreman. 

PRESTON  COUNTY  COKE  CO. 

Series  No.  310.  Cascade  Mine. — This  mine  is  located  at  Cascade  near 
Masontown  on  the  M.  &  K.  R.  R.,  and  on  Deckers  creek.  It  is  a  drift 
opening  operating  the  Upper  Freeport  seam  on  the  double  entry  system. 
The  ventilation  is  produced  by  a  furnace  and  is  fairly  good.  The  drain- 
age is  good.  The  roof  is  good  and  well  timbered.  The  oil  used  for  illu- 
minating purposes  is  of  a  fair  quality.  The)  second  opening  does  not 
meet  the  requirements  of  the  law,  and  on  my  last  visit  I  found  twenty- 
four  men  at  work  in  this  mine.  I  ordered  the  mine  foreman  to  reduce  the 
number  of  men  to  twenty  and  complete  the  second  opening  at  once  I  have 
since  received  a  letter  from  the  management  stating  that  the  second  open- 
ing would  be  made  at  once.  This  company  is  converting  the  entire  out- 
put of  this  mine  into  coke.  They  have  fifty-two  ovens  now  in  blast  with 
quite  a  number  in  course  of  construction.  With  present  development  and 
full  force  of  men  this  mine  is  capable  of  producing  200  tons  per  day. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  207  of  the  printed 
report. 
EVERHART  BIERER,  Supt.  J.  B.  HAILE,  Mine  Foreman. 

ELK  INS   COAL   &    COKE   CO. 

Series  No.  311.  Kingwood  No.  4  Plant. — This  plant  is  located  one  mile 
north  of  Kingwood  on  the  M.  &  K.  R.  R.  There  are  two  openings  at  this 
plant,  Nos.  1  and  2,  operating  the  Upper  Freeport  seam  on  the  double 
entry,  system.  No.  1  opening  is  ventilated  by  a  sixteen-foot  fan.  Air  is 
good,  being  well  distributed  throughout  the  mine.  The  drainage  is  good. 
The  roof  is  good,  being  a  hard  sand-rock.  No.  2  is  ventilated  by  a  four- 
foot  Clifford  fan;  ventilation  is  good  throughout  the  mine.  The  drainage 
in  general  is  good.  The  roof  is  a  hard  sand-rock.  The  powder  is  all 
carried  into  the  mine  in  cans  of  five  pounds  capacity.  The  oil  used  at 
this  mine  is  of  a  fair  quality.  The  second  opening  at  this  plant  meets 
all  the  requirements  of  the  law.  With  the  present  development  and 
equipment  and  a  full  force  of  men  this  mine  is  capable  of  producing  400 
tons  per  day. 

This  plant  was  reported  last  year  as  Kingwood,  or  No.  4  Mine,  No.  205 
of  the  printed  report. 
J.  B.  HANFORD,  Supt.  R.  R.  BEAVERAGE,  Mine  foreman. 

IRONA    COAL    CO. 

Series  No.  312.  Irona  No.  1  Mine. — This  mine  is  located  two  miles 
west  of  Kingwood  on  the  W.  Va.  N.  R.  R.,  and  on  Morgans  Run.     It  is  a 
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drift  opening,  operating  the  Upper  Freeport  seam  on  the  double  entry 
system.  The  ventilation,  which  is  produced  by  a  ten-foot  fan,  is  only 
fair.  The  drainage  is  good.  The  roof  is  a  bone  coal  and  is  good.  Tim- 
bering is  good.  The  oil  used  for  illuminating  purposes  is  of  a  fair  qual- 
ity. The  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
The  second  opening  fully  complies  with  the  law.  Blankets  and  stretchers 
are  kept  on  hand.  With  present  development  this  mine  is  capable  of 
producing  300  tons  per  day. 

This  mine  was  reported  last  year  as  Irona  No.  1  Mine,  No.  192  of  the 
printed  report. 
T.   R,   SPENCER,   Supt.  CLAUD   STARR    AND 

J.  F.  WATKINS,  Mine  Foremen. 

IRONA    COAL    CO. 

Series  No.  313.  Irona  No.  2  Mine. — This  mine  is  located  two  .miles 
west  of  Kingwood  on  the  W.  Va.  N.  R.  R.,  and  on  Morgans  Run.  It  is 
a  drift  opening  operating  the  Upper  Freeport  seam  on  double  entry  sys- 
tem. The  ventilation  is  produced  by  two  furnaces,  one  on  the  north  and 
one  on  the  south  of  the  mine,  which  produce  two  distinct  currents  of 
air  and  make  the  ventilation  very  satisfactory  at  the  present.  The  drain- 
age is  good.  The  second  opening  fills  the  requirement  of  the  law.  The 
coal  is  hauled  to  the  tipple  out  of  this  mine  by  rope  haulage  and  also 
hauled  out  of  No.  1  by  rope  haulage.  With  the  present  development  and 
equipment  this  mine  is  capable  of  producing  400  tons  per  day. 

This  mine  was  reported  last  year  as  Irona  No.  2  Mine,  No.  193  of  the 
printed  report. 
T.   R.   SPENCER,   Supt.  CLAUD   STARR    AND 

J.  F.  WATKINS,  Mine  Foremen. 

KINGWOOD   COAL   CO. 

Series  No.  315.  Hoicesville  Mine. — This  mine  is  located  on  the  W.  Va. 
N.  R.  R.,  five  miles  west  of  Kingwood.  It  is  a  drift  opening  operating 
the  Upper  Freeport  seam  on  the  double  entry  system.  The  ventilation 
produced  by  a  furnace  has  not  always  been  satisfactory  but  has  been 
somewhat  improved  under  the  present  mine  management.  The  roof  is 
a  hard  sand-rock.  The  drainage  and  general  safety  are  very  good.  The 
powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity.  The  oil 
used  for  illuminating  purposes  is  of  fair  quality,  rules  are  posted,  blankets 
and  stretchers  kept  on  hand.  The  coal  is  undercut  by  compressed  air 
with  the  puncher  machine.  The  coal  is  hauled  by  mule  power.  With 
the  present  mine  development  and  a  full  force  of  men  this  mine  is  capa- 
ble of  producing  400  tons  per  day. 

This  mine  was  reported  last  year  as  Howesville  Mine,  No.   197  of  the 
printed  report. 
W.  B.  EDWARD,  Supt.  CHAS.  MARTIN,  Mine  Foreman. 

ATLANTIC  COAL  tC-  COKE  CO. 

Series  No.  316.  Atlantic  Mine. — This  mine  is  located  three  miles  north- 
east of  Tunnelton  on  Pringles  Run.     It  is  a  drift  opening  operating  the 
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Upper  Freeport  seam  on  the  double  entry  system.  The  ventilation  pro- 
duced by  a  sixteen-foot  fan  is  very  good,  and  fairly  well  distributed 
throughout  the  mine.  The  drainage  is  good.  The  roof  is  good,  being  a 
hard  sand-rock.  The  oil  used  for  illuminating  purposes  is  of  a  fair 
quality.  Powder  is  taken  into  the  mine  in  cans  of  five  pounds  capacity. 
The  second  opening  meets  the  requirements  of  the  law.  With  present 
development  and  a  full  force  of  men  this  mine  is  capable  of  producing 
300  tons  per  day. 

This   mine   was  reported   last  year   as   Atlantic  Mine,   No.    203   of   the 
printed  report. 
OLIVER  McINTIRE,  Supt.  N.  H.  HACKER,  Mine  Boss. 

OAKLAND  COAL  &  COKE  CO. 

Series  No.  317.  Corinth  Mine. — This  mine  is  located  at  Corinth  on  the 
B.  &-0.  R.  R.,  and  on  Snowy  creek.  It  is  a  drift  opening  operating  the 
Upper  Freeport  seam,  partly  on  the  double  entry  system.  There  are  two 
openings  at  this  plant  connected  underground.  The  ventilation  produced 
by  a  twelve-foot  fan  has  never  been  very  satisfactory.  I  recommended 
there  be  an  air  shaft  sunk  at  the  back  of  second  right"  heading  in  the 
second  opening  which  will  make  the  ventilation  all  right  in  this  section 
of  the  mine.  On  my  last  visit  the  air  shaft  was  nearly  completed.  Shoot- 
ing on  the  solid  is  practiced  in  this  mine.  I  recommended  they  use  a 
safety  powder  for  blasting  the  coal.  About  six  months  ago  the  crusher  and 
washer  at  this  mine  burned  down,  and  the  mine  has  not  been  in  operation 
since.  With  present  development  and  full  force  of  men,  this  mine  is 
capable  of  producing  300  tons  per  day. 

This   mine   was   reported   last   year   as   Corinth    Mine,    No.    196    of   the 
printed  report. 
S.  H.  JORDAN,  Supt.  WM.  BURKE,  Mine  Foreman. 

MERCHANTS  COAL  CO. 

Series  No.  318.  Tunnelton  No.  1  Mine. — This  mine  is  located  at  Tunnel- 
ton  on  the  B.  &  O.  R.  R.  It  is  a  drift  opening  operating  the  Upper  Free- 
port  seam  on  the  double  entry  system.  This  mine  has  not  been  in 
operation  for  some  months.  They  are  making  a  final  robbing  of  the 
pillars,  preparatory  to  abandonment.  The  roof  is  a  hard  sand-rock.  The 
drainage  is  only  fair.     The  ventilation  is  natural  and  is  fair. 

This  mine  was  reported  last  year  as  Tunnelton  No.  1  Mine,  No.  194  of 
the  printed   report. 
T.  BARBER,  Supt.  THOMAS  CLARK,  Mine  Foreman. 

Series  No.  319.  Tunnelton  No.  2  Mine. — This  mine,  located  at  Tunnel- 
ton on  the  B.  &  O.  R.-R.,  is  a  drift  opening  operating  the  Upper  Freeport 
seam  on  the  double  entry  system.  The  ventilation  produced  by  a  sixteen- 
foot  fan  has  always  been  fairly  good.  The  roof  is  generally  sand-rock 
except  in  some  parts  of  the  mine  where  it  is  a  soft  slate  and  somewhat 
dangerous,  it  is  very  well  timbered  and  looked  after.  The  drainage  was 
rather  bad  on  my  last  visit  to  this  mine.  This  mine  is  now  connected 
underground  with  No.  3  opening.     The  powder  is  carried  into  the  mine 
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in  cans  of  five  pounds  capacity.  The  second  opening  meets  the  require- 
ments of  the  law.  These  mines  have  not  been  in  operation  for  several 
months  on  account  of  the  employes  striking  against  a  reduction  of  wages. 
With  the  present  development  and  equipment  and  a  full  force  of  men 
this  mine  is  capable  of  producing  1,000  tons  per  day. 

This  mine  was  reported  last  year  as  Merchants  Mine  No.  2,  No.  195  of 
the  printed  report. 

GEO.   CUMMINGS,    Sb.,   AND  G.   M.   RENSHAW    AND 

F.  T.  BARBER,  Supts.  J.  W.  WATKINS,  Mine  Foremen. 

GORMAN   COAL  &  COKE   CO. 

Series  No.  321.  West  End  No.  1  Mine. — This  mine  is  located  on  the  B. 
&  0.  R.  R.  near  Austen,  and  on  Raccoon  creek.  It  is  a  drift  opening 
operating  the|  Upper  Freeport  seam  on  the  double  entry  system.  The 
ventilation  is  natural  and  is  only  fair.  This  opening  is  connected  with 
No.  1  opening  of  this  plant.  The  coal  is  all  hauled  out  of  No.  4  and  No. 
1  opening  is  abandoned.  The  drainage  is  good.  The  roof  is  a  sand-rock 
and  is  good.  The  "second  opening  meets  with  the  requirements  of  the 
law.  With  present  development  this  mine  is  capable  of  producing  100 
tons  per  day. 

This  mine  was  reported  last  year  as  Gorman  No.  4  Mine,  No.  191  of 
the   printed   report. 

GEO.  ALEXANDER  AND  JOHN  WELCH,  Mine  Boss. 

F.  M.  MURPHY,   Supts. 

Gorman  No.  1  Mine. — This  mine  is  located  on  the  B.  &  O.  R.  R.,  one 
mile  west  of  Tunnelton.  It  is  a  drift  opening  operating  the  Upper 
Freeport  seam  on  the  double  entry  system.  This  mine  has  worked  but 
very  little  the  last  year.  The  ventilation  produced  by  a  small  furnace 
was  rather  poor,  on  my  last  visit  to  this  mine.  The  management  was 
making  an  effort  to  improve  the  conditions,  as  I  found  several  men  work- 
ing ahead  of  air  on  a  previous  visit  and  ordered  them  out  of  the  mine. 
The  roof  is  a  slate  and  fairly  good.  The  drainage  is  fair.  The  second 
opening  meets  the  requirements  of  the  law.  With  present  development 
this  mine  is  capable  of  producing  50  tons  per  day. 

This  mine  was  reported  last  year  as  Gorman  No.  1  Mine,  No.  189  of 
the   printed   report. 
GEO.  ALEXANDER,   Supt.  B.  F.  WILLIAMS,   Mine  Boss. 

Series  No.  322.  No.  2  Mine. — This  mine  is  located  on  the  B.  &  O.  R. 
R.,  and  on  Raccoon  creek,  near  Austen.  It  is  a  drift  opening  operating 
the  Upper  Freeport  seam  on  the  double  entry  system.  The  ventilation 
is  produced  by  a  ten-foot  fan  and  is  very  well  distributed  throughout  the 
mine.  There  is  considerable  improvement  in  this  mine  in  the  ventilation 
by  the  main  air  course  being  cleaned  out  and  the  stoppings  repaired. 
The  roof  is  good,  being  a  hard  sand-rock.  The  drainage  is  good.  The 
oil  used  for  illuminating  purposes  is  of  a  fair  quality.  The  powder  is 
carried  into  the  mine  in  cans  of  five  pounds  capacity.  The  second  opening 
meets  the  requirements  of  the  law.  With  the  present  development  and 
equipment  this  mine  is  capable  of  producing  200  tons  per  day. 
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This  mine  was  reported  last  year  as  Gorman  No.  2  Mine,  No.  190  of 
the   printed   report. 

GEO.   ALEXANDER  AND  JOHN   WELCH,   Mine    Boss. 

F.  M.  MURPHY,  Supts. 

AUSTEN  COAL  &   COKE   CO. 

Series  No.  323.  Austen  No.  1  Mine. — This  mine  is  located  on  the  B_ 
&  O.  R.  R.;,  and  on  Raccoon  creek.  It  is  a  drift  opening  operating  the 
Upper  Freeport  seam  on  the  double  entry  system.  The  ventilation  is 
produced  by  a  ten-foot  fan  and  is  only  fair.  The  air  course  now  being 
driven,  when  completed,  will  make  the  ventilation  all  that  can  be  de- 
sired. The  drainage  is  fair.  The  roof  is  a  soft  slate  and  rather  danger- 
ous, but  is  well  timbered  and  looked  after.  The  coal  is  undercut  with 
electric  chain  machines.  The  coal  is  hauled  to  the  tipple  with  electric 
motor.  The  powder  is  carried  into  the  mine  in  cans  of  five  pounds 
capacity.  Blankets  and  stretchers  are  kept  on  hand.  With  present  de- 
velopment and  equipment  this  mine  is  capable  of  producing  300  tons  per 
day. 

This  mine  was   reported   last  year  as  Austen  Mine  No.   1,  No.  186   of 
the  printed   report. 
F.  W.  HORCHLER,  Supt.  A.  R.  MURPHY,  Mice  Foreman. 

Series  No.  324.  Austen  No.  2  Mine. — This  mine  is  located  on  Raccoon 
creek  four  miles  east  of  Newburg.  It  is  a  drift  opening  operating  the 
Upper  Freeport  seam  on  the  double  entry  system.  The  ventilation  pro- 
duced by  an  eight-foot  fan  has  always  been  very  good  and  well  dis- 
tributed throughout  the  mine.  The  drainage  is  first  class.  The  roof  is 
principally  a  hard  sand-rock.  In  some  sections  the  roof  is  slate  and  very 
treacherous,  but  is  well  looked  after  and  timbered.  The  powder  is  car- 
ried into  the  mine  in  cans  of  five  pounds  capacity.  The  oil  used  for  illu- 
minating purposes  is  of  fair  quality.  Rules  are  posted,  blankets  and 
stretchers  kept  on  hand.  With  present  development  and  equipment  thio 
mine  is  capable  of  producing)  400  tons  per  day.  The  second  opening 
meets  all  the  requirements  of  the  law. 

This  mine  was  reported  last  year  as  Austen  Mine  No.   2,  No.  187  of 
the  printed  report. 
F.  W.  HORCHLER,  Supt.  G.  R.  COOK,  Mine  Foreman. 

HITE  COAL  &  COKE  CO. 

Series  No.  325.  Dixie  Mine. — This  mine  is  located  on  the  B.  &  O. 
R.  R.,  and  on  Raccoon  creek.  It  is  a  drift  opening  operating  the  Upper 
Freeport  seam  on  the  double  entry  system.  The  ventilation  is  produced 
by  a  furnace  and  has  always  been  found  very  good.  The  drainage  and 
general  safety  is  very  good.  The  roof  is  good,  being  a  hard  sand-rock. 
The  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
The  oil  for  illuminating  purposes  is  of  a  fair  quality.  The  second  open- 
ing meets  the  requirements  of  the  law.  This  mine  has  not  been  in 
operation  very  much  in  the  last  nine  months.     With  present  development: 
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and  a  full  force  of  men  this  mine  is  capable  of  producing  150  tons  per 
day. 

This  mine  was  reported  last  year  as  Dixie  Mine,  No.  198  of  the  printed 
report. 
R.  M.  HITE,  Supt.  ALF.  FORTNEY,  Mine  Foreman. 

ORR  COAL  &  COKE  CO. 

Series  No.  326.  Vulcan  Mine. — This  mine  is  located  four  miles  east  of 
Newburg  on  the  B.  &  O.  R.  P?.,  and  on  Raccoon  creek.  It  is  a  drift 
opening  operating  the  Upper  Freeport  seam  on  the  double  entry  system. 
The  ventilation  is  produced  by  a  twelve-foot  fan  and  is  fairly  good.  The 
drainage  is  good.  The  roof  in  this  mine  in  some  parts  is  sand-rock  and 
is  good,  and  in  some  places  is  a  treacherous  slate  but  is  well  timbered. 
The  powder  is  carried  into  the!  mine  in  cans  of  five  pounds  capacity. 
The  oil  used  for  illuminating  purposes  is  of  a  fair  quality.  The  coal 
is  undercut  by  compressed  air  machines  of  the  puncher  type.  The  coal 
is  hauled  on  the  inside  with  ponies  and  mules  to  a  side  track,  and  is 
hauled  from  the  side  track  to  the  tipple  with  rope  haulage.  The  second 
opening  meets  the  requirements  of  the  law.  With  the  present  develop- 
ment and  equipment  this  mine  is  capable  of  producing  350  tons  per  day. 

This   mine  was   reported    last   year   as   Vulcan   Mine,    No.    199    of   the 
printed  report. 
J.  M.  ORR,  Supt.  F.   E.   DAWSON,  Mine  Foreman. 

HAMILTON  COAL  &  COKE  CO. 

Series  No.  327.  Newburg  Shaft. — This  mine  is  located  at  Newburg 
on  the  B.  &  O.  R.  R.  It  is  a  shaft  one  hundred  and  seventy  feet  deep 
operating  the  Upper  Freeport  seam  on  the  double  entry  system.  The 
ventilation  is  produced  by  a  twenty-foot  fan  and  has  always  been  found 
very  good  and  well  distributed  throughout  the  mine.  The  roof  is  a  hard 
sand-rock.  The  drainage  is  fair.  This  mine  liberates  some  fire-damp 
and  it  was  deemed  best  to  use  safety  lamps  exclusively,  but  owing  to 
the  good  ventilation  there  is  no  standing  gas  found.  This  mine  has  not 
been  shipping  any  coal  for  some  time.  There  are  five  miners  working 
for  the  purpose  of  furnishing  boiler  coal.  The  company  is  pumping  the 
water  out  of  the  shaft  in  order  to  reopen  the  Lower  Kittanning  seam. 
With  present  development  this  mine  is  capable,  of  producing  200  tons 
per  day. 

This  mine  was  reported  last  year  as  Newburg  Shaft.  No.  188  of  the 
printed  report. 

F.  A.  HUSTED,  Supt.  E.  L.  GRIFFITH,  Mine  Foreman. 

J.  W.  GRIMM,  Fire  Boss. 

THE  MANUFACTURERS  COAL  &  COKE  CO. 

Series  No.  328-329.  Victoria  Nos.  1  and  2  Mines. — These  mines  are  located 
on  Three  Fork  creek  one  mile  north  of  Hardman,  on  the  B.  &  O.  R.  R. 
No.  1  is  a  drift  opening  operating  the  Lower  Kittanning  seam  but  has 
not  been  in  operation  for  the  last  three  years. 
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No.  2  is  a  slope  opening  operating  the  Lower  Kittanning  seam  partly 
on  the  triple  entry  system.  The  ventilation  is  produced  by  a  ten-foot 
fan  and  is  fairly  good.  This  mine  liberates  explosive  gas  in  dangerous 
quantity  and  requires  very  careful  handling.  This  mine  was  put  on 
safety  lamps  exclusively  and  shot  firers  put  on.  There  are  no  shots 
allowed  fired  during  the  day,  all  firing  is  done  at  night  after  all  the  men 
are  out  of  the  mine  except  the  shot  firer.  The  roof  is  very  good,  being 
a  hard  slate.  The  drainage  is  good,  except  on  some  of  the  haulways. 
The  second  opening  meets  the  requirements  of  the  law.  With  present 
development  and  a  full  force  of  men  this  mine  is  capable  of  producing 
300  tons  per  day. 

These  were  reported  last  year  as  Victoria  Nos.  1  and  2  Mines,  Nos. 
200  and   201   of  the  printed   report. 

A.  J.  BONNAFIELD,  Supt.  JOHN  HUMPHREY,  Mine  Foreman. 

JOHN  PURINTON    AND 
GEO.  RYLES,  Fire  Bosses. 

PENNSYLVANIA  CONSOLIDATED  COAL  CO. 

Series  No.   330.     Shrader  Mine. — This  mine  is  located  on  Three  Fork 
creek,   one  and  one-half  miles  north  of  Hardman  on  the  B.  &  O.  R.  R. 
This   isl  a  drift   opening   operating   the  Lower   Kittanning   seam   on   the 
double  entry  system.     This  mine  has  not  been  in  operation  during  the, 
last  year. 

This  minej  was  reported  last  year  as  Shrader  Mine,  No.  202  of  the 
printed  report. 

TAYLOR  COUNTY. 
WINONA   COAL  d   COKE   CO. 

Series  No.  333-334.  Winona  Nos.  1  and  2  Mines. — These  mines  are  lo- 
cated at  Coffman,  seven  miles  west  of  Grafton  on  the  B.  &  O.  R.  R.  They 
are  drift  openings.  No.  1  is  operating  the  Mahoning  seam  on  the  double 
entry  system.  The  ventilation  is  produced  by  a  furnace  and  is  fairly 
good.  The  drainage  is  good.  The  roof  is  a  hard  slate  and  is  good.  The 
powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity.  The 
oil  used  is  of  fair  quality.  Rules  are  posted,  blankets  and  stretchers 
kept  on  hand.  With  the  present  development  and  a  full  force  of  men 
this  mine  is  capable  of  producing  150  tons  per  day. 

No.  2  is  operating  the  Lower  Freeport  seam  on  the  double  entry  sys- 
tem. The  coal  in  this  opening  is  rather  dirty.  The  company  is  driving 
prospect  headings  and  air  courses  in  hopes  the  coal  will  get  better  in 
the  near  future. 

These  mines  were  repoz-ted  last  year  as  Winona  Mines  Nos.  1  and  2, 
Nos.  153  and  154  of  the  printed  report. 
F.   T.  ROWLAND,   Supt.  WM.  GANTZ    AND 

ADAM  WHITEHEAD,  Mine  Bosses. 

BESSEMER  COAL  d  COKE  CO. 
Series  No.  335-336.    Bush  Nos.  1  and  2  Mines. — These  mines  are  located 
four  miles  west  of  Grafton,  on  the  B.  &  O.  R.  R.,  and  are  drift  openings. 
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They  have  not  been  in  operation  the  last  two  years.     The  officials  are 
unknown  to  me. 

These  mines  were  reported  last  year  as  Bush  Nos.  1  and  2,  Nos.  157  and 
i58  of  the  printed  report. 

L.  B.  BRYDON. 

Series  No.  337.  Brydon  Mine, — This  mine  is  located  six  miles  west  of 
Grafton  on  the  B.  &  O.  R.  R.  Jt  is  a  drift  opening  operating  the  Pitts; 
burg  seam.  The  ventilation  is  natural  and  very  poor.  This  mine  is  nearly 
worked  out.  The  drainage  is  bad  on  the  haulways.  The  roof  is  a  soft 
slate  and  is  bad.  Timbering  is  fail*.  The  oil  used  is  fair  quality.  The 
second  opening  meets  the  requirements  of  the  law.  This  mine  has  not 
been  in  operation  much  the  past  year,  and  was  only  inspected  once  by 
me.  With  the  present  equipment  and  a  full  force  of  men  this  mine  is 
capable  of  producing  50  tons  per  day. 

This   mine   was   reported   last  yea?   as   Brydon   Mine,   No.    147    of   the 
printed   report. 
W.  S.  BRYDCN,  Supt.  GUY  LAKE,  Mine  Boss. 

McGRAW   COAL   CO. 

Series  No.  338.  New  York  No.  1  Mine. — This  mine  is  located  at  Simp- 
son, seven  miles  west  of  Grafton  on  the  B.  &  O.  R.  R.,  and  on  Simpsons 
creek.  It  is  a  drift  opening  operating  the  Pittsburg  seam  on  the  double 
entry  system.  The  ventilation  is  natural  in  some  parts  of  the  mino. 
There  is  a  small  furnace  which  ventilates  a  small  part  of  the  mine.  This 
furnace  caught  on  fire  last  February  and  burned  down  and  set  the  mine 
on  fire.  After  considerable  effort  we  succeeded  in  bratticing  the  fire  off. 
We  used  brick  and  cement  for  brattice.  This  mine  has  not  been  in 
operation  since  it  caught  on  fire.  The  company  is  installing  an  up-to- 
date  electric  plant  and  the  coal  will  be  hauled  to  the  head  of  the  incline 
plane  in  the  future  by  electric  motors,  and  the  mine  ventilated  by  an 
electric  fan.  On  my  last  visit  to  this  mine  the  company  had  nearly 
completed  the  improvements  and  will  resume  operations  in  the  very  near 
future.  The  roof  in  this  mine  is  a  slate  but  is  fairly  good.  They  en- 
counter clay  veins  rather  frequently  in  this  mine,  and  when  these  faults 
are  encountered,  they  liberate  explosive  gas  in  small , quantities.  With 
the  present  development  and  a  full  force  of  men  this  mine  is  capable  of 
producing  800  tons  per  day. 

This  mine  was  reported  last  year  as  No.  41  Mine,  No.  149  of  the  printed 
report. 

H.  H.  HARRISON  AND  OLIVER  JENKINS,  Mine  Boss. 

JOHN  MALOY,   Supts. 

GRAFTON  COAL  &  COKE  CO. 

Series  No.  339.  Sand  Lick  Mine. — This  mine  is  located  near  Simpson, 
eight  miles  west  of  Grafton  on  the  B.  &  O.  R.  R.  It  is  a  drift  opening 
operating  the  Pittsburg  seam  on  the  double  entry  system.  It  Is  partly 
ventilated  by  a  furnace  and  partly  by  natural  ventilation.     There   is  a 
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number  of  places  driven  out  to  the  crop  which  makes  the  ventilation 
fair.  This  is  a  pick  mine.  The  coal  is  hauled  out  of  the  mine  by  horse 
power  and  lowered  down  an  incline  plane  five  hundred  feet  to  the  tipple. 
The  work  in  this  mine  is  principally  pillar  work.  The  roof  is  fairly 
good  throughout  the  mine.  The  oil  used  for  illuminating  purposes  is 
of  a  very  fair  quality.  Drainage  is  only  fair.  The  haulways  are  very 
muddy.  Rules  are  posted.  The  second  opening  meets  the  requirements 
of  the  law.  With  the  present  equipment  and  a  full  force  of  men  this 
mine  is  capable  of  producing  500  tons  per  day. 

This  mine  was  reported  last  year  as  Sand  Lick  Mine,  No.  145  of  the 
printed  report. 
E.  J.  FAHEY,  Supt.  JOHN  McGRAW,  Mine  Boss. 

MARYLAND   COAL   CO. 

Series  No.  340-341-342.  V/endel  Xos.  1,  2,  3  and  4  Mines.— These  mines 
are  located  eleven  miles  west  of  Grafton  on  a  branch  of  the  B.  &  O. 
R.  R.,  and  near  Simpson.  There  are  four  distinct  openings  at  this  plant. 
All  operating  the  Pittsburg  seam  on  the  double  entry  system.  The  ven- 
tilation in  No.  1  is  produced  by  a  seven-foot  fan.  Nos.  2  and  3  are  ven- 
tilated by  four  and  one-half-foot  fans.  '  Nos.  2  and  3  are  connected  under- 
ground. No.  4  is  ventilated  by  a  four-foot  fan.  The  ventilation  in  each 
of  these  openings  is  very  good.  The  coal  is  undercut  by  electric  machines 
and  is  hauled  along  a  tramroad  to  the  tipple  and  is  all  dumped  over  the 
same  tipple.  The  roof  in  these  mines  is  slate  and  fairly  good,  and  is 
well  timbered.  The  powder  is  carried  into  the  mines  in  cans  of  five 
pounds  capacity.  The  oil  used  for  illuminating  purposes  is  of  a  fair 
quality.  The  drainage  is  good,  rules  are  posted,  blankets  and  stretchers 
kept  on  hand.  The  second  opening  in  each  of  these  openings  meets  all 
the  requirements  of  the  law.  With  the  present  development  and  a  full 
force  of  men  this  plant  is  capable  of  producing  1,200  tons  daily. 

This   plant  was   reported   last  year   as   Wendal   Mine,   No.    151   of   the 
printed  report. 
GEO.   S.   BRACKETT,   Supt.  AUGUST  RICKER,  Mine  Foreman. 

T.  B.  DAVIS. 

Series  No.  343.  ~r.  B.  Davis  Mine. — This  mine  is  located  ten  miles  west 
of  Grafton  on  the  B.  &  O.  R.  R.  It  is  a  drift  opening  operating  the  Pitts- 
burg seam  on  the  double  entry  system.  The  ventilation  is  produced  by 
a  small  furnace,  and  is  not  satisfactory.  The  coal  in  this  mine  is  very 
faulty,  very  few  places  being  clear  of  faults.  The  drainage  is  fair.  The 
roof  is  good.  The  ventilation  is  poor.  The  rooms  and  headings  in  some 
instances  are  driven-  beyond  the  limit  prescribed  by  law,  for  break- 
throughs. I  ordered  the  men  out  who  were  found  working  in  these 
places.  This  is  a  pick  mine.  The  coal  is  hauled  by  rope  haulage.  The 
powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity.  The 
oil  used  is  of  a  fair  quality.  The  second  opening  meets  all  the  require- 
ments of  the  law.  With  the  present  development  this  mine  is  capable  of 
producing  200  tons  per  day. 
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This  mine  was  reported  last  year  as  T.  B.  Davis  Mine,  No.  148  of  the 
printer   report. 

W.  R.  DAVIS  AND  WM.  DRAINER,  Mine  Boss. 

W.   B.  WOLF,   Supts. 

PITTSVEIX   COAL   CO. 

Series  No.  344.  Flemington  Nos.  :.J  and  )  Mines. — These  mines  ara 
located  at  Flemington  on  the  B.  &  O.  R.  R.,  twelve  miles  east  of  Clarks- 
hurg.  They  are  drift  openings  operating  the  Pittsburg  seam  on  tho 
double  entry  system.  The  ventilation  in  No.  2  is  natural  at  this  time, 
the  company  having  removed  the  fan  from  No.  2  and  installed  it  in  No. 
4  opening.  No.  2  opening  is  all  pillar  work  preparatory  to  abandonment. 
No.  4  is  ventilated  by  a  seven-foot  fan  and  the  air  is  well  distributed 
throughout  the  mine.  The  roof  in  this  opening  is  fairly  good.  They 
leave  a  head  coal  which  makes  the  roof  fairly  safe.  The  coal  is  cut 
with  electric  machines  and  hauled  with  electric  motors.  The  powder 
is  carried  into  the  mine  in  cans  of  five  pounds  capacity.  The  oil  used 
is  of  a  very  fair  quality.  The  second  opening  meets  all  the  requirements 
of  the  law.  Blankets  and  stretchers  are  kept  on  hand.  With  present 
development  and  a  full  force  of  men  this  mine  is  capable  of  producing 
500  tons  per  day. 

This  mine  was  reported  last  year  as  Flemington,  No.  146  of  the  printed 
report. 
J.  W.  DAVIDSON,  Supt.  G.  R.  W.  JOHNSON,  Mine  Boss. 

ROSEMONT   COAL   CO. 

Series  No.  345."  Rosemont  Mine. — This  mine  is  located  eleven  miles 
east  of  Clarksburg  on  the  B.  &  O.  R.  R.  It  is  a  drift  opening  operating 
the  Pittsburg  seam  on  the  double  entry  system.  This  mine  is  partly 
ventilated  by  a  furnace,  and  partly  by  natural  ventilation,  and  is  very 
fair  except  on  the  first  right  heading  where  it  was  somewhat  sluggish. 
The  superintendent's  attention  was  called  to  this  and  he  agreed  to 
remedy  the  ventilation  in  this  heading  at  once.  At  present  this  is  a  pick 
mine  but  the  company  is  installing  an  electric  plant,  and  the  coal  will 
be  undercut  in  future  by  electric  machines  and  hauled  to  the  head  of 
the  incline  plane,  where  it  will  be  lowered  about  eight  hundred  feet  to 
the  tipple.  The  roof  in  this  mine  is  fairly  good  and  very  well  timbered. 
The  powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity. 
Rules  are  posted,  blankets  and  stretchers  kept  on  hand.  The  second 
opening  meets  all  the  requirements  of  the  law.  With  the  present  devel- 
opment and  a  full  force  of  men  this  mine  is  capable  of  producing  600 
tons  per  day. 

This  mine  was  reported  last  year  as  Rosemont  Mine,  No.   150   of  the 
printed  report. 
JAMES  STARFORD,  Supt.  FRANK  SAVAGE,  Mine  Foreman. 

CLARKSBURG  FUEL  CO. 

Series  No.  346.  Tyrconnell  Mine. — This  mine  is  located  eleven  miles 
•east  of  Clarksburg  on  the  B.  &  O.  R.  R.     It  is  a   drift  opening  in  the 
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Pittsburg  seam.     This  mine  has  not  been  in  operation  for  several  years. 
This  mine  was  reported  last  year  as  Tyrconnell  Mine,  No.  159  of  the 
printed  report. 
ROBERT  LOVE,   SR.,   Supt. 

HARRISON   COAL   CO. 

Series  No.  347.  Harrison  Mine. — This  mine  is  located  ten  miles  east 
of  Clarksburg  on  tbe  B.  &  O.  R.  R.  It  is  a  drift  opening  operating  the 
Pittsburg  seam  on  the  double  entry  system.  The  ventilation  is  natural 
and  very  poor.  The  cross  cuts  were  not  driven  the  proper  distance  apart. 
The  roof  is  fairly  good.  It  is  a  slate  and  is  fairly  well  timbered.  The 
powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity.  The  oil 
used  is  of  a  fair  quality.  The  drainage  is  good.  Owing  to  the  very  bad 
ventilation,  I  ordered  a  number  of  the  men  out  until  the  mine  was  prop- 
erly ventilated  and  I  recommended  the  first  right  heading  be  driven  to 
the  outcrop,  as  it  only  lacked  about  fifty  feet  from  the  outside,  and  a 
fan  or  furnace  installed  at  once.  The  coal  is  hauled  out  of  this  mine 
with  horses,  to  the  head  of  an  incline  plane.  It  is  then  lowered  down  the 
plane  eighteen  hundred  feet  to  the  tipple. 

This  is  a  new  operation  started  within  the  last  year. 
H.  G.  SMITH,  Supt.  DAVID  SMITH,   Mine  Boss. 

MOHAWK  SMOKELESS  COAL  CO. 

Series  No.  348.  Stone  House  Shaft. — This  shaft  is  located  six  milts 
south  of  Grafton  on  the  G.  &  B.  R.  R.  This  mine  has  not  been  in  opera- 
tion the  last  year. 

This  mine  was  reported  last  year  as  Stone  House  Shaft,  No.  156  of 
the  printed  report. 

Officials  not  known. 

CECIL  COAL  &  COKE  CO.  . 

Series  No.  349.  Cecil  Mine. — This  mine  is  located  at  Cecil,  seven  miles 
south  of  Grafton  on  the  G.  &  B.  R.  R.  It  is  a  drift  opening  operating 
the  Upper  Freeport  seam  on  the  double  entry  system.  This  mine  is 
ventilated  by  a  small  furnace,  which  gives  only  fair  results.  The  coal 
is  rather  poor  quality  and  very  faulty.  The  roof  is  a  hard  slate  and 
fairly  good.  This  mine  is  not  very  extensively  developed.  The  company 
has  been  driving  prospect  headings,  and  at  the  present  time  it  is  closed 
down  indefinitely. 

This  mine  was  reported  last  year  as  Cecil,  No.  152  of  the  printed  re- 
port. 
W.  F.  JONES,  Supt.  G.  B.   SKINNER,  Mine  Boss. 

OVERHOLT  COAL  &  COKE  CO. 

Series  No.  350.  Overholt  Mine. — This  mine  is  located  seven  miles  south 
of  Grafton,  on  the  west  side  of  the  Valley  river  and  on  the  line  of  the 
B.  &  N.  R.  R.  This  has  not  been  in  operation  for  the  last  two  years.  It 
is  opened  in  the  Lower  Freeport  seam. 

This  mine  was  reported  last  year  as  Overholt  Mine,  No.  155  of  the 
printed  report. 
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BARBOUR  COUNTY. 
LAUREL   CREEK   COAL    CO. 

Series  No.  351.  Laurel  Creek  Mine. —This  mine  is  located  nine  miles 
north  of  Philippi  on  the  G.  &  B.  R.  R.  It  is  a  drift  opening  operating 
the  Upper  Freeport  seam  on  the  double  entry  system.  The  ventilation 
produced  by  a  fire-basket  is  fairly  good  for  tbe  number  of  men  employed. 
The  roof  is  a  very  hard  slate,  and  is  good  throughout  the  mine.  Tim- 
bering is  fail*.  The  drainage-  is  good.  Some  sections  of  the  mine  are 
somewhat  dry  and  dusty,  but  it  is  fairly  well  watered.  The  powder  is 
carried  into  the  mine  in  cans  of  five  pounds  capacity.  The  second  open- 
ing fully  complies  with  the  law.  The  coal  is  undercut  with  picks.  With 
present  development  and  a  full  force  of  men  this  mine  is  capable  of  pro- 
ducing 200  tons  per  day. 

This  mine  was   reported   last  year  as   Laurel   Creek  Mine,   No.   66   of 
the  printed  report. 
W.  S.  BRYDEN,  Supt.  C.  B.  TRIMBLE,  Mine  Foreman. 

TYGARTS  RIVER   COAL   CO. 

Series  No.  352.  Arden  Mine. — This  mine  is  located  eight  and  one-half 
miles  north  of  Philippi  on  the  G.  &  B.  R.  R.  It  is  a  drift  opening 
operating  the  Upper  Freeport  seam  on  the  double  entry  system.  The 
ventilation  produced  by  a  twelve-foot  fan  has  always  been  found  fairly 
good.  The  roof  is  a  very  hard  slate  and  is  excellent.  This  mine  is  very 
dry  and  somewhat  dusty  on  some  of  the  haulways.  Timbering  and 
drainage  are  good.  The  oil  used  for  illuminating  purposes  is  of  fair 
quality.  Powder  is  all  carried  into  the  mine  in  cans  of  five  pounds 
capacity.  Rules  are  posted  and  blankets  and  >  stretchers  kept  on  hand. 
The  coal  is  undercut  by  compressed  air  machines.  The  general  safety 
of  this  mine  is  fairly  good.  The  new  mine  law  has  not  been  fully  com- 
plied with.  At  my  last  visit  the  mine  had  not  been  running  very  steady 
for  some  time  and  no  records  of  the  ventilation  kept.  With  the  present 
mine  development  and  a  full  force  of  men  this  mine  is  capable  of  pro- 
ducing 500  tons  daily. 

This  mine  was  reported  last  year  as  Arden  Mine,  No.  64  of  the  printed 
report. 
CHAS.  A.  COOK,  Supt.  ALF.  WOODS,   Mine  Foreman. 

MIDLAND  COAL  &  COKE  CO. 

Series  No.  353.  Midland  Mine. — This  mine  is  located  at  Hackers  Junc- 
tion on  the  Berryburg  Branch  of  the  G.  &  B.  R.  R.  It  is  a  shaft,  oper- 
ating the  Upper  Freeport  seam  on  the  double  entry  system.  The  ven- 
tilation is  produced  by  a  ten-foot  fan  and  has  always  been  found  very 
good.  This  mine  is  very  wet  at  present,  on  account  of  its  being  a  new 
opening,  but  the  drainage  is  very  good.  It  has  an  excellent  roof,  being 
very  hard  slate  and  very  well  timbered.  The  coal  is  undercut  with  elec- 
tric machines.  The  powder  is  carried  into  the  mine  in  cans  of  five 
pounds  capacity.  The  oil  sold  by  the  operating  company  is  of  a  fair- 
quality.     On  my  last  visit  to  this  mine   I   found   some   of  the  employes 
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using  mixed  oil.  Blankets  and  stretchers  are  kept  on  hand.  The  second 
opening  fully  complies  with  the  law.  With  the  present  development  and 
equipment  and  a  full  force  of  men  this  mine  is  capable  of  producing  300 
tons  daily. 

This   mine   was   reported   last  year  as   Midland   Mine,   No.    77    of   the 
printed   report. 
W.  J.  GILMORE,  Supt.  WM.  KOOSER,  Mine  Foreman. 

FAIRMONT   COAL   CO. 

Series  No.  354.  Berryburg  Mine. — This  mine  is  located  about  six  miles 
northwest  of  Philippi  on  the  Berryburg  Branch  of  the  G.  &  B.  R.  R. 
It  is  a  drift  opening  operating  the  Pittsburg  seam  on  the  double  entry 
system.  The  ventilation  is  produced  by  an  eleven-foot  fan  and  is  fairly 
good  except  on  the  north  side  of  the  mine  where  the  ventilation  is  some- 
what sluggish.  I  recommended  there  be  another  fan  installed  to  ven- 
tilate the  north  side,  and  I  understand  there  has  been  a  fan  installed  of 
recent  date  for  this  purpose.  This  mine  is  dusty  in  some  sections,  but 
it  is  kept  fairly  well  watered.  This  mine  liberates  considerable  fire 
damp  in  the  main  southwest  section,  but  is  well  looked  after  and  ap- 
parently every  precaution  taken  to  prevent  any  accident.  The  roof  is  a 
soft  slate  and  treacherous,  but  is  very  well  timbered.  So.  far  as  I  could 
see,  the  management  is  trying  to  comply  with  the  mining  law.  With  the 
present  development  and  a  full  force  of  men  this  mine  is  capable  of  pro- 
ducing 1,800  tons  per  day. 

This  mine  was  reported  last  year  as  Berryburg  Mine,  No.  65  of  the 
printed  report. 

W.  W.  FURGUSON,  Supt.  LEE  COTRILL,  Mine  Foreman. 

P.  L.  DILLON    AND 
A.  A.  SHAW,  Fire  Bosses. 

PHILIPPI   COLLIERIES    CO. 

No.  355-356.  Xos.  1  and  2  Mines. — This  mine  is  located  one  and  one- 
half  miles  north  of  Philippi  on-  the  G.  &  B.  R.  R.  It  is  a  drift  opening 
operating  the  Upper  Freeport  seam  on  the  double  entry  system.  This 
mine  is  ventilated  by  a  sixteen-foot  fan  and  the  ventilation  is  fairly  well 
distributed  throughout  the  mine.  This  mine  is  very  dry  and  dusty.  On 
my  first  visit  to  this  mine  I  found  the  haulways  very  dusty  and  the 
officials  of  the  mine  throwing-  the  cuttings  from  the  cutting  machine-? 
along  the  headings.  I  ordered  it  stopped  at  once  and  the  dust  hauled 
to  the  outside,  and  the  rooms  and  headings  thoroughly  watered,  which 
was  done  This  mine  has  an  excellent  roof  and  is  well  timbered.  The 
drainage  is  good.  The  coal  is  cut  with  electric  machines.  The  oil  used 
for  illuminating  purposes  is  of  a  fair  quality.  The  powder  law  is  fully 
complied  with.  Blankets  and  stretchers  are  kept  on  hand.  This  mine 
has  not  been  in  operation  for  some  two  or  three  months. 

These  mines  were  reported  last  year  as  Nos.  59,  60,  61  and  62  of  the 
printed  report. 
C.  W.  SANDRIDGE,  Supt.  H.  D.  HURSHMAN,  Mine  Boss. 
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Series  No.  359.  No.  5  Mine. — This  mine  is  located  one  and  one-fourth 
miles  north  of  Philippi  on  the  G.  &  B.  R.  R.  It  is  a  drift  operating  the 
Mahoning  seam  on  the  double  entry  system.  The  ventilation  is  produced 
by  a  furnace  and  is  fairly  good.  The  roof  is  a  very  hard  slate  and  is 
good.  Drainage  is  good.  The  mining)  is  done  with  electric  machines. 
The  mine  is  dry  and  somewhat  dusty.  This  mine  has  not  been  in  opera- 
tion for  the  last  six  months. 

This  mine  was   reported   last  year   as  Meriden,  No.   63   of  the  printed 
report. 
C.  W.  SANDRIDGE,  Supt.  O.  M.  MALCHOM,  Mine  Foreman. 

GRAFTON   FUEL    CO. 

Series  No.  360.  Lillian  No.  1  Mine. — This  mine  is  located  five  miles 
north  of  Philippi  on  the  G.  &  B.  R.  R.  It  is  a  drift  opening  operating 
the  Mahoning  seam  on  the  double  entry  system.  The  ventilation  pro- 
duced by  a  fire-basket  has  not  always  been  satisfactory.  The  manage- 
ment informed  me  that  the  company  will  install  a  fan  in  the  near 
future.  This  mine  is  dry  and  dusty  and  I  had  to  insist  on  having  the 
dust  thoroughly  watered.  The  roof  is  excellent,  being  a  very  hard  slate. 
The  drainage  is  good.  Powder  is  carried  into  the  mine  in  cans  of  five 
pounds  capacity.  The  oil  used  for  illuminating  purposes  is  of  very  fair 
quality.  The  coal  is  undercut  by  machines  of  the  puncher  type.  The 
coal  is  hauled  by  mules  to  the  head  of  an  incline  plane,  of  about  two 
hundred  feet  to  the  tipple.  Rules  are  posted  and  blankets  and  stretchers 
kept  on  hand.  With  the  present  development  and  a  full  force  of  men  this 
mine  is  capable  of  producing  200  tons  daily. 

This   mine    was    reported    last   year   as   Lillian   No.    1,    No.    69    of   the 
printed  report. 
W.  S.  BRYDON,  Supt.  F.  V.  ROBINSON,  Mine  Foreman 

Series  No.  361.  Lillian  No.  2  Mine. — This  mine  is  located  five  miles 
north  of  Philippi  on  the  G.  &  B.  R.  R.  It  is  a  drift  opening  operating 
the  Upper  Freeport  seam  on  the  double  entry  system.  The  coal  in  this 
mine  is  very  faulty  and  dirty.  The  ventilation  produced  by  a  fire-basket 
has  never  been  satisfactory.  The  drainage  is  good.  Shooting  on  the 
solid  is  practiced  to  some  extent.  Powder  is  carried  into  the  mine  in 
cans  of  five  pounds  capacity.  The  oil  used  for  illuminating  purposes  is 
of  very  fair  quality.  There)  has  been  a  new  opening  made  into*  this 
mine  within  the  last  six  months  which  makes  the  second  opening  fully 
comply  with  the  law  which  it  did  not  do  before.  With  the  present  develop- 
ment and  a  full  force  of  men  this  mine  is  capable  of  producing  100  tons 
per  day. 

This   mine   was   reported   last   year   as   Lillian   No.    2,    No.    70    of   the 
printed  report. 
W.   S.  BRYDON,   Supt.  F.  V.  ROBINSON,  Mine  Foreman. 

Series  No.  362.  Lillian  No.  3  Mine. — This  mine  is  located  five  miles 
north  of  Philippi  on  the  G.  &  B.  R.  R.  It  is  a  drift-  mine  opened  in  the 
Lower  Freeport.  It  has  not"  been  in  operation  the  past  year  and  was 
never  inspected  by  me. 
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This   mine   was   reported   last   year   as   Lillian   No.    3,   No.    71    of   the 
printed  report. 
W.  S.  BRYDON,  Supt. 

PENNSYLVANIA   FUEL   CO. 

Series  No.  368.  Volga  No.  1  Mine. — This  mine  is  located  two  miles 
from  Lemly  Junction  on  the  Buckhannon  Branch  of  the  G.  &  B.  R.  R. 
This  mine  is  worked  by  a  shaft,  hut  has  not  been  in  operation  at  any 
time  I  have  visited,  and  I  understand  is  abandoned  for  the  present. 

This  mine  was  reported  last  year  as  Volga  No.  1  Mine,  No.  76  of  the 
printed  report. 

THE   CENTURY   COAL   CO.   OF  WEST   VIRGINIA. 

Series  No.  364.  Century  No.  2  Mine. — This  mine  is  located  four  miles 
from  Lemly  Junction  on  the  Buckhannon  Branch  of  the  G.  &  B.  R.  R. 
It  is  a  drift  opening  operating  the  Redstone  seam  on  the  double  entry 
system.  The  ventilation  produced  by  a  furnace  is  only  fair.  The  com- 
pany purposes  on  installing  an  electric  plant  and  fan  in  the  near  future. 
The  drainage  is  good.  The  roof  is  a  rather  hard  slate  and  is  fairly 
good  and  very  well  timbered.  The  oil  used  for  illuminating  purposes 
is  of  a  fair  quality.  The  powder  is  carried  into  the  mine  in  cans  of 
five  pounds  capacity.  Shooting  on  the  solid  is  practiced  to  some  extent. 
The  management  assured  me  on  my  last  visit,  they  would  endeavor  to 
have  all  coal  mined  and  solid  shooting  prohibited.  The  company  expects 
to  connect  this  mine  with  No.  1  in  the  future  and  are  driving  entries 
from  No.  1  mine  at  present  for  this  purpose.  With  the  present  mine 
development  and  equipment  this  mine  is  capable  of  producing  150  tons 
per  day. 

This  mine  was   reported   last  year   as  Century  No.   2,  No.   68   of  the 
printed  report. 
JOHN  STROTHER,   Supt.  ED.  WILLIAMS,  Mine  Foreman. 

Series  No.  365.  Century  No.  1  Mine. — This  mine  is  located  six  miles 
from  Lemly  Junction  on  the  Buckhannon  Branch  of  the  G.  &  B.  R.  R. 
It  is  a  shaft  opening  operating  the  Redstone  seam  on  the  triple  entry 
system.  The  ventilation  produced  by  a  thirteen  and  one-half-foot  fan 
has  always  been  found  very  good.  Each  section  of  the  mine  is  ventilated 
by  separate  and  distinct  divisions  of  air.  There  are  some  twenty-five 
splits  in  the  air  current.  Some  sections  of  this  mine  liberate  consid- 
erable fire  damp.  The  stoppings  on  the  main  headings  are  all  built  with 
concrete  and  in  good  condition.  The  roof  throughout  this  mine  is  fairly 
good  with  few  exceptions.  The  drainage  is  fair.  Oil  used  for  illu- 
minating purposes  is  of  very  fair  quality.  A  large  portion  of  the  coal 
is  undercut  by  electric  machines.  Shooting  on  the  solid  by  the  so-called 
pick  miners  is  practiced  almost  exclusively,  and  the  Inspector  found  it 
necessary  for  the  safety  of  the  employes  and  the  protection  of  property, 
to  insist  that  a  safety  powder  be  used  exclusively  for  blasting  purposes. 
With  the  present  development  and  equipment  this  mine  is  capable  of 
producing  1,600  tons  per  day. 
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This  mine  was  reported  last  year  as  Century  Shaft  No.  1,  No.  67  of 
the  printed  report. 

JOHN   STROTHER,   Supt.  ED.  WILLIAMS,  Mine  Foreman. 

JOHN  PARKUS, 
MARTIN  HULY    AND 
ADAM  ROSCAIRCK,  Fire  Bosses. 

THE  PENNSYLVANIA    COAL   d-  MINING   CO. 

Series  No.  366.  Adma  Mine. — This  mine  is  located  nine  miles  south 
of  Philippi  on  the  G.  &  B.  R.  R.  It  is  a  drift  opening  in  the  Lower 
Freeport  seam,  and  has  not  been  in  operation  in  the  last  year  and  was 
never  inspected  by  me. 

This  mine  was  reported  last  year  as  Adma  Mine,  No.  72  of  the  printed 
report. 

CLEMENTS  COAL  &  COKE  CO. 

Series  No.  367.  Clements  Mine. — This  mine  is  located  twelve  miles 
south  of  Philippi  on  the  G.  &  B.  R.  R.  It  is  a  drift  opening  in  the 
Lower  Freeport  seam.  It  has  not  been  in  operation  in  the  last  year  and 
never  was  inspected  by  me. 

This  mine  was  reported  last  year  as  Clements  Mine,  No.  79  of  the 
printed  report.  * 

VALLEY  COAL  &   COKE   CO. 

Series  No.  368.  Valley  Mine. — This  mine  is  located  one  and  one-half 
miles  north  of  Belington  on  the  B.  &  N.  R.  R.  It  is  a  drift  opening  in 
the  Upper  Freeport  seam.  It  has  not  been  in  operation  during  the  last 
year,  and  was  never  inspected  by  me. 

This  mine  was  reported  last  year  as  Valley  Mine,  No  78  of  the  printed 
report. 

MILLER   COAL   &   COKE   CO. 

Series  No.  369.  Sara  Mine. — This  mine  is  located  three-quarters  of  a 
mile  south  of  Junior  on  the  W.  M.  R.  R.  It  is  a  drift  opening  operating 
the  Upper  Freeport  seam  on  the  double  entry  system.  The  ventilation 
produced  by  a  fourteen-foot  fan  has  always  been  found  good.  The  drain- 
age is  fair.  Timbering  is  very  good.  The  oil  used  is  of  a  good  quality. 
The  coal  is  mined  with  picks  and  hauled  by  motor  to  the  tipple.  The 
powder  is  carried  into  the  mine  in  cans  of  five  pounds  capacity.  Rules 
are  posted,  blankets  and  stretchers  kept  on  hand.  With  the  present 
development  and  equipment  and  a  full  force  of  men  this  mine  is  capable 
of  producing  250  tons  per  day. 

This  mine  was  reported  last"  year  as  Sara  Mine,  No.  75  of  the  printed 
report. 
J.  W.  S.  MILLER,  Supt.  H.  C.  HUSKINS,  Mine  foreman. 

DAVIS    COAL    £    COKE    CO. 

Series  No.  370.  No.  Jf  or  Dartmoor  Mine. — This  mine  is  located  three 
miles  south  of  Belington  on  the  W.  M.  R.  R.     It  is  a  drift  opening  in 
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the  Upper  Freeport  seam.     It  has  not  been   in   operation  the  last  year 
and  was  never  inspected  by  me. 

This  mine  was  reported  last  year  as  No.  4,  or  Dartmoor  Mine,  No.  74  of 
the  printed  report. 
W.  W.   BREWER,   Supt. 

Series  No.  371.  No.  3  Mine. — This  mine  is  located  seven  and  one-half 
miles  southeast  of  Belington  on  the  Belington  &  Beaver  Creek  R.  R. 
It  is  a  drift  opening  operating  the  Upper  Freeport  seam  on  the  double 
entry  system.  The  ventilation  is  natural  and  on  my  last  visit  it  was 
very  satisfactory.  There  are  a  number  of  places  driven  out  to  crop,  and 
the  circulation  was  very  good.  I  was  informed  by  the  management  that 
the  company  purposed  installing  a  fan  in  the  very  near  future.  The 
roof  in  this  mine  is  very  good.  The  drainage  is  good  and  general  safety 
is  fair.  The  powder  is  carried  into  the  mine  in  cans  of  five  pounds 
capacity.  The  oil  used  for  illuminating  purposes  is  of  a  rather  inferior 
quality.  Rules  in  several  different  languages  are  posted.  The  second 
opening  meets  the  requirements  of  the  law. 

This  mine  was  reported  last  year  as  No.  3  Mine,  No.  73  of  the  printed 
report. 
W.  W.  BREWER,  Supt.  J.  H.  DAVIS,  Mine  Foreman. 

DAVIS    COLLIERY    CO. 

Series  No.  372.  Junior  No.  1  Mine. — This  mine  is  located  at  Junior, 
five  miles  northeast  of  Belington  on  the  W.  M.  R.  R.  It  is  a  drift  open- 
ing operating  the  Upper  Freeport  seam  on  the  double  entry  system. 
The  ventilation  is  produced  by  a  six-foot  fan  and  is  very  well  distributed 
throughout  the  mine.  The  roof  is  rather  bad.  Timbering  is  fairly  good. 
Drainage  is  fair.  The  powder  is  carried  into  the  mine  in  cans  of  five 
pounds  capacity.  The  oil  used  for  illuminating  purposes  is  of  a  fair 
quality.  Rules  are  posted^  blankets  and  stretchers  kept  on  hand.  This 
mine  has  not  been  in  operation  for  the  past  three  months.  This  mine 
with  the  present  development  and  a  full  force  of  men  is  capable  of  pro- 
ducing 500  tons  per  day. 

This  mine  was  reported  last  year  as  No.  4  Mine,  No.  58  of  the  printed 
report. 
L.   JOHNSON,   Supt.  J.   N.  RILEY,   Mine   Foreman. 
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FOURTH    DISTRICT. 


GENERAL  SUMMARY  OF  THE  FOURTH  MINING  DISTRICT  FOR  THE 
YEAR  ENDING  JUNE  30TH,  1908. 
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Office  of  the  Fourth  District  Mine  Inspector, 

Flemington,  W.  Va.,   September  10,  1908. 
Hon.  J.  W.  Paul, 

Chief  of  the  Department  of  Mines, 
Charleston,  W.   Va. 

Dear  Sir: — I  herewith  submit  to  you  my  annual  report  as  Inspector 
of  Mines  of  the  Fourth  District  of  West  Virginia  for  the  year  ending 
June  30,  1908. 

During  my  incumbency  of  the  office,  which  has  been  for  the  last  four 
months,  of  the  year  1908,  I  desire  to  say  that  on  assuming  the  duties 
of  the  office,  I  found  the  mines  of  this  district,  at  lease  many  of  them, 
in  rather  a  deplorable  condition,  several  of  them  running  with  but  one 
opening  or  outlet,  and  quite  a  number  in  and  around  Thomas,  W.  Va., 
had  been  very  badly  neglected,  and  a  few  of  them  were  absolutely  dan- 
gerous, and  without  sufficient  ventilation. 

Some  of  the  coal  companies  were  apparently  indifferent  or  careless  as 
to  the  requirements  of  the  mine  law. 

Miners  were  permitted  to  burn  any  and  all  kinds  of  oil,  also  permitted 
to  carry  powder  and  other  explosives  into  the  mines  in  a  very  reckless 
and  unlawful  manner,  in  whole  cans,  holding  twenty-five  pounds  each, 
also  in  sacks  and  buckets. 

The  writer  went  to  work  honestly  (but  firmly),  treating  both  operator 
and  miner  fairly,  to  bring  about  a  change  of  such  dangerous  practices 
in  the  mines  of  this  district.  I  have  prosecuted  both  managers  and 
miners  for   such   violations  of  law,   which   I   am   pleased  to   report,   has 
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very  materially  changed  such  conditions.  I  am  a'lso  pleased  to  say  that 
I  have  had  the  cooperation  of  the  coal  companies  and  also  the  miners 
in  this  work.  I  have  also  had  the  assistance  of  the  officers  of  the  law, 
and  hope  by  the  end  of  the  year  1909,  to  do  much  more  for  the  mining 
industry  of  the  great  State  of  West  Virginia. 

With  the  present  spirit  exemplified  upon,  the  part  of  all  concerned, 
I  feel  that  the  present  law  is  sufficient  to  protect  the  lives  of  the  miners 
and  the  property  of  the  coal  companies,  therefore  I  have  no  suggestions 
for  further  amendments  to  the  law,  especially  until  the  Supreme  Court 
has  had  time  to  pass  upon  the  constitutionality  of  certain  sections  of  the 
present  law. 

I  hereby  extend  my  sincere  thanks  to  both  operator  and  miner  for 
their  kind  treatment,  and  to  you  personally  I  extend  my  sincere  thanks 
for  your  counsel  and  advice. 

Respectfully  yours, 

J.  A.  Springer. 


The  last  two  series  numbers  indicate  the  Inspector's  number  of  the 
mine,  while  the  number  or  numbers  preceding  them  indicate  the  num- 
ber of  the  district  in  which  the  mine  is  located,  viz:  430  indicates  the 
Fourth  District  and  number  30  mine. 


CONDITION  OF  THE  MINES  IN  THE  FOURTH   DISTRICT. 

RANDOLPH  COUNTY. 

DAVIS  COAL  &  COKE  CO. 

Series  No.  401.  Xo.  1  Mine. — This  mine  is  located  on  a  branch  of 
the  W.  M.  R.  R.,  six  miles  from  Belington,  on  Beaver  creek.  It  is  a 
drift  mine  operating  what  is  now  called  the  Kittanning  seam  of  coal. 
This  mine  has  formerly  been  reported  as  Freeport  coal,  but  from  all  the 
evidence  at  my  command  I  conclude  it  is  the  Kittanning  measure.  T*his 
mine  is  operated  on  the  double  entry  system  and  is  in  good  shape.  Ven- 
tilation is  produced  by  a  twelve-foot  Robinson  fan  and  is  well  distributed 
to  working  face.  Drainage  is  good,  roof  and  timbering  good.  I  found 
a  disposition  upon  the  part  of  the  management  to  comply  with  the  law 
in  every  respect.     Second  opening  meets  law  requirements. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  211  of  the  printed 
report. 
WALTER   BREWER,    Supt.  HARLEY   DAVIS,    Mine    Boss. 

Series  No.  402.  No.  2  Mine. — This  mine  is  also  located  on  a  branch 
of  the  W.  M.  R.  R.,  six  miles  from  Belington.  It  is  a  drift  mine  oper- 
ating the  Kittanning  seam  (formerly  reported  Freeport).  This  mine  is 
worked  on  the  double  entry  system.  The  coal  is  eight  and  one-half  feet 
thick  and  of  good  quality.  Ventilation  is  produced  by  a  twelve-foot  fan, 
and   is   sufficient,   but  on   my   first   inspection   the   air   was   not   properly 
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distributed  to  working  face.  Drainage  is  good.  Roof  is  fairly  good  and 
well  looked  after.  The  second  opening  fully  complies  with  the  law.  I 
found  everything  the  law  requires  at  the  mine,  a  fair  quality  of  oil  in 
use,  blankets,  stretchers,  etc.,  etc.,  all  on  hand. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  212  of  the  printed 
report. 
WALTER  BREWER,   Supt.  G.  W.   BURKE,  Mine   Bpss. 

Series  No.  403.  Leiter.  Mine  No.  5. — At  Leiter,  on  the  Coal  &  Coke 
R.  R.  This  mine  has  been  idle  since  I  have  been  in  this  district,  there- 
fore has  not  been  inspected  by  me.  It  has  been  operated,  and  been  re- 
ported in  the  printed  report,  as  the  Freeport  seam,  but  I  am  inclined  to 
believe  it  is  the  Kittanning  measure.  It  appears  to  have  been  abandoned 
for  the  present  at  least. 

This   mine   was   reported    last   year   as   Grassy   Run,    No.    210    of   the 
printed  report. 
WALTER  BREWER,  Supt. 

DAVIS   COLLIERY  CO. 

Series  No.  404.  Coalton  No.  1  Mine. — This  mine  is  located  on  Roaring 
creek,  and  the  Coal  &  Coke  R.  R.,  five  miles  from  Roaring  Creek  Junc- 
tion. It  is  a  drift  mine,  operating  the  Kittanning  seam  of  coal  (formerly 
reported  Freeport).  It  is  worked  on  the  double  entry  system,  and  is  a 
splendid  mine,  ventilated  by  a  twenty-foot  Robinson  fan,  and  does  splen- 
did work.  Ventilation  is  also  well  distributed  to  working  face.  Drain- 
age is  good.  Roof  and  timbering  are  good.  I  found  on  my  first  inspec- 
tion that  miners  were  in  the  habit  of  taking  whole  kegs  of  powder  into 
the  mine.  I  promptly  arrested  the  first  miner  I  found  and  had  him 
fined,  which  I  believe  broke  up  that  dangerous  practice.  I  found  the 
management  of  this  mine  up  to  date  with  all  necessary  fixtures  for  the 
protection  of  life  and  limb.  Second  opening  meets  law  requirements. 
Blankets,  stretchers,  etc.,  etc.,  all  on  hand. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  208  of  the  printed 
report. 
F.   C.   CORNET,   Supt.  JOHN  CONDRY,   Mine   Boss. 

W.  H.   GREEN. 

Series  No.  405.  Klondike  Mine. — This  mine  is  located  on  Roaring 
creek,  and  on  a  branch  of  the  Coal  &  Coke  R.  R.,  seven  miles  from 
Roaring  Creek  Junction.  It  is  a  drift  opening  operating  the  Kittanning 
seam  of  coal  (formerly  reported  Freeport),  worked  on  the  double  entry 
system,  ventilated  by  furnace  which  gives  fairly  good  ventilation  for  a 
small  mine.  Drainage  is  good,  roof  good.  Second  opening  meets  law 
requirements.  A  good  quality  of  oil  was  found  at  this  mine.  I  found 
a  disposition  upon  the  part  of  the  management  to  fully  comply  with  the 
law. 
W.  H.  GREEN,  Supt.  and  Mine  Boss. 
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DAVIS   COLLIERY  CO. 

Series  No.  406.  Sivad  No.  2  Mine.— This  mine  is  on  a  branch  of  the 
Coal  &  Coke  R.  R.,  one  mile  from  Roaring  Creek  Junction.  This  mine 
is  a  drift  opening  operating  the  Kittanning  seam  (formerly  reported 
Freeport),  worked  on  the  single  entry  system,  and  when  inspected  by 
me  on  my  first  round,  was  found  to  be  running  in  violation  of  law,  as 
it  had  but  one  opening,  and  was  working  thirty-five  miners.  The  com- 
pany's attention  was  called  to  the  fact,  and  steps  taken  to  close  the  mine 
but  written  promise  was  given  that  they  would  reduce  the  number  of 
workmen  to  the  lawful  requirement.  Time  was  extended  in  order  to 
allow  the  company  to  make  the  second  opening.  This  mine  is  being 
ventilated  by  a  furnace,  which  gives  fairly  good  results.  Roof  is  good, 
drainage  fair.  Upon  my  first  visit  I  did  not  find  either  blankets  or 
stretchers,  mine  foreman  did  not  measure  the  air  nor  keep  any  record 
whatever.  Timbering  at  this  mine  is  fairly  good,  stoppings  were  bad. 
JOSEPH  HOYLMAN,  Supt.  and  Mine  Foreman. 

Series  No.  407.  Harding  No.  3  Mine. — This  mine  is  located  at  Harding, 
W.  Va.,  on  the  W.  M.  R.  R.  It  is  a  drift  opening  operating  the  Kittan- 
ning seam  (formerly  reported  Freeport),  worked  on  the  double  entry 
system.  Ventilation  is  produced  by  a  ten-foot  fan  run  by  electricity, 
and  is  not  the  best  method  of  propelling  fans,  however,  this  mine  is  in 
fair  condition,  by  reason  of  overcasting  the  air  and  driving  it  where  the 
men  are  at  work.  Drainage  is  good.  Roof  is  good  and  well  looked  after 
by  leaving  roof  coal  the  roof  is  protected.  A  fair  grade  of  oil  was  in 
use  at  this  mine.  The  second  opening  meets  law  requirements.  Blankets, 
stretchers,  etc.,  etc.,  kept  at  the  mine. 

This  mine  was  reported  last  year  as  No.  3  Mine,  No.  209  of  the  printed 
report. 
W.   S.  WILSON,   Supt.  and  Mine  Foreman. 

Series  No.  408.  West  No.  5  Mine. — This  mine  is  located  on  the  Coal 
&  Coke  R.  R.,  near  Roaring  Creek  Junction,  operating  the  Kittanning 
seam  of  coal  on  the  single  entry  system.  This  mine  also  was  running 
in  violation  of  law,  inasmuch  as  it  had  but  one  opening  available  for 
ingress  and  egress.  Ventilation  was  found  to  be  very  bad,  in  fact  the 
Inspector  could  not  get  a  reading  of  the  air.  Drainage  good,  timbering 
good.  Roof  is  rather  rotten  and  dangerous  by  reason  of  being  so  near 
outcrop.  It  is  a  drift  opening,  with  an  incline  500  feet  long  to  the  tipple. 
This  is  a  new  mine  and  has  not  been  previously  reported. 
JOSEPH  HOYLMAN,   Supt.  and  Mine  Boss. 

TUCKER  COUNTY. 
CUMBERLAND  COAL  CO. 

Series  No.  409.  No.  5  Mine. — This  mine  is  the  result  of  abandoning 
mines  No.  3  and  4,  as  reported  in  printed  report  for  1907.  They  are 
taking  all  coal  out  through  No.  5  opening.  This  mine  is  located  at 
Douglas,  on  the  W.  M.  R.  R.,  and  is  a  drift  opening  operating  the  Lower 
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Kittanning  seam  on  the  double  entry  system.  This  mine  is  ventilated 
by  a  twenty-foot  fan,  which  furnishes  an  abundance  of  air,  but  up  to 
this  time  is  not  very  well  distributed.  Much  improvement  has  been  made 
in  and  around  this  mine  in  the  last  year.  The  roof  is  broken  up  by  clay 
seams  and  is  not  very  good,  but  is  carefully  looked  ofter  and  fairly  well 
timbered.  I  find  a  disposition  upon  the  part  of  the  management  to  fully 
comply  with  the  law  in  all  respects.  I  found  everything  on  the  ground 
that  the  law  requires  except  the  oil  used,  which  was  of  an  inferior  grade. 
J.  B.  JENKINS,  Supt.  A.  I.  JENKINS,  Mine  Boss. 

Series  No.  410.  No.  1  Mine. — This  mine  is  located  at  Douglas,  on  the 
W.  M.  R.  R.,  operating  the  Lower  Kittanning  seam  on  the  double  entry 
system.  This  is  a  splendid  new  mine  and  is  being  carefully  taken  care 
of.  Roof  good,  timbering  good.  It  is  ventilated  by  a  furnace,  which  gives 
good  satisfaction  for  the  present.  The  coal  is  taken  from  the  mine  to 
•the  tipple  with  a  steam  engine  on  tramroad  one-half  mile  long. 
J.  B.  JENKINS,   Supt.  A.  I.  JENKINS,  Mine  Boss. 

DAVIS  COAL  <C-  COKE  CO. 
Series  No.  411.  No.  25  Mine. — This  mine  is  located  at  Thomas,  on  the 
W.  M.  R.  R.  It  is  a  drift  opening  operating  the  Upper  Freeport  seam 
on  the  double  entry  system.  Ventilation  is  now  produced  by  an  eighteen- 
foot  fan  and  is  good,  well  distributed  throughout  the  mine.  This  mine 
liberates  considerable  gas,  but  is  very  closely  watched  by  two  fire  bosses. 
I  regret  to  report  that  there  is  some  solid  shooting  still  done  in  this 
mine.  On  account  of  unnatural  conditions  that  prevail  in  this  mine, 
the  Inspector  has  cautioned  against  such  dangerous  practices.  Drainage 
is  good,  roof  good.  I  find  that  great  care  is  being  taken  by  the  manage- 
ment +o  fully  comply  with  the  law. 

l.  s.  Mcdowell,  Supt.  w.  f.  reaves   and 

W.  B.  RIGGLEMAN,  Mine  Bosses. 
ARTHUR  STEWART    AND 
JOE  GOLDIA,  Fire  Bosses. 

Series  No.  412.  Pendleton  Run. — This  mine  is  located  at  Thomas,  on 
the  opposite  side  of  the  mountain,  and  is  a  new  mine  operating  the 
Upper  Freeport  seam  on  the  double  entry  system.  Drainage  is  only  fair. 
Roof  bad,  timbering  not  good.  Doors  not  in  good  condition,  and  when 
inspected  by  me  the  ventilation  was  a  furnace  and  very  poor.  The  coal 
from  this  mine  is  hauled  through  mine  No.  23  of  the  same  company 
and  dumped  off  the  tipple  on  the  W.  M.  R.  R.  at  Thomas. 
L.  S.  McDOWELL,  Supt.  SAMUEL  HAWKSHAW,  Mine  Boss. 

Series  No.  413.  No.  23  Mine. — This  mine,  is  located  at  Thomas  on  the 
W.  M.  R.  R.  It  is  a  drift  mine  operating  the  Upper  Freeport  seam  on 
the  double  entry  system.  Ventilation  is  produced  by  an  eighteen-foot 
fan,  and  when  inspected  by  me  was  found  to  be  in  a  very  unsatisfactory 
condition.  While  there  was  sufficient  volume  at  the  intake,  there  was 
absolutely  none  reached  the  working  face.  The  Inspector  could  not  get 
a  reading  at  the  last  cross  cut,  where  the  air  was  supposed  to  be  turned 
into  the  working  face.     The  Inspector  called  for  the  Superintendent  and 
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Mine  Bosses  and  demanded  to  know  what  could  be  done,  and  after  con- 
sultation it  was  decided  to  at  once  begin  to  restore  the  ventilation. 
Stoppings  were  very  bad.  Drainage,  good.  Doors,  bad.  Roof,  good. 
Stretchers,  blankets,  etc.,  etc.,  were  found  at  the  mine.  Oil  was  bad  at 
this  mine,  so  much  that  the  Inspector  was  compelled  to  arrest  several 
miners  for  burning  kerosene. 

l.  s.  Mcdowell,  supt.  samuel  hawkshaw  and 

W.  P.  REAVES,  Mine  Bosses. 

Series  No.  414.  No.  34  Mine. — This  mine  is  located  at  Thomas  on  the 
W.  M.  R.  R.  It  is  a  shaft  mine  187  feet  deep  operating  the  Lower  Kit- 
tanning  seam  on  the  double  entry  system.  Ventilation  was  very  bad. 
An  old  dilapidated  fan  only  ten  feet  in  diameter  and  very  badly  out  of 
repair,  fly-wheel  turning  round  on  the  fan  shaft,  and  altogether  unfit 
for  such  a  large  mine.  The  Inspector  was  very  much  puzzled  at  this 
mine,  and  demanded  that  a  new  fan  be  installed  at  once,  with  the  result 
that  written  promise  was  given  that  such  would  be  done  as  soon  as 
possible.  Drainage  in  this  mine  was  very  bad.  Timbering  was  also  very 
bad  and  dangerous.  Roof  dangerous  nature  and  not  very  well  taken 
care  of.  An  inferior  grade  of  oil  was  in  use  at  this  mine.  Some  arrests 
were  made  at  this  mine  and  fines  imposed. 

l.  s.  Mcdowell,  supt.     -  w.  f.  reaves  and 

M.  C.  NAIRN,  Mine  Bosses. 

Series  No.  415.  No.  36  Mine. — This  mine  is  located  at  Coketon  on  the 
W.  M.  R.  R.,  and  is  a  drift  opening  operating  the  Lower  Kittanning  seam 
on  the  double  entry  system.  Ventilation  is  produced  by  a  fifteen-foot 
fan,  which  is  a  good  fan,  but  on  account  of  allowing  the  airways  to  be- 
come filled  up  by  falls  of  slate,  the  air  was  not  propelled  to  the  working 
face  as  it  should  be,  also  wood  stoppings  were  in  very  bad  shape.  '  rain- 
age  is  not  what  it  should  be  in  this  mine.  Roof  is  slate,  and  is  bad  in 
many  places  in  this  mine.  Timbering  is  bad,  so  much  so,  that  the  In- 
spector condemned  the  timbering  afr  the  mouth  of  the  pit.  All  those 
mines  have  plenty  of  openings  and  in  that  respect  comply  with  the  law. 
I  found  all  necessary  fixtures  for  the  care  of  miners  when  accidents 
happen.  I  also  found  a  willingness  upon  the  part  of  the  management  to 
do  all  in  their  power  to  comply  with  the  law. 
M.  L.  GARVEY,  Supt.  JAMES  CHRISTOPHER,  Mine  Boss. 

Series  No.  416.  No.  26  Mine. — This  mine  is  located  at  Coketon  on  the 
W.  M.  R.  R.,  and  is  a  drift  opening  operating  the  Upper  Freeport  seam 
on  the  double  entry  system.  Ventilation  is  produced  by  a  fifteen-foot  fan. 
and  gives  good  satisfaction  and  is  well  distributed  to  working  face. 
Drainage  is  good.  -Roof  in  some  parts  of  the  mine  is  slate  and  very 
dangerous,  but  is  well  looked  after.  I  found  some  miners  taking  powder 
in  the  mine  contrary  to  law,  and  had  them  arrested  and  fined.  The 
second  opening  did  not  conform  to  law  requirements  on  my  first  visit 
to  th}s  mine.  This  is  a  new  mine  and  bids  fair  to  be  a  good  producer 
of  fine  coal. 
M.  L.  GARVEY,  Supt.  FRANK  PELICAN,  Mine  Boss. 
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Seres  No.  417.  No.  87  Mine. — This  mine  is  located  at  Coketon  on  the 
W.  M.  R.  R.,  and  is  a  drift  mine  operating  the  Lower  Kittanning  seam 
on  the  double  entry  system.  Ventilation  is  produced  by  a  ten-foot  fan, 
which  does  not  give  very  good  satisfaction  for  such  a  large  mine,  and 
further  because  of  the  worked  out  condition  of  the  mine.  This  is  an 
old  mine,  and  evidently  has  been  badly  neglected.  Roof  and  timbering 
are  in  very  bad  condition,  so  bad  indeed  that  the  Inspector  condemned 
several  entries  their  entire  length  and  requested  that  they  be  retimbered. 
Drainage  in  very  bad  condition.  A  fair  grade  of  oil  in  use.  Blankets 
and  stretchers  kept  on  hand.  There  seemed  to  be  an  apparent  willing- 
ness to  fully  comply  with  the  law. 
M.  L.  GARVEY,  Supt.  GEORGE  WHITEFIELD,  Mine  Boss. 

Series  No.  418.  No.  35  Mine. — This  mine  is  located  at  Coketon  on  the 
W.  M.  R.  R.,  and  is  a  drift  opening  operating  the  Lower  Kittanning 
seam.  This  mine  was  found  in  a  very  dangerous  condition  on  my  first 
visit,  so  much  indeed  that  I  called  upon  you  for  your  assistance.  You 
not  being  able  to  come  sent  Inspector  Parsons  to  aid  me  in  a  joint  in- 
spection. We  found  the  mine  almost  entirely  without  ventilation.  The 
manager  was  trying  to  ventilate  said  mine  with  a  fan  located  at  the 
mouth  of  No.  36  mine,  nearly  five  miles  from  where  the  miners  were 
working  in  No.  35  mine,  with  the  airways  filled  up  so  badly  that  one 
could  scarcely  climb  over  the  falls  of  slate.  This  is  an  old  mine  and  has 
been  badly  neglected.  Timbering  allowed  to  become  rotten  and  unsafe. 
Roof  is  rather  dangerous  in  many  parts  of  the  mine.  Drainage  is  bad 
in  many  places.  Doors  and  stoppings  in  rather  bad  condition.  Inspector 
Parsons  and  myself  in  company  with  the  general  manager  and  mine 
foreman  spent  two  days  trying  to  reach  some  feasible  way  in  which  to 
relieve  the  situation  as  to  ventilation  in  this  mine.  Finally  we  received 
written  promise  that  a  split  from  a  fan  placed  at  the  downcast  shaft  of 
No.  34  mine  was  the  most  practical  way  to  ventilate  or  relieve  No.  35 
mine,  as  those  two  mines  are  connected  by  means  of  underground  work- 
ings. 
M.  L.  GARVEY,  Supt.  JAMES  CHRISTOPHER,  Mine  Boss. 

BEACON  COAL  &   COKE  CO. 

Series  No.  419.  Beacon  Mine. — This  mine  is  located  five  miles  east  of 
Davis,  W.  Va.,  on  a  branch  of  the  W.  M.  R.  R.,  on  Beavers  creek.  It  is 
a  drift  opening  operating  the  Lower  Kittanning  seam  on  the  double 
entry  system.  The  ventilation  is  produced  by  a  fourteen-foot  fan,  and 
was  fairly  good.  Drainage  is  good.  The  roof  is  soft  slate  and  is  of  a 
dangerous  nature,  but  is  fairly  well  timbered.  The  Inspector  found  that 
the  law  was  not  complied  with  in  several  particulars.  Mine  foreman  was 
not  provided  with  either  anemometer  nor  record  book.  The  management 
did  not  seem  to  understand  what  the  law  required  of  his  company.  Time 
was  given  to  comply  with  the  law  or  prosecutions  would  be  entered. 
W.   C.  PATTERSON,   Supt.  A.   R.   CLOSE,   Mine  Boss. 
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GATZMER  COAL  &  COKE  CO. 

Series  No.  420.  Gatzmer  No.  1  Mine. — This  mine  is  located  on  a  branch 
road  seven  miles  from  Dobbin,  W.  Va.  It  is  a  drift  mine  operating  the 
Kittanning  seam  on  the  double  entry  system.  It  is  a  new  mine  and  is 
just  being  developed,  is  ventilated  by  a  furnace  and  the  air  is  very  poorly 
distributed.  Drainage  is  not  good.  Roof  rather  bad,  but  is  being  well 
looked  after.  There  seemed  a  willingness  upon  the  part  of  the  manage- 
ment to  fully  comply  with  the  law. 
L.   D.   GASTIEGER,    Supt.  ALEX.    WADDELL,  Mine   Boss. 

GRANT  COUNTY. 
DAVIS,    COAL    cC-  COKE    CO. 

Series  No.  421.  Henry  No.  22  Mine. — This  mine  is  located  at  Henry, 
on  the  W.  M.  R.  R.,  and  on  the;  north  branch  of  the  Potomac  river. 
This  is  a  shaft  mine  198  feet  deep  to  the  coal,  operating  the  Upper 
Freeport  seam  on  the  double  entry  system.  Ventilation  is  produced  by 
a  twelve-foot  fan,  and  is  fairly  good.  Drainage  is  good.  The  roof  is 
good.  The  coal  is  undercut  with  electric  machines.  This  mine  liberates 
some  marsh  gas,  but  not  in  dangerous  quantities.  The  Inspector  found 
no  violations  of  law,  unless  it  was  in  not  building  better  stoppings.  The 
management  seems  to  be  taking  every  precaution  to  protect  the  lives  of 
their  employes.  Blankets,  stretchers,  etc.,  were  found  at  the  mine. 
W.  J.  CHRISTOPHER,  Supt.  M.  V.   MANLEY,  Mine  Boss. 

THOMAS  WELCH,  Fire  Boss. 

Series  No.  422.  Henry  No.  33  Mine. — This  mine  is  located  at  Henry 
on  the  W.  M.  R.  R.,  and  is  a  shaft  mine  419  feet  deep,  operating  the 
Lower  Kittanning  seam  on  the  double  entry  system.  This  mine  has  not 
been  in  operation  for  the  past  two  years,  therefore  not  inspected  by  me. 
W.  J.  CHRISTOPHER,  Supt. 

BUFFALO    CREEK  CUMBERLAND   COAL   CO. 

Series  No.  423.  Buffalo  Creek  No.  1  Mine. — This  mine  is  located  one 
mile  south  of  Bayard,  on  the  W.  M.  R.  R.,  and  on  Buffalo  creek.  It  is 
a  drift  opening  operating  the  Lower  Kittanning  seam  on  the  double 
entry  system.  Ventilation  is  produced  by  a  fifteen-foot  fan,  and  is  fairly 
good.  Drainage  is  fair.  The  roof  is  fairly  good  and  well  timbered.  A 
fair  quality  of  oil  was  in  use.  Blankets,  stretchers,  etc.,  were  found  at 
the  mine. 
R.  D.  WADDELL,  Supt.  and  Mine  Foreman. 

■COTTAGE   STREET  COAL   CO. 

Series  No.  424.  Cottage  Street  Mine. — This  mine  is  located  at  Bayard 
on  the  W.  M.  R.  R.  This  mine  is  operating  the  Upper  Freeport  seam 
on  the  single  entry  system,  and  is  a  small  mine,  ventilated  by  a  furnace, 
which  was  not  giving  very  good  satisfaction  on  my  first  visit.  The  In- 
spector recommended  that  the  furnace  be  changed  from  the  mouth  of 
the  pit   to  the   other   side   of   the  mountain,   Which   was   done   ana   now 
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gives  better  results.     Drainage  is  good.     Roof  is  of  a  dangerous  nature, 

but  is  fairly  well  looked  after. 

JOHN  JOSE,  Supt.  C.  C.  CHENOWETH,  Mine  Boss. 

MINERAL  COUNTY. 
DAVIS    COAL    tC-    COKE    CO. 
Series  No.  425.     Tyson  No.  10  Mine. — This  mine  is  located  at  Elk  Gar- 
den on  a  branch  of  the  W.  M.  R.  R.,  seven  miles  from  Harrison,  W.  Va. 
It  is  a  drift  opening  operating  the  Tyson  seam  on  the  double  entry  sys- 
tem.    Drainage  is  only  fair.     Roof  is  bad  but  well  timbered.     This  is  a 
new  mine  and  is  connected  by  plane  to  tipple  1,000  feet  long.     Ventilated 
by   furnace,    which   gives   good    satisfaction,    and    is   well    distributed    to 
working  face.     All  law  requirements  are  fully  met. 
ROBERT  GRANT,  Supt.  B.  S.  COLEMAN,  Mine  Boss. 

Series  No.  426.  Elk  Garden  No.  6  Mine. — This  mine  is  located  at  Elk 
Garden  on  the  Elk  Garden  branch  of  the  W.  M.  R.  R.,  seven  miles  from 
Harrison,  W.  Va.  It  is  a  drift  opening  operating  the  big  Pittsburg  seam. 
The  work  in  this  mine  consists  in  drawing  pillars  and  stumps,  prepara- 
tory to  abandonment.  The  ventilation  is  produced  by  a  fifteen-foot  fan, 
and  is  good.  Drainage  is  good.  Roof  is  of  a  dangerous  nature,  but  well 
looked  after.  All  law  requirements  are  fulfilled. 
ROBERT   GRANT,    Supt.  F.    WILSON,    Mine    Boss. 

Series  No.  427.  Ott.  No.  20  Mine. — This  mine  is  located  near  Elk  Gar- 
den on  the  W.  M.  R.  R.  It  is  a  drift  opening  operating  the  Lower  Kit- 
tanning  seam  on  the  double  entry  system.  Ventilation  is  produced  by  a 
fifteen-foot  fan,  and  is  sufficient,  but  is  very  poorly  distributed  by  reason 
of  stoppings  not  being  built  of  suitable  material.  Drainage  is  good. 
Roof  is  bad  and  of  a  dangerous  nature,  but  fairly  well  looked  after  and 
timbered.  This  mine  liberates  some  gas,  but  is  very  closely  watched. 
Some  parts  of  this  mine  are  very  dry,  but  kept  moist  by  thorough  salting. 
This  mine  has  a  rather  peculiar  history.  An  explosion  occurred  in  this 
mine  on  January  12,  1908,  when  no  one  was  in  the  mine  and  appeared  to 
be  of  great  force,  blew  down  sixteen  stoppings  and  four  trap  doors  and 
other  signs  of  violence,  but  no  sign  of  flame  when  investigation  was 
made  on  the  14th  of  January.  The  explosion  expended  its  force,  and  on 
January  14th  the  mine  was  in  a  normal  condition.  No  explanation  has 
yet  been  given,  or  any  reason  assigned  for  such  an  explosion.  Nobody 
was  found  in  the  mine.  This  mine  is  connected  to  the  tipple  by  plane 
500  feet  long. 
ROBERT   GRANT,   Supt.  L.   D.   VAUGHN,   Mine  Boss. 

Series  No.  428.  Wabash  No.  0  Mine. — This  mine  is  located  on  Elk  Gar- 
den branch  of  the  W.  M.  R.  R.,  four  miles  from  Harrison,  W.  Va.  It 
is  a  drift  opening  operating  the  big  Pittsburg  seam.  The  work  in  this 
mine  consists  in  robbing  pillars  and  drawing  stumps.  The  ventilation 
is  natural  and  is  good.  The  roof  is  of  a  dangerous  nature  but  is  well 
looked  after.  Drainage  is  good. 
ROBERT  GRANT,   Supt.  JACOB   OTT,  Mine  Boss. 
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Series  No.  429.  Kittanning  No.  15  Mine. — This  mine  is  located  on  Elk 
Garden  branch  of  the  W.  M.  R.  R.,  one  mile  from  Harrison,  and  on 
Abrams  creek.  It  is  a  drift  opening  operating  the  Upper  Freeport  seam. 
The  mine  and  tipple  are  connected  by  a  plane  200  feet  long.  This  is  a 
new  mine  and  has  not  been  previously  reported.  It  is  ventilated  by  a 
furnace,  which  thus  far  gives  fair  results.  Roof  is  fairly  good,  drain- 
age fair,  timbering  fairly  good.  I  find  a  disposition  upon  the  part  of  the 
management  to  comply  with  the  law. 
ROBERT  GRANT,  Supt.  JOHN  KILROY,  Mine  Foreman. 

ABRAMS    CREEK    COAL    <C  COKE    CO. 

Series  No.  430.  Oakmont  No.  1  Mine. — This  mine  is  located  on  the 
Elk  Garden  branch  of  the  W.  M.  R.  R.,  one  mile  from  Harrison,  and 
on  Abrams  creek.  It  is  a  drift  opening  operating  the  Upper  Freeport 
seam  on  the  double  entry  system.  Ventilation  is  produced  by  an  eight- 
foot  Stine  fan,  which  is  a  good  fan,  but  was  very  much  handicapped  by 
reason  of  allowing  the  aircourse  to  fill  up  and  the  stoppings  to  become 
open  to  such  an  extent  that  ventilation  at  working  face  was  not  good. 
The  drainage  is  fair.  Roof  is  of  a  very  dangerous  nature,  and  not  very 
well  taken  care  of.  Parts  of  this  mine  are  very  dry,  and  not  considered 
very  safe  unless  well  watered.  The  mine  -and  tipple  are  connected  by 
plane  600  feet  long.  The  management  of  this  mine  has  shown  some  in- 
difference as  to  a  full  compliance  with  the  law. 
THOMAS  MACKEY,   Supt.  and  Mine  Foreman. 

PIEDMONT  BRICK  £   COAL   CO. 

Series  No.  431.  Karr  Mine. — This  mine  is  located  one  mile  east  of 
Piedmont  on  the  B.  &  O.  R.  R.  It  is  a  drift  opening  operating  the  Lower 
Kittanning  seam  on  the  double  entry  system.  This  mine  was  found  to 
be  in  very  bad  condition  on  account  of  poor  ventilation  and  bad  drain- 
age. Attempted  to  be  ventilated  by  furnace,  which  did  not  give  good 
results.  Roof  is  rather  dangerous  and  not  taken  care  of  as  it  should  be. 
This  mine  is  connected  to  tipple  by  two  planes,  one  435  feet  long,  and 
the  other  600  feet  long,  all  of  which  is  in  very  poor  condition. 
J.  W.  P.  SUMMER VI LLE,  Supt.  R.  J.  ROSS,  Mine  Foreman. 

PIEDMONT   &    POTOMAC    COAL    VO. 

Series  No.  432.  Virginia  Mine. — This  mine  is  located  at  Piedmont  on 
the  B.  &  O.  R.  R.  It  is  a  drift  opening  operating  the  Lower  Kittanning 
seam  on  the  single' entry  system.  Ventilation  is  produced  by  a  twelve- 
foot  fan,  but  on  account  of  the  condition  of  the  air  courses  being  allowed 
to  fill  up,  the  ventilation  was  very  poor.  Drainage  is  fairly  good.  Tim- 
bering not  good.  Roof  of  a  very  dangerous  nature  and  not  very  well 
taken  care  of.  This  is  an  old  mine,  and  evidently  been  badly  neglected. 
This  mine  is  connected  to  tipple  by  an  incline  700  feet  long. 
DANIEL  ASKEY,  Supt.  J.  L.  BROWN,  Mine  Foreman. 
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MA8TELLER  COAL  CO. 

Series  No.  433.  Hampshire  Jf-Foot  Mine. — This  mine  is  located  at 
Hampshire,  on  the  W.  M.  R.  R.  It  is  a  drift  opening  operating  the  Four- 
Foot  seam  of  coal  on  the  double  entry  system.  Ventilation  is  produced 
by  a  ten-foot  fan,  which  does  not  give  the  best  results.  Drainage  is 
good.  Roof  is  fairly  good.  Doors  and  stoppings  not  in  good  shape.  This 
mine  is  connected  to  the  tipple  by  an  incline  1,600  feet  long.  There 
seemed  to  be  a  disposition  upon  the  part  of  the  company  to  comply  with 
the  law.  Blankets,  stretchers,  etc.,  were  found  at  the  mine. 
MICHAEL  MASTELLER,  Supt         GRANT  HARSHBURGER,  Mine  Boss. 

DAVIS,   COAL    &    COKE    CO. 

Series  No.  434.  Kittanning  No.  Uf  Mine. — This  mine  is  located  on  the 
El)k  Garden  branch  of  the  W.  M.  R.  R.,  one  mile  from  Harrison,  and  on 
Abrams  creek.  It  is  a  drift  opening  operating  the  Upper  Freeport  seam 
on  the  double  entry  system.  The  mine  and  tipple  are  connected  by  an 
incline  plane  650  feet  long.  Ventilation  is  produced  by  a  fan  fifteen  feet 
in  diameter  which  gives  good  results.  Drainage  is  good,  timbering  good, 
roof  good.  This  mine  is  in  splendid  shape,  except  the  stoppings,  which 
are  built  of  inch  lumber  and  are  not  what  they  should  be.  I  found  the 
law  fully  complied  with. 
ROBERT  GRANT,  Supt.  F.  C.  PATTON,  Mine  Boss. 

SMITH   COAL   CO. 

Series  No.  435.  Smith  Mine. — This  mine  is  located  near  Blaine  on  the 
W.  M.  R.  R.  It  is  a  drift  opening  operating  the  Lower  Kittanning  seam 
on  the  double  entry  system.  Ventilation  is  produced  by  a  twelve-foot  fan 
and  is  good,  and  well  distributed.  Drainage  is  good.  The  roof  is  good 
except  in  certain  places,  and  is  well  looked  after.  Blankets,  stretchers, 
etc.,  and  all  law  requirements  are  being  met.  The  mine  is  connected  by 
plane  500  feet  long. 
R.   A.   SMITH,   Supt.  W.   D.   WALKER,   Mine   Boss. 

GLEASON  COAL  &  COKE  CO. 

Series  No.  436.  Gleason  Mine  No.  2  Mine. — This  mine  is  located  on 
the  W.  M.  R.  R.  at  Gleason.  It  is  a  drift  opening,  operating  the  Lower 
Kittanning  seam  on  the  double  entry  system.  Ventilation  is  produced 
by  an  eight-foot  Stine  fan,  but  not  very  well  distributed,  by  reason  of 
bad  stoppings,  which  are  built  of  .boards.  The  Inspector  recommended 
that  solid  stoppings  be  built.  Drainage  is  good  except  on  one  entry. 
The  roof  is  good.  The  second  opening  meets  law  requirements.  Blankets, 
stretchers,  etc.,  are  kept  at  the  mine. 
J.  M.  DAVIS,   Supt.  R.   STOTTLEMIER,  Mine  Boss. 

Series  No.  437.     Gleason  No.  1  Mine. — This  mine  is  located  at  Gleason 
on  the  W.  M.  R.  R.      It  is  a  small  mine  operating  the  Upper  Kittanning 
seam.     The  mine  has  not  been  in  operation  since  I  have  been  in  the  dis- 
trict, therefore  not  inspected. 
JOHN  DAVIS,   Supt. 
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DAVIS   COAL   &    COKE   CO. 

Series  No.  438.  Xo.  19  Mine. — This  mine  is  located  near  the  W.  M. 
Junction,  and  on  Montgomery  Run.  It  is  a  drift  opening  operating  the 
Lower  Kittanning  seam  on  the  double  entry  system.  Ventilation  is  pro- 
duced by  a  ten-foot  fan,  which  gives  splendid  results,  and  is  well  dis- 
tributed throughout  the  mine.  Drainage  is  good,  roof  fairly  good  and 
well  taken  care  of.  Second  opening  meets  law  requirements.  This  mine 
is  well  looked  after  and  all  law  requirements  promptly  made. 
O.  TIBBETS.   Supt.  J.  A.  TIBBETS,   Mine  Boss. 

Series  No.  439.  No.  50  Mine. — This  mine  is  located  on  Montgomery 
Run,  near  W.  M.  Junction  on  the  W.  M.  R.  R.  It  is  a  drift  opening 
operating  the  Four-Foot  seam  on  the  double  entry  system.  Ventilation 
is  produced  by  a  ten-foot  fan,  which  makes  plenty  of  air,  but  was  not 
very  well  distributed.  Considerable  dust  was  found  in  this  mine,  and 
the  mine  inclined  to  be  dry.  Drainage  is  good.  Roof  is  fairly  good. 
This  mine  is  connected  also  to  tramroad,  same  as  mines  Nos.  19  and  51. 
O.  TIBBETS,  Supt.  J.  A.  TIBBETS,  Mine  Foreman. 

Series  No.  440.  Xo.  51  Mine. — This  mine  is  located  on  Montgomery 
Hun,  near  \V.  M.  Junction,  on  the  W.  M.  R.  R.  It  is  a  drift  opening 
operating  the  Four-Foot  seam  on  the  double  entry  system.  The  ven- 
tilation was  not  found  to  be  good,  as  it  was  depending  on  natural  con- 
ditions. The  coal  company  was  preparing  to  install  a  fan,  and  making- 
further  preparations  to  fully  comply  with  the  law.  This  mine  is  con- 
nected to  a  tramroad  by  an  incline  1,200  feet  long,  then  by  tramroad 
one  mile  long,  where  connection  was  made  to  another  incline  150  feet 
long  to  the  tipple  where  all  the  coal  from  mines  Nos.  19,  50  and  51  is 
loaded  on  the  W.  M.  R.  R.  near  Hampshire,  one  mile  from  Piedmont. 
O.  TIBBETS.  Supt.  J.  A.  TIBBETS,  Mine  Foreman. 

BIG  VEIN  COAL  CO.   OF  WEST  VIRGINIA. 

Series  No.  441.  Four-Foot  Mine. — This  mine  is  located  on  the  W.  M. 
R.  R.,  eleven  miles  from  Piedmont.  It  is  a  drift  opening,  operating 
what  is  called  the  Four-Foot  seam  on  the  double  entry  system.  This  is 
a  new  mine  and  when  inspected  by  me  was  in  fair  condition.  Ventila- 
tion is  produced  by  an  eight-foot  fan,  which  was  giving  good  results. 
Drainage  is  good,  roof  fairly  good,  timbering  good,  doors  fair,  stoppings 
fair.  I  found  that  the  mine  foreman  had  not  been  provided  with  instru- 
ments for  measuring  the  air  as  the  law  requires. 
ONA  BALLS,  Supt.  WILLIAM  VISTS,  Mine  Boss. 

Series  No.   442.  Big   Vein    Mine. — This  mine   is   located   near   Shaw  on 
the  W.  M.  R.  R.     It  is  the  Big  Pittsburg  seam   and  nearly  all   worked 
out,  and  has  not  been  in  operation  since  I  have  been  in  the  district. 
ONA  BALLS,   Supt. 

DEXMAX  COAL  CO. 

Series   No.    443.     Denman   Xo.   3  Mine. — This   mine    is    located   on   the 
Elk  Garden  branch  of  the  W.   M.   R.  R.,   two   miles  from  Harrison,   W. 
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Va.     It  is  a  drift  opening  operating  the  Upper  Freeport  seam,  and  has 
been  idle  and  not  inspected  by  me. 

GLADE  RUN  COAL  &  COKE  CO. 

Series  No.  444.  Sarah  Mine. — This  mine  is  located  at  Schell,  on  the 
W.  M.  R.  R.  It  is  a  drift  opening  operating  the  Lower  Kittanning  seam 
on  the  double  entry  system.  Ventilation  is  produced  by  furnace,  which 
does  not  give  good  results  Drainage  is  good,  roof  fairly  good.  This 
mine  has  been  idle  the  most  of  the  year,  therefore  has  not  been  inspected 
by  me.  ■ 
THOMAS  FLEMING,   Supt. 

MASTELLER  COAL  CO. 

Series  No.  445.  New  Creek  Mine. — This  mine  is  located  near  Hamp- 
shire, on  the  W.  M.  R.  R.  It  is  a  drift  opening  operating  the  Lower 
Kittanning  seam.  A  twelve-foot  fan  has  been  recently  installed  at  this 
mine,  but  the  mine  has  been  idle  since  I  have  been  in  the  district,  there- 
fore it  has  not  been  inspected  by  me. 
MICHAEL  MASTELLER,  Supt.         GRANT  HARSHBURGER,  Mine  Boss. 


372 


Annual  Report  of 


[W.  Va. 


FIFTH    DISTRICT. 


GENERAL  SUMAARY  OF  THE  FIFTH  MINING  DISTRICT  FOR   THE 
YEAR  ENDING  JUNE  SOTH,  1908. 
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Totals 

79 

12 

1,484 

•1  693 

306 

1,049 

4,532 

606 

207 

813 

5,345 

3,161,103 

142,657 

Office  of  the  Fifth  District  Mine  Inspector, 

Clifton,  W.  Va.,  Sept.  18,  1908. 
Hon.  James  W.  Paul, 

Chief  of  the  Department  of  Mines, 
Charleston,  W  Va. 

Sir: — I  herewith  respectfully  submit  to  you  my  Annual  Report  as 
Inspector  of  the  Mines  in  the  Fifth  District  of  West  Virginia,  for  the  year 
ending  June  30th,  1908. 

During  the  last  six  months  of  the  past  year  the  coal  business  in  the 
Fifth  District  has  been  somewhat  quiet;  a  few  mines  have  been  idle  and 
many  others  in  operation  only  half  the  time. 

I  am  pleased  to  report  that  a  large  per  cent,  of  the  operators  throughout 
the  District  are  taking  kindly  to  the  new  Mining  Law,  and  are  making 
the  necessary  improvements,  in  the  way  of  over-casts  and  concrete  stop- 
pings, to  meet  with  its  requirements.  It  is  gratifying  to  be  able  to  say 
that  operators  and  miners  show  a  willingness  to  co-operate  with  me  in  my 
efforts  to  give  them  the  protection  the  law  contemplates. 

My  greatest  difficulty  has  been  to  secure  proper  ventilation  of  the  mines. 
This  is  due  to  the  fact  that  many  mine  foremen  are  totally  ignorant  of  what 
constitutes  a  proper  system  of  ventilation.  In  my  judgment,  the  only  way 
to  meet  this  difficulty  is  to  require  mine  foreman  to  undergo  an  examina- 
tion as  to  their  competency. 

The  natural  conditions  of  the  mines  throughout  the  Fifth  District  are 
favorable  to  operation,  with  general  safety  to  the  miners.  Very  few  of 
the  mines  liberate  explosive  gas  and  these  only  in  very  small  quantities. 
Only  a  few  of  the  mines  are  dusty  to  the  extent  of  requiring  watering. 
Fatal  accidents  have  been  principally  due  to  falls  of  slate  at  the  working 
faces.     Investigation  has  shown  that  some  of  these  have  been  the  result 
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of  neglect  on  the  part  of  the  miner  to  properly  timber  or  take  down  loose 
slate,  while  others  have  been  purely  accidental.  Only  a  small  per  cent. 
of  the  mines  in  the  Fifth  District  have  roofs  of  a  dangerous  character, 
while  all  of  the  operators  throughout  the  District  keep  a  supply  of  timber 
on  hand  at  all  times.  There  have  been  but  a  few  instances  where  com- 
plaint was  made  on  the  part  of  miners  that  they  were  not  properly  supplied 
with  timber,  and  upon  investigation  it  was  shown  that  this  was  due  to 
neglect  on  the  part  of  the  driver  whose  duty  it  is  to  deliver  the  timber  to 
the  working  places. 

While  there  have  been  no  accidents  in  this  District  which  can  be  traced 
to  the  improper  charging  of  holes,  or  firing  of  shots,  yet  the  employment  of 
shot-firers  to  shoot  the  coal  at  night  when  other  employes  are  out  of  the 
mine,  would  lessen  the  difficulties  of  ventilation,  and  the  danger  to  life 
in  case  of  accident  from  explosion,  should  a  shot  be  improperly  located 
or  overcharged. 

The  operators  and  mine  employes  in  this  District  have  the  greatest  re- 
spect for  the  law,  and  the  courts  show  a  willingness  to  assist  the  Mine 
Inspector  in  having  the  law  enforced,  knowing  full  well  that  disregard  of 
the  law  will  sooner  or  later  lead  to  serious  or  fatal  accidents. 

I  fully  appreciate  the  courteous  and  kind  treatment  that  I  have  re- 
ceived from  the  mine  operators  and  employes  throughout  the  District. 
I  also  desire  to  thank  you  for  the  very  able  advice  and  assistance  you 
ha^ve  given  me  during  the  past  year. 

Very  respectfully  yours,  Earl  A.  Henry, 

Mine  Inspector  Fifth  District. 

The  following  mines  were  not  in  operation  during  the  year  and  were, 
therefore,  not  inspected  or  reported;  that  is  to  say, 
In  Kanawha  County: 

Burning  Springs  Mine. 

Black  Hawk  Mine. 

Clendenin  Mine. 

Shrader  Mines  Nos.  1,  2,  &  3. 

Bell  Mine. 

Sunday  Creek  Mine  No.  10G. 

Sunday  Creek  Mine  No.  108. 

Kelly's  Creek  Mine  No.  4. 

Hart's  Branch   Mine. 

Blakeley  Mine  No.  4. 

No.   2,  or  Calderwood  Mine    (worked   out  and  abandoned.) 
New  developments  are  as  follows: 
In  Kanawha  County: 

Kendalia  Mine,  Kendalia  Coal  Co. 

Williams   Mine,    Williams   Coal    Co. 

Acme  Mine,  Acme  Steam  Coal  Co. 


The  last  two  series  numbers  indicate  the  Inspector's  number  of  the 
mine,  while  the  number  or  numbers  preceding  them  indicate  the  num- 
ber of  the  district  in  which  the  mine  is  located,  viz.:  512  indicates  the 
Fifth  District  and  number  12   mine. 
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CONDITION  OF  THE  MINES  IN  THE  FIFTH  DISTRICT. 

MASON  COUNTY. 

HARTFORD   COAL  A  MINING  COMPANY. 

P.     O.,     HARTFORD,     W.     VA. 

Series  No.  501.  Hartford  Mine. — This  is  a  slope  mine,  located  at  Hart- 
ford on  the  B.  &  O.  Railroad,  operating  the  Pittsburg  Seam  of  coal 
which  has  an  average  thickness  of  four  and  a  half  feet.  The  roof  is 
sandstone  and  slate  and  generally  good  and  well  timbered.  Develop- 
ments are  on  the  double  entry  system.  Ventilation  is  produced  by  a  ten- 
foot  Crawford  &  McCrimmon  fan  with  only  fair  results,  this  being  due 
to  the  long  distance  the  air  has  to  travel,  and  improperly  constructed 
stoppings,  in  the  old  sections  of  the  mine.  There  is  considerable  water 
to  contend  with'  the  system  of  drainage  is  fairly  good.  The  second 
opening  meets  with  the  requirements.  Rules  are  posted  and  safety  lamp 
and  stretchers  kept  on  hand. 

During  the  year  electric  haulage  and  mine  machines  were  installed  at 
this   mine.     This   will   dispense   with    solid    shooting   of   coal    which   has 
been   heretofore   practiced. 
P.  H.  GRILLE,  Supt.  GEORGE  HARRISON,  Mine  Foreman. 

LIVERPOOL    SALT   &    COAL    COMPANY. 

P.     O.,     HARTFORD,     W.     VA. 

Series  No.  502.  Jackson  Furnace.— This  is  a  drift  mine  located  at 
Hartford,  operating  the  Pittsburg  Seam  of  coal  which  has  an  average 
thickness  of  four  and  a  half  feet.  The  roof  is  slate  and  good,  and  the 
mine  well  timbered.  A  large  section  of  the  mine  is  very  wet.  Drainage 
fair.  The  developments  are  on  the  double  entry  system,  ventilated  by  a 
ten-foot  Crawford  &  McCrimmon  fan  with  fair  results.  The  main  face 
heading  has  recently  been  driven  to  the  outcrop  which  will  be  a  great 
improvement  over  the  present  system  of  ventilation  and  drainage,  and  will 
also,  be  used  for  a  second  opening.  Cross-cuts  are  driven  at  proper  dis- 
tances; mine  doors  and  stoppings  in  fair  condition.  Rules  are  posted 
and  safety  lamp  and  stretchers  kept  on  hand  as  required  by  law. 
H.   F.    SMITH,   Superintendent.       SAMUEL   EDWARDS,    Mine   Foreman. 

MASON  CITY  COAL  MINING  COMPANY. 

P.     O.,    MASON,    W.     VA. 

Series  No.  503.  Linden  Mine. — This  is  drift  mine  located  one  mile 
east  of  Mason  on  the  B.  &  0.  Railroad,  operating  the  Pittsburg  seam  of 
coal  which  has  a  thickness  of  five  feet.  The  roof  is  slate  and  sandstone 
and  is  generally  good,  and  the  mine  well  timbered.  Drainage  good.  Ven 
tilation  is  produced  by  a  five-foot  Stine  fan  which  gives  only  fair  re- 
sults, this  being  due  to  improper  development  by  a  former  management. 
The  present  development  is  on  the  double  entry  system  with  an  effort  to 
get  the  mine  in  condition  for  a  proper  system  of  ventilation.  Mine 
doors  and  stoppings  in  fair  condition.     The  second  opening  meets  with 
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the  requirements  of  law.     Rules  posted,  safety  lamp  and  stretchers  kept 

on  hand. 

C.  J.  RYAX,  Superintendent.  C.  D.  M.  KRAMER.  Mine  Foreman. 

Series  No.   504.     No   report. 

DIXIE    COAL    WORKS. 

P.     O.,     MASON.     W.     VA. 

Series  No.  505.  Dixie  Mine. — This  is  a  drift  mine  located  at  Mason 
on  the  B.  &  O.  Railroad,  operating  the  Pittsburg  coal  which  has  a  thick- 
ness of  four  and  a  half  feet.  The  roof  is  slate  and  generally  good  and 
the  mine  well  timbered.  Drainage  good.  The  developments  are  on  the 
double  entry  system,  ventilated  by  means  of  a  furnace  which  gives  very 
good  results.  Cross-cuts  are  regularly  driven;  mine  doors  and  stop- 
pings in  fair  condition.  The  second  opening  meets  with  the  requirements 
of  law.  Rules  are  posted  and  safety  lamp  and  stretchers  on  hand.  Ow- 
ing to  the  depression  in  coal  business,  this  mine  was  idle  during  the  last 
six  montbs  of  the  past  year. 
G.  H.  GRESS,  Superintendent.  BEN  PHILIPS,  Mine  Foreman. 

BEECH  GROVE  COAL  COMPANY. 

P.    O.,    MASON,    W.    VA. 

Series  No.  506.  Beech  Grove  Mine. — This  is  a  drift  mine  located  one 
mile  west  of  Mason  on  the  B.  &  O.  Railroad,  operating  the  Pittsburg 
Seam  of  coal  which  has  a  thickness  of  five  feet.  The  roof  is  slate  and 
is  generally  good  and  the  mine  well  timbered.  The  developments  are  on 
the  double  entry  system  ventilated  by  means  of  a  temporary  furnace 
which  does  not  furnish  sufficient  air  to  meet  with  the  requirements  of 
law.  In  some  sections  of  the  mine  they  have  considerable  water  to  con- 
tend with.  System  of  droinage  only  fair.  Mine  doors  and  stoppings  in 
fair  condition. 

This  mine  is  not  operated   regularly,  but  only  at  intervals  during  the 
year. 
JOSEPH  ICENHOUR,  Supt.  JAMES  VAN  METER,  Mine  Foreman. 

CONSUMER'S  COAL  rf  MINING  COMPANY. 

P.    O.,    SIULMAN,    W.    VA. 

Series  No.  507.  Camden  Mine. — This  is  a  drift  mine  located  at  Spil- 
man  on  the  B.  &  O.  Railroad,  operating  the  Pittsburg  Seam  of  coal 
which  has  a  thickness  of  four  feet.  The  roof  is  slate  and  in  some  sec- 
tions is  only  fair.  Miners  are  well  supplied  with  timber  and  the  mine 
is  properly  timbered.  While  some  sections  of  this  mine  are  very  wet, 
the  system  of  drainage  is  fairly  good.  Developments  are  on  the  double 
entry  system,  ventilated  by  a  ten-foot  Crawford  &  McCrimmon  fan  which 
gives  very  good  results.  Mine  doors  and  stoppings  in  fair  condition. 
Oil  used  by-  the  employes  is  of  a  fair  quality.  Second  opening  meets 
the  requirements  of  law.  Rules  are  posted  and  safety  lamp  and  stretch- 
ers kept  on  hand. 
ARTHUR  MITCHELL,  Supt.  JAMES  SMITH,  Mine  Foreman. 
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PUTNAM  COUNTY. 
THE   OAK  FOREST  COAL   &  MINING   COMPANY. 

P.    O.,    OAK    FOREST,    W.    VA. 

Series  No.  508.  Oak  Forest  Mine. — This  is  a  slope  mine  located  at  Oak 
Forest  on  the  south  side  of  Kanawha  river,  three  miles  north  of  Win- 
field,  operating  the  Pittsburg  Seam  which  has  a  thickness  of  from  three 
and  a  half  to  four  feet.  The  roof  is  slate  and  generally  good.  Develop- 
ments are  on  the  double  entry  system,  with  ventilation  produced  by  a 
ten-foot  Crawford  &  McCrimmon  fan  which  gives  good  results.  Cross- 
cuts are  driven  at  the  proper  distances;  mine  doors  and  stoppings  in 
fair  condition.  Drainage  good.  Powder  and  oil  law  well  observed. 
Second  opening  in  fair  condition  only.  Safety  lamp  and  stretchers  kept 
on  hand. 
D.  L.  THOMAS,  Supt.  WILLIAM  THOMAS,  Mine  Foreman. 

PLYMOUTH  COAL  &  MINING  COMPANY. 

P.     O.,     PLYMOUTH,     W.     VA. 

Series  No.  509.  Plymouth  Mine. — This  is  a  drift  mine  located  at  Ply- 
mouth on  the  Kanawha  &  Michigan  Railroad,  operating  the  Pittsburg 
coal  which  has  an  average  thickness  of  five  and  a  half  feet.  The  roof  is 
slate  and  of  a  dangerous  nature.  The  miners  are  well  supplied  with 
timber  and  the  mine  is  properly  timbered.  Developments  are  on  the 
double  entry  system  and  ventilation  is  produced  by  a  six-foot  Thayer, 
and  a  twelve-foot  Crawford  &  McCrimmon  fan  with  good  results.  The 
twelve-foot  fan  is  operated  day  and  night  for  the  purpose  of  keeping  the 
haulway  clear  of  black  damp  given  off  from  the  old  workings.  Cross- 
cuts are  regularly  driven;  mine  doors  and  stoppings  in  good  condition. 
The  second  opening  meets  requirements  of  the  law.  Rules  are  posted, 
safety  lamp  and  stretchers  kept  on  hand. 
W.   C.  MITCHELL,    Supt.  JOSEPH   VIRGIN,   Mine   Foreman. 

Series  No.  510.  Manilla  Mine. — This  is  a  drift  mine  located  at  Ply- 
mouth operating  the  Pittsburg  Seom  of  coal  which  has  an  average  thick- 
ness of  five  and  a  half  feet.  The  roof  is  slate  of  a  dangerous  nature. 
The  miners  are  well  supplied  with  timber  and  the  mine  is  properly  tim- 
bered. Drainage  good.  Developments  are  on  the  double  entry  system 
ventilated  by  a  sixteen-foot  Crawford  &  McCrimmon  fan  with  good  re- 
sults, as  cross-cuts  are  driven  at  the  proper  distances,  mine  doors  and 
stoppings  in  good  condition,  over-casts  are  constructed  to  give  the  re- 
quired splits  in  the  air  current,  checkdoors  are  used  for  the  proper  dis- 
tribution of  the  air  to  the  working  places.  Powder  and  oil  law  is  well 
observed.  The  second  opening  in  good  condition,  rules  are  posted  and 
safety  lamp  and  stretchers  on  hand. 
W.  C.  MITCHELL,  Supt.  JOSEPH  VIRGIN,  Mine  Foreman. 

Series  No.  511.  California  Mine. — This  is  a  drift  mine  located  at  Ply- 
mouth operating  the  Pittsburg  Seam  which  has  a  thickness  of  five  and 
a  half  feet.  The  roof  is  slate  of  a  dangerous  character.  The  miners  are 
well  supplied  with  timber  and  the  mine  is  properly  timbered.     Drainage 
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good.  The  mine  is  developed  on  the  double  entry  system  and  ventilated 
by  a  six-foot  Thayer  fan  with  good  results,  cross-cuts  being  regularly 
driven,  mine  doors  and  stoppings  in  good  condition  and  an  over-cast  re- 
cently constructed,  gives  the  required  split  in  the  air-current,  check 
doors  are  placed  where  necessary  tp  insure  the  proper  distribution  of 
air  to  the  working  places.  The  powder  and  oil  law  is  well  observed.  The 
second  opening  in  fair  condition.  Rules  are  posted,  safety  lamp  and 
stretchers   on   hand. 

The  mine  officials,  miners,  and  employes  of  the  mines  operated  by  the 
Plymouth   Coal    &   Mining   Co.,    show   a   willingness    to    comply   with    the 
State  Mine  Law. 
W.  C.  MITCHELL,  Supt.  JOSEPH  VIRGIN,  Mine  Foreman. 

BLACK  BETSEY  COAL  <G  MINING  COMPANY. 

P.    O.,    BLACK    BETSEY,    W.    VA. 

Series  No.  512.  Black  Betsey,  No.  1  Mine. — This  is  a  drift  mine  lo- 
cated at  Black  Betsey  on  the  Kanawha  &  Michigan  Railroad,  operating 
the  Pittsburg  Seam  which  has  a  thickness  of  five  and  a  half  feet.  The 
roof  is  slate  and  of  a  dangerous  nature  but  properly  timbered.  The  de- 
velopments are  on  the  double  entry  system,  ventilated  by  an  eight-foot 
Thayer  fan  with  only  fair  results.  Cross-cuts  are  driven  at  the  proper 
distances,  mine  doors  and  stoppings  in  fair  condition.  The  deficiency  in 
ventilation  is  principally  due  to  the  large  area  over  which  the  air  has 
to  travel.  Haulways  in  fair  condition,  drainage  good.  The  second  open- 
ing meets  with  the  full  requirements  of  law.  Powder  and  oil  law  well 
observed.  Rules  are  posted,  safety  lamp  and  stretchers  kept  on  hand. 
LLOYD  PARKINS,   Supt.  J.   W.   HARGRAVES,  Mine  Foreman. 

Series  No.  513.  Black  Betsey  No.  2  Mine. — This  is  a  drift  mine  located 
at  Black  Betsey,  operating  the  Pittsburg  Seam  of  coal  which  has  a  thick- 
ness of  five  and  a  half  feet.  The  roof  is  slate  of  a  dangerous  character 
hut  properly  timbered.  Developments  are  on  the  double  entry  system, 
ventilated  by  an  eight-foot  Thayer  fan  which  furnishes  sufficient  air  for 
the  proper  ventilation  of  the  mine.  Cross-cuts  are  driven  at  the  proper 
distances  and  the  stoppings  on  the  main  airway  are  built  of  concrete.  An 
over-cast  has  been  constructed  to  give  the  required  split  is  the  air-current. 
Some  sections  of  the  mine  have  considerable  water;  drainage  fair;  mine 
doors  and  haulways  in  fair  condition.  At  times  a  small  quantity  of  ex- 
plosive gas  is  found  in  the  main  headings  but  not  in  dangerous  quanti- 
ties. Powder  and  oil  law  is  well  observed.  The  second  opening  meets 
with  the  requirements.  Mine  officials  and  employes  show  a  willingness 
to  comply  with  the  State  Mine  Law. 
LLOYD  PARKINS,  Supt.  J.  W.  HARGRAVES,  Mine  Foreman 

THE   OTTO   MARMET   COAL  &  MINING   COMPANY. 

P.    O.,     RAYMOND    CITY,    W.     VA. 

Series  No.  514.  Big  Otto  No.  1  Mine. — This  is  a  drift  mine  located  on 
Harmon's  Creek,  five  miles  east  of  Raymond  City  on  a  short  line  rail- 
road to   the  Kanawha  &  Michigan  Railroad   and   the  river  tipple.     The 
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Pittsburg  Seam  is  operated  and  has  a  thickness  of  five  and  a  half  feet. 
The  roof  is  slate  of  a  dangerous  nature,  but  well  timbered.  Drainage 
good.  The  mine  is  developed  on  the  double  entry  system  and  ventilated 
by  an  eight-foot  Thayer  fan.  Cross-cuts  are  driven  at  the  proper  dis- 
tances; mine  doors  and  stoppings  in  fair  condition.  An  over-cast  has 
recently  been  constructed  to  give  the  necessary  split  in  the  air-current. 
The  oil  and  powder  law  is  well  observed.  Second  opening  in  good  con- 
dition. Rules  are  posted  and  safety  lamp  and  stretchers  kept  on  hand 
as  required  by  law. 
EDWARD  SCHONEBAUM,   Supt.  ANDREW  UTT,  Mine  Foreman. 

Series  No.  515.  Big  Otto  No.  2  Mine.— This  is  a  drift  mine  located  on 
Harmon's  Creek  and  operated  in  connection  with  Big  Otto  No.  1.  "  The 
Pittsburg  Seam  is  operated  and  has  a  thickness  of  five  and  a  half  feet. 
The  roof  is  slate  of  a  dangerous  nature  but  well  timbered.  Drainage 
good.  The  mine  is  developed  on  the  double  entry  system  being  connected 
with  No.  1  Mine,  both  of  which  are  ventilated  by  the  one  fan,  with  fair 
results.  Cross-cuts  are  driven  at  the  proper  distances;  mine  doors  and 
stoppings  in  good  condition.  Powder  and  oil  law  is  well  observed.  The 
second  opening  is"  in  good  condition,  rules  are  posted,  safety  lamp  and 
stretchers  kept  on  hand. 
EDWARD    SCHONEBAUM,    Supt.        ROBERT    FIELDS,    Mine    Foreman. 

Series  No.  516.  Big  Otto  No.  S  Mine.— This  is  a  drift  mine  located  on 
Harmon's  Creek,  operating  the  Pittsburg  Seam  which  has  a  thickness 
of  five  and  a  half  feet  The  roof  is  slate  of  a  dangerous  nature,  but 
the  miners  are  well  supplied  with  timber  and  the  mine  properly  tim- 
bered. Drainage  good.  Developments  are  on  the  double  entry  sys- 
tem with  ventilation  produced  by  an  eight-foot  Thayer  fan,  and  the 
mine  is  properly  ventilated.  Cross-cuts  are  driven  as  required  by  law, 
mine  doors  and  stoppings  in  good  condition.  The  law  regarding  powder 
and  oil  is  well  observed.  Second  opening  in  good  condition;  rules  are 
posted;    safety  lamp  and  stretchers  kept  on  hand. 

Mine  officials,  miners  and  laborers,  employed  by  the  Otto  Marmet  Coal 
&  Mining  Co.,  show  a  willingness  to  comply  with  the  State  Mine  Law. 
EDWARD  SCHONEBAUM,    Supt.         ROBERT  FIELDS,   Mine   Foreman. 

ALPHA  COAL  MINING  COMPANY. 

P.    0.,    PLYMOUTH,    W.    VA. 

Series  No.  517.  Alpha  Mine.— This  is  a  drift  mine  located  on  the  Ka- 
nawha &  Michigan  Railway,  one  mile  east  of  Plymouth,  operating  the 
Pittsburg  Seam  of  coal  which  has  an  an  average  thickness  of  four  and 
a  half  feet.  The  roof  is  slate  of  a  dangerous  nature,  but  well  timbered. 
Drainage  good.  Developments  are  on  the  double  entry  system  ventilated 
by  a  ten-foot  fan  with  good  results.  Mine  doors  and  stoppings  in  fair 
condition;  cross-cuts  regularly  driven.  The  second  opening  meets  with 
the  requirements  of  law.  This  mine  has  been  idle  the  greater  part  of 
the  year  and  employs  but  few  persons  at  any  time. 
J.  C.  FISH,  Supt.  JAMES  HARGRAVES,  Mine  Foreman. 
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KANAWHA  COUNTY. 
MILL   CREEK  CANNEL   COAL  COMPANY. 

P.     O.,     VILLA,     W.     VA. 

Series  No.  518.  Mill  Creek  Mine. — This  mine  is  located  on  Mill  Creek 
on  a  narrow  gauge  road  four  and  a  half  miles  east  from  the  main  line  of 
the  Coal  &  Coke  Railroad.  It  is  a  drift,  operating  the  Cannel  Coal  Seam 
which  varies  in  thickness  from  three  to  four  and  a  half  feet.  The  roof 
is  slate  of  a  dangerous  character  but  is  well  timbered.  Development  are 
on  the  double  entry  system  with  ventilation  produced  by  a  twelve-foot 
Crawford  &  McCrimmon  fan  which  furnishes  sufficient  air  for  the  proper 
ventilation  of  the  mine.  Cross-cuts  are  regularly  driven;  mine  doors 
and  stoppings  in  fair  condition.  Drainage  fair.  Powder  and  oil  law 
well  observed.  Rules  are  posted;  safety  lamp  and  stretchers  kept  on 
hand.  The  second  opening  meets  with  the  legal  requirements. 
C.  H.  MEADE,  Supt.  R.  W.  BRUNK,  Mine  Foreman. 

THE  GRAHAM  COAL  COMPANY. 

P.    O.,    GRAHAM    MINES,    W.    VA. 

Series  No.  519.  Graham  Mine. — This  is  a  drift  mine  located  at  Mason, 
eight  miles  north  of  Charleston  on  the  Coal  &  Coke  Railroad,  operating 
the  Coalburg  Seam  which  has  a  thickness  of  five  and  a  half  feet.  -  The 
roof  is  slate  and  good.  Developments  are  on  the  double  entry  system, 
ventilated  by  means  of  a  furnace  which  is  inadequate  for  the  proper 
ventilation  of  the  mine.  Doors  and  stoppings  in  poor  condition.  Cross- 
cuts driven  at  the  proper  distances.  'Some  sections  of  the  mine  are  very 
wet,  having  a  large  quantity  of  water  to  contend  with.  System  of  drain- 
age poor.     The  second  opening  is  in  fair  condition. 

This  mine  is  operated  on  a  cheap  scale  and  has  been  idle  the  greater 
portion  of  the  year.     Nothing  definite  could  be   learned   as  to   when   it 
would  resume  operation. 
WILLIAM    GRAHAM,    Supt.  N.    C.    POSTON,    Mine    Foreman. 

PEN  MAR    MINING  COMPANY. 

P.    O.,    GRAHAM    MINES,    W.    VA. 

Series  No.  520.  Pen  Mar  Mine. — Located  at  Mason  on  the  Coal  &  Coke 
Railroad.  It  is  a  drift  mine  operating  the  Coalburg  Seam  which  has  a 
thickness  of  five  feet.  The  roof  is  slate  and  good  and  the  mine  properly 
timbered.  Drainage  poor.  This  mine  is  not  developed  on  any  regular 
system.  Ventilation  is  produced  by  means  of  a  temporary  furnace  which 
does  not  furnish  sufficient  air  for  the  proper  ventilation  of  the  mine. 
For  the  past  year  this  mine  has  been  in  the  hands  of  a  receiver  and  dur- 
ing this  time  has  been  operated  on  a  very  small  scale,  employing  less 
than  a  dozen  men  at  any  one  time.  The  second  opening  is  in  fair  con- 
dition. 

JACOB  HOUSEHOLDER,  Supt.  and  Mine  Foreman. 
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FALLING  ROCK   C ANN  EL    COAL    COMPANY. 

P.    O.,    WEIR,    W.    VA. 

Series  No.  521  &  522.  Nos.  1  <!•  2  Mines. — These  are  drift  mines  located 
five  miles  east  of  Falling  Rock,  on  a  narrow  guage  road  to  the  Coal  & 
Coke  Rai.lroad.  The  Cannel  Coal  Seam  is  operated  and  varies  in  thickness 
from  twenty-four  to  thirty  inches.  The  roof  is  sandstone  and  slate  and 
good,  and  properly  timbered.  Drainage  fair.  Developments  are  on  the 
double  entry  system  ventilated  by  two  Crawford  &  McCrimmon  fans, 
one  a  ten-foot  fan,  the  other  a  twelve-foot,  which  furnish  sufficient  air 
for  the  proper  ventilation  of  the  mines.  Cross-cuts  are  driven  at  the 
proper  distances;  mine  doors  and  stoppings  in  fair  condition.  The  sec- 
ond opening  meets  with  the  requirements  of  law. 
E.  E.  YOUNG,  Supt.  R.  B.  YOUNG,  Mine  Foreman. 

THE  ELK  COAL   COMPANY. 

P.    O..    QUEEN    SHOALS,    W.    VA. 

Series  No.  523.  Queen  Shoals  Mine. — This  mine  is  located  at  Queen 
Shoals  on  the  main  line  of  the  Coal  &  Coke  Railroad.  It  is  a  drift, 
operating  the  No;  5  Seam  of  Coal  which  varies  in  thickness  from  three 
and  a  half  to  five  feet.  The  roof  is  sandstone  and  slate  and  good,  and 
the  mine  properly  timbered.  Developments  are  on  the  double  entry  sys- 
tem, ventilated  by  means  of  a  furnace  which  furnishes  sufficient  air  for 
the  number  of  persons  employed.  Cross-cuts  are  regularly  driven.  Mine 
doors  and  stoppings  in  fair  condition.  Drainage  fair.  The  second  open- 
ing meets  with  the  requirements  of  law;  rules  are  posted;  safety  lamp 
and  stretchers  kept  on  hand. 
H.  G.  DAVIS,  Supt.  G.  W.  MILLER,  Mine  Foreman. 

P.    O.,    HEATHERMAN,    W.    VA. 

Series  No.  524.  Turner  Mine. — This  mine  is  located  one  mile  east  of 
Turner  on  a  branch  line  to  the  Coal  &  Coke  Railroad.  It  is  a  drift,  oper- 
ating the  No.  5  Seam,  which  has  a  thickness  of  three  and  a  half  feet. 
The  l'oof  is  sandstone  and  slate  and  generally  good  and  the  mine  properly 
timbered.  Drainage  fair.  Developments  are  on  the  double  entry  system. 
Ventilation  is  produced  by  a  ten-foot  Thayer  fao_,  which  furnishes  suffi- 
cient air  for  the  proper  ventilation  of  the  mine.  Cross-cuts  are  driven 
at  the  proper  distances;  mine  doors  and  stoppings  in  fair  condition.  The 
law  relating  to  powder  and  oil  is  strictly  enforced.  The  second  opening 
meets  with  legal  requirements.  Rules  are  posted;  safety  lamp  and 
stretchers  kept  on  hand. 
HENRY  DAVIS,  Supt.  W.   D.  DAVIS,  Mine  Foreman. 

LUCAS  RAY   COAL   COMPANY. 

P.    0.,    HEATHERMAN,    W.    VA. 

Series  No.  525.  Lucas-Ray  Mine. — This  mine  is  located  two  miles  east 
of  Turner  on  a  branch  line  to  the  Coal  &  Coke  Railway.  It  is  a  drift 
mine  operating  the  No.  5  Seam  of  coal  which  has  a  thickness  of  three 
feet.     The  roof  is  slate   and  generally   good.     Drainage   poor.     Develop- 
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merits  are  on  the  double  entry  system,  ventilated  by  means  of  a  tem- 
porary furnace  which  fails  to  furnish  sufficient  air  to  meet  with  the  re- 
quirements of  law.  Mine  doors  and  stoppings  in  fair  condition.  This 
mine  has  been  operated  on  a  very  cheap  scale  and  in  the  early  part  of 
the  year  was  placed  in  the  hands  of  a  receiver  since  which  time  it  has 
been  idle  and  nothing"  could  be  learned  as  to  when  it  would  resume  op- 
eration. 
SAMUEL  SIMPKINS,  Supt.  JAMES  LUCAS,  Mine  Foreman. 

No  number  526.     No  report. 

CLENDENIN    MINING    COMPANY. 

p.  o.,  cxendenin,  w.  va. 

Series  No.  527. — Taggert  Mine. — This  mine  is  located  one-half  mile  north 
of  Clendenin  on  the  Coal  &  Coke  Railroad.  It  is  a  drift,  operating  the 
No.  5  Seam  varying  in  thickness  from  twenty-four  to  thirty  inches.  The 
roof  is  slate  and  good  and  the  mine  properly  timbered.  Drainage  only 
fair.  Developments  are  on  the  double  entry  system,  ventilated  by  means 
of  a  temporary  furnace  with  fair  results.  Mine  doors  and  stoppings  in 
fair  condition  only.  The  second  opening  fails  to  meet  with  the  require- 
ments of  law.  No  rules  posted;  no  safety  lamp  or  stretchers  on  hand. 
This  mine  is  operated  on  a  very  cheap  scale,  employing  from  six  to 
twelve  persons.  No  information  could  be  had  as  to  who  was  acting  as 
superintendent  or  mine  foreman,  or  in  any  official  capacity. 

No  number  528.     No  report. 

THE  CLAY  COAL   COMPANY. 

P.  O.,  BARREN,  W.  VA. 

Series  No.  529.  Bradley  White  Ash  Mine. — This  mine  is  located  at  Bar- 
ren Creek  on  the  Coal  &  Coke  Railroad.  It  is  a  drift  operating  the  No. 
5  Seam  of  coal  which  has  a  thickness  of  four  feet.  The  roof  is  slate  and 
good  and  the  mine  properly  timbered.  Developments  are  on  the  double 
entry  system,  ventilation .  being  produced  by  means  of  a  furnace  which 
furnishes  sufficient  air  to  meet  the-  requirements  of  the  present  develop- 
ments. Cross-cuts  are  regularly  driven;  mine  doors  and  stoppings  in  fair 
condition.  The  law  relating  to  powder  and  oil  is  well  observed.  The  sec- 
ond opening  is  in  good  condition.  Rules  are  posted;  safety  lamp  and 
stretchers  kept  on  hand. 
GEORGE  GAGHAN,  Supt.  WILLIAM  WOODRUM,  Mine  Foreman. 

BLUE  CREEK  COAL  d  LAND  COMPANY. 

P.    O.,   BLAKELEY,   W.  VA. 

Series  No.  530  &  531.  Will's  Hollow,  Nos.  1  &  2  Mines.— These  mines 
are  located  on  Blue  Creek  on  the  Kanawha  &  West  Virginia  Railroad,  one 
mile  west  of  Blakeley.  They  are  drift  mines  operating  the  No.  5  Seam 
which  varies  in  thickness  from  four  to  five  feet,  with  a  slate  roof  which 
is  fairly  good.  Drainage  fair.  The  developments  are  on  the  double  en- 
try system,  ventilated  by  means  of  temporary  furnaces  which  do  not  fur- 
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nish  sufficient  air  for  the  proper  ventilation  of  the  mine.  Cross-cuts  are 
driven  at  the  proper  distances;  mine  doors  and  stoppings  in  fair  condi- 
tion. The  law  relating  to  powder  and  oil  is  strictly  enforced.  Second 
opening  in  good  condition.  A  seven-foot  Stine  fan  had  been  ordered  for 
each  mine,  and  preparations  were  being  made  to  install  them  as  soon  as 
possible. 

Rules  are  posted;   safety  lamp  and  stretchers  on  hand. 
D.  H.  MORTON,  Supt.  c.'W.  ELKINS,  Mine  Foreman. 

Series  No.  532.  Blakeley  No.  3  Mine. — This  mine  is  located  at  Blakeley 
on  the  Kanawha  &  West  Virginia  Railroad.  It  is  a  drift,  operating  the 
No.  5  Seam  which  varies  in  thickness  from  two  and  a  half  to  five  and  a 
half  feet.  The  roof  is  sandstone  and  slate  and  is  generally  good  and  the 
mine  properly  timbered.  Drainage  fair.  Developments  are  on  the  double 
entry  system,  ventilated  by  means  of  a  temporary  furnace  which  does 
not  furnish  sufficient  air  for  the  proper  ventilation  of  the  mine.  Cross- 
cuts are  driven  at  regular  distances;  mine  doors  and  stoppings  in  fair 
condition.  The  law  relating  to  powder  and  oil  is  strictly  enforced.  The 
second  opening  is  in  good  condition;  rules  posted;  safety  lamp  and 
stretchers  kept  on  hand.  Preparations  are  being  made  to  install  a  seven- 
foot  Stine  fan. 

Mines  operated  by  this  company  have  been  idle  a  considerable  portion 
of  the  past  year. 
D.  H.  MORTON,  Supt.  ROBERT  MILLER,  Mine  Foreman. 

Series  No.  533.  Blakeley  No.  Jf  Mine. — This  mine  is  located  at  Blakeley 
on  the  Kanawha  &  West  Virginia  Railroad.  It  is  a  drift  mine  operating 
the  Lewiston  Seam  which  has  a  thickness  of  four  and  a  half  feet.  The  roof 
is  slate  and  good.  Development  are  on  the  double  entry  system.  Ventila- 
tion by  means  of  a  temporary  furnace.  This  mine  was  not  inspected  as  it 
has  been  idle  during  the  past  year. 
D.  H.  MORTON,  Supt.  ROBERT  MILLER,  Mine  Foreman. 

COLUMBIA  COAL  MINING  COMPANY. 

P.    O.,    BLUE    CREEK,    W.    VA. 

Series  Nos.  534,  535  &  536.  Shrader  Nos.  1.  :>  &  3  Mines. — These  are 
drift  mines  located  on  Blue  Creek,  on  the  Kanawha  &  West  Virginia  Rail- 
road, five  miles  east  of  Blue  Creek  Station.  They  operate  the  No.  5  seam 
of  coal  which  varies  in  thickness  from  three  and  a  half  to  four  feet.  The 
roof  is  slate  and  good.  Developments  are  on  the  double  entry  system,  ven- 
tilated by  means  of  temporary  furnaces.  The  mines  have  not  been  operated 
during  the  year  and  for  this  reason  no  inspection  was  made,  and  no 
person  in  official  capacity  could  be  found,  nor  could  any  information  as  to 
when  these  mines  would  resume  operation  be  obtained. 

RODERICK  COAL   COMPANY 

P.    O.,    QUICK,    W.    VA. 

Series  No.  537.  Roderick  Mine. — This  is  a  drift  mine  located  at  Roder- 
ick on  the  Kanawha  &  West  Virginia  Railroad,  operating  the  No.  5  Seam 
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of  coal  which  has  a  thickness  of  four  and  a  half  feet.  The  roof  is  sand- 
stone and  good  and  the  mine  properly  timbered.'  Drainage  only  fair.  De- 
velopments are  on  the  double  entry  system,  and  ventilation  is  produced 
by  an  eight-foot  Thayer  fan  which  furnishes  sufficient  air  for  the  proper 
ventilation  of  the  mine.  Cross-cuts  are  driven  at  the  proper  distances; 
stoppings  on  the  main  air-way  are  built  of  stone  and  mortar.  An  over- 
cast has  been  constructed .  to  give  the  required  split  in  the  air-current. 
Mine  doors  and  haulways  in  good  condition.  The  law  regarding  powder 
and  oil  is  strictly  enforced.  Second  opening  meets  with  legal  require- 
ments; rules  are  posted;  safety  lamp  and  stretchers  kept  on  hand.  This 
mine  was  idle  during  the  last  six  months  of  the  year. 
G.  H.  P.  SPRUCE,  Supt.  D.  D.  WILLIAMS,  Mine  Foreman. 

ACME  STEAM  COAL  COMPANY. 

P.    O.,    QUICK,    W.    VA. 

Series  No.  538.  Acme  Mine. — This  is  a  drift  mine  located  on  the  Kana- 
wha &  West  Virginia  Railroad  twelve  miles  from  the  mouth  of  Blue  Creek, 
operating  the  No.  5  Seam  of  coal  which  has  a  thickness  of  five  feet.  The 
roof  is  sandstone  and  good.  Developments  will  be  on  the  double  entry 
system.  This  is  a  new  mine  and  as  yet  no  shipments  of  coal  have  been 
made.  The  tipple  and  incline  are  nearing  completion  and  shipments  of 
coal  will  probably  begin  the  latter  part  of  July  or  the  first  of  August, 
1908. 
G.  H.  P.  SPRUCE,  Superintendent  and  Mine  Foreman. 

WILLIAMS  COAL  COMPANY. 

P.    O.,    QUICK,    W.    VA. 

Series  No.  539.  Williams  Mine. — This  is  a  drift  mine  located  on  the 
Kanawha  &  West  Virginia  Railroad,  twelve  miles  from  the  mouth  of  Blue 
Creek,  operating  the  No.  5  Seam  of  coal  which  has  a  thickness  of  five  and 
a  half  feet.  The  roof  is  sandstone  and  good.  Developments  are  on  the 
double  entry  system,  and  ventilated  by  natural  causes.  This  is  a  new 
mine  opened  during  the  latter  part  of  the  year  and  will  not  be  ready  to 
ship  coal  before  the  month  of  July,  1908.- 
S.  B.  WILLIAMS,  Supt.  CHARLES  MORRIS,  Mine  Foreman. 

No  series  Nos.  540  &  541. 
No  report. 

CAMPBELL'S    CREEK    COAL    COMPANY. 

P.    O.,    PUTNEY,    W.    VA. 

Series  Nos.  542-544.  Putney  Nos.  1  &  3  Mines. — These  mines  are  lo- 
cated at  Putney,  on  the  Campbell's  Creek  Railroad,  thirteen  miles  east 
of  Dana.  They  are  drift  mines  operating  the  No.  5  Seam  of  coal  which 
varies  in  thickness  from  four  to  six  feet.  The  roof  is  slate  and  generally 
good  and  the  mine  properly  timbered.  Drainage  fair.  The  developments 
are  on  the  double  entry  system  ventilated  by  two  fans,  a  ten-foot  Thayer 
and  a  ten-foot  Jeffrey,  which  furnish  sufficient  air  for  the  proper  ventila- 


Annual  Report  of  [W.  Va, 


tion  of  the  mine.  Cross-cuts  regularly  driven;  mine  doors  and  stoppings 
in  fair  condition.  An  over-cast  has  been  constructed  to  give  the  required 
split  in  the  air  current.  Haulways  in  good  condition  with  refuge  holes 
at  the  required  distances.  The  law  relating  to  powder  and  oil  is  strictly 
enforced.  Second  opening  in  good  condition.  Rules  are  posted  and  safety 
lamp  and  stretchers  kept  on  hand. 
W.  V.  RENSFORD,  Supt.  ANDREW  CALDERWOOD,  Mine  Foreman. 

Series  No.  .     Putney  No.  4  Mine. — This  is  a  drift  mine  located  at 

Putney  on  the  Campbell's  Creek  Railroad,  operating  the  No.  5  Seam  of 
coal  which  varies  in  thickness  from  four  and  a  half  to  five  and  a  half  feet 
The  roof  is  slate  and  generally  good.  Drainage  fair,  Developments  are 
on  the  double  entry  system.  Veuntilation  is  produced  by  an  eight-foot 
Thayer  fan  which  furnishes  sufficient  air  for  the  proper- ventilation  of 
the  mine.  Cross-cuts  are  regularly  driven;  mine  doors  and  stoppings  in 
fair  condition;  powder  and  oil  law  is  well  observed.  The  second  opening 
is  in  good  condition;  rules  are  posted;  safety  lamp  and  stretchers  kept 
on  hand. 
W.  V.  RENSFORD,  Supt.  ANDREW  CALDERWOOD,  Mine  Foreman. 

No  Series  No.  for  545. 
No  report. 

QUINCY  COAL  COMPANY. 

P.   O.,    QUINCY,    W.    VA. 

Series  No.  546.  Quincy  No.  1  Mine. — This  is  a  drift  mine  located  one 
mile  east  of  Dixon  on  a  branch  line  to  the  K.  &  M.  Railroad,  operating 
the  Lewiston  Seam  which  has  a  thickness  of  three  and  a  half  feet.  The 
roof  is  slate  and  generally  good  and  the  mine  properly  timbered.  Drain- 
age fair.  Developments  are  on  the  double  entry  system,  with  ventila- 
tion produced  by  a  five-foot  Thayer  fan  which  furnishes  sufficient  air  for 
the  number  of  persons  employed.  Cross-cuts  are  driven  at  the  proper 
distances;  mine  doors  and  stoppings  in  fair  condition.  Powder  and  oil 
law  is  well  observed.  The  second  opening  meets  with  legal  requirements; 
safety  lamp  and  stretchers  kept  on  hand. 
J.  H.  CAMPBELL,  Supt.  I.  C.  MORRIS,  Mine  Foreman. 

Series  No.  547.  Quincy  No.  2  Mine. — This  is  a  drift  mine  located  one 
mile  east  of  Dixon  on  a  branch  line  to  the  K.  &  M.  Railroad,  operating 
the  No.  5  Seam  which  has  a  thickness  of  five  and  a  half  feet.  The  roof 
is  slate  and  generally  good  and  the  mine  properly  timbered.  Develop- 
ments are  on  the  double  entry  system  ventilated  by  means  of  a  temporary 
furnace  which  fails  to  furnish  sufficient  air  to  meet  the  requirements  of  law. 
Mine  doors  and  stoppings  in  fair  condition,  only.  Some  sections  of  the 
mine  have  considerable  water  to  contend  with;  system  of  drainage  poor. 
Some  improvements  have  been  made  recently  at  this  mine.  The  second 
opening  has  been  placed  in  good  condition,  and  preparations  are  being 
made  to  install  a  seven-foot  Stine  fan.  Safety  lamp  and  stretchers  on 
hand,  but  no  rules  posted. 
J.  H.  CAMPBELL,  Supt.  J.  M.  KELLY,  Mine  Foreman. 
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THE   SUNDAY   CREEK   COMPANY. 
P.  O.,   SHREWSBURY,   W.  VA. 

Series  No.  548.  Sunday  Creek  No.  101  Mine. — This  is  a  drift  mine  lo- 
cated at  Shrewsbury  on  the  main  line  of  the  K.  &  M.  Railroad,  operating 
the  North  Coalburg  Seam  which  varies  in  thickness  from  five  to  six  feet. 
The  roof  is  slate  and  fairly  good  and  the  mine  properly  timbered.  Develop- 
ments are  on  the  double  entry  system.  Ventilation  is  produced  by  a  six- 
foot  Thayer  fan  which  furnishes  sufficient  air  to  meet  with  legal  require- 
ments* Cross-cuts  are  driven  at  proper  distances;  mine  doors  and  stop- 
pings in  fair  condition.  Parts  of  the  mine  are  very  wet  having  a  large 
quantity  of  water  to  contend  with;  system  of  drainage  very  poor,  this 
being  principally  due  to  a  light  surface  and  irregular  grades.  The  law 
relating  to  powder  and  oil  is  well  observed.  Second  opening  in  good 
condition.  Rules  are  posted;  safety  lamp  and  stretchers  kept  on  hand. 
W.  F.  MANDT,  Supt.  JAMES  A.  NBYLAN,  Mine  Foreman. 

P.   O.,   CEDAR   GROVE.   W.   VA. 

Series  No.  549.  Sunday  Creek  No.  10't  Mine. — This  is  a  drift  mine  lo- 
cated on  the  Kelley's  Creek  Railroad,  one-half  mile  east  of  Cedar  Grove, 
operating  the  Coalburg  Seam  which  has  a  thickness  of  five  feet.  The  roof 
is  slate  and  only  fairly  good.  The  mine  is  well  timbered.  Drainage  fair. 
Developments  are  on  the  double  entry  system,  ventilated  by  a  seven-foot 
Thayer  fan  which  furnishes  sufficient  air  for  the  proper  ventilation  of  the 
mine.  Cross-cuts  are  regularly  driven.  Stoppings  on  the  main  air-way 
are  built  of  concrete.  Mine  doors  and  haulways  in  good  condition.  The 
law  relating  to  powder  and  oil  is  well  observed.  Second  opening  in 
good  condition.  Rules  are  posted;  safety  lamp  and  stretchers  kept  on 
hand  as  required  by  law. 
W.  F.  MANDT,  Supt.  D.  F.  JOHNSON,  Mine  Foreman. 

P.  O.,   MAMMOTH,   W.   VA. 

Series  No.  550.  Sunday  Creek  No.  105  Mine. — This  is  a  drift  mine  lo- 
cated at  Mammoth,  six  miles  east  of  Cedar  Grove  on  the  Kelly's  Creek 
Railroad,  operating  the  Coalburg  Seam  which  has  a  thickness  of  five  and 
a  half  feet  with  a  slate  roof  which  is  generally  good  and  the  mine  properly 
timbered.  Developments  are  on  the  double  entry  system.  Ventilation  is 
produced  by  two  fans,  a  five-foot  Thayer  and  a  ten-foot  Crawford  &  Mc- 
Crimmon,  which  furnish  sufficient  air  for  the  proper  ventilation  of  the 
mine.  Cross-cuts  are  regularly  driven.  Stoppings  on  the  main  air-way  are 
being  built  of  concrete.  Mine  doors  in  good  condition.  The  motor  haul- 
ways  are  kept  clear  of  obstructions  with  sufficient  room  for  workmen  to 
pass  the  cars.  The  mine  is  practically  dry.  Second  opening  meets  with 
the  requirements  of  the  law.  Rules  are  posted  at  the  mine;  safety  lamp 
and  stretchers  on  hand. 
W.  F.  MANDT,  Supt.  WILLIAM  WELCH,  Mine  Foreman. 

Series    No.   551.     Sunday  Creek    No.  106    Mine.— -This  mine    was  idle 
during  the  year.     No   inspection   made. 
W.  F.  MANDT,  Supt. 
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Series  No.  552.     Sunday  Creek  No.  108  Mine. — This  mine  was  idle  dur- 
ing the  year.     No  inspection   made. 
W.    F.   MANDT,    Superintendent. 

Series  No.  553.  Sunday  Creek  No.  109  Mine. — This  is  a  drift  mine  located 
one  mile  west  of  Mammoth  on  the  Kelly's  Creek  Railroad,  operating  the 
No.  5  Seam  which  has  a  thickness  of  five  and  a  half  feet.  The  roof  is 
slate  and  generally  good  and  the  mine  properly  timbered.  Developments 
are  on  the  double  entry  system.  Ventilation  is  produced  by  a  six-foot 
Thayer  fan  which,  does  not  furnish  sufficient  air  for  the  proper  ventila- 
tion of  the  mine.  Cross-cuts  are  regularly  driven;  mine  doors  and 
stoppings  in  fair  condition.  Drainage  fair.  The  main  haulways  are 
kept  in  good  condition  with  sufficient  room  for  workmen  to  pass  the 
cars.  The  law  regarding  powder  and  oil  is  strictly  enforced.  Second 
opening  meets  with  the  full  requirements  of  the  law.  Rules  are  posted; 
safety   lamp   and   stretchers   kept   on   hand. 

The  superintendent's  attention  was  called  to  the  deficiency  in  ventila- 
tion and  he  was  instructed  to  make  the  necessary  improvements  without 
delay. 
W.  F.  MANDT,  Supt.  D.  B.  ROSS,  Mine  Foreman. 

Series  No. .     Sunday  Creek  No.  110  Mine. — This  mine  was  idle  dur- 
ing the  year.     No  inspection   was   made. 
W.   F.   MANDT.   Supt. 

NEW    CEDAR    CREEK    COAL    AND    BRICK    COMPANY. 

P.    O.,    CEDAR    GROVE,    W.    VA. 

Series  No.  554.  Boyd  Mine. — This  is  a  drift  mine  located  near  Cedar 
Grove  on  the  K.  &  M.  Railroad,  operating  the  Cedar  Grove  Seam  which 
has  a  thickness  of  three  feet.  The  roof  is  slate  and  good.  The  mine 
is  developed  on  the  double  entry  system.  Ventilation  is  produced  by  a 
temporary  furnace  with  fair  results,  as  there  are  but  few  persons  em- 
ployed in  this  mine  at  any  time.  Cross-cuts  are  driven  at  the  regular 
distance.  Mine  doors  and  stoppings  in  fair  condition.  Drainage  fair. 
The  second  opening  meets  with  the  requirements.  The  law  regarding 
oil  and  powder  is  strictly  observed. 
THOMAS  BOYD,  Superintendent  and  Mine  Foreman. 

KELLY'S    CREEK   COLLIERY    COMPANY. 

P.    O.,    WARD,    W.    VA. 

Series  No.  555.  Kelly's  Creek  No.  1  Mine. — This  is  a  drift  mine  located 
•at  Ward,  on  the  Kelly's  Creek  &  Northwestern  Railroad,  three  miles  east 
of  Cedar  Grove,  operating  the  Coalburg  Seam  which  varies  in  thickness 
from  four  to  five  and  a  half  feet.  The  roof  is  slate  and  of  a  dangerous 
character,  having  a  draw  slate  varying  in  thickness  from  eight  to  eigh- 
teen inches  which  must  be  taken  down  or  carefully  timbered  to  insure 
safety.  The  miners  are  well  supplied  with  timber  and  the  min6  is 
properly  timbered.  Developments  are  on  the  double  entry  system,  ven- 
tilated by  an  eight-foot  Thayer  fan  which  furnishes  sufficient  air  to  prop- 
erly ventilate  the  mine.     Cross-cuts  are  regularly  driven.    Mine  doors  and 
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stoppings  in  fair  condition.    The  mine  is  practically  dry.    The  law  regard- 
ing powder  and  oil  is  strictly  enforced.    Second  opening  in  good  condition; 
safety   lamp   and   stretchers    on   hand   and   rules   posted   as   required   by 
law. 
H.  T.  SMARR,  Supt.  WILLIAM  MARTIN,  Mine  Foreman. 

Series  No.  556.  Kelly's  Creek  No.  3  Mine. — Located  at  Ward  three 
miles  east  of  Cedar  Grove  on  the  Kelly's  Creek  &  Northwestern  Railroad. 
It  is  a  drift  mine  operating  the  Coalburg  Seam  which  varies  in  thickness 
from  four  to  five  feet.  The  roof  is  slate  of  a  dangerous  character  as  the 
draw  slate  varies  in  thickness  from  eight  to  eighteen  inches  and  must 
be  taken  down  or  carefully  timbered  to  insure  safety.  The  miners  are 
well  supplied  with,  timber  and,  as  a  rule,  the  working  places  are  prop- 
erly timbered.  Developments  are  on  the  double  entry  system.  Venti- 
lation is  produced  by  an  eight  foot  Thayer  fan  which  furnishes  suffi- 
cient air  for  the  proper  ventilation  of  the  mine.  Cross-cuts  are  driven 
at  the  proper  distances;  mine  doors  and  stoppings  in  fair  condition.  The 
mine  is  practically  dry.  The  law  regarding  powder  and  oil  is  well  observed. 
Second  opening  meets  with  legal  requirements.  Rules  are  posted;  safety 
lamp  and  stretchers  kept  on  hand. 
H.   T.   SMARR,   Supt.  H.  J.   WILLS,   Mine  Foreman. 

Series  No.  557.  Kelly's  Creek  No.  31-2  Mine. — This  is  a  drift,  located  at 
Ward  and  operated  in  connection  with  No.  3  Mine.  It  operates  the 
Coalburg  Seam  which  has  a  thickness  of  five  and  a  half  feet.  The  roof 
is  slate  and  is  fairly  good.  Developments  are  on  the  double  entry  sys- 
tem ventilated  by  an  eight-foot  Thayer  fan  with  good  results.  Cross-cuts 
are  regularly  driven.  Stoppings  on  the  main  air-way  are  built  of  stone 
and  mortar.  Mine  doors  in  good  condition.  Haulways  are  kept  clear 
of  obstructions,  with  sufficient  room  for  workmen  to  pass  the  cars. 
Powder  and  oil  law  strictly  enforced.  The  second  opening  is  in  good 
condition.  The  mine  is  practically  dry.  Rules  are  posted;  safety  lamp 
and  stretchers  kept  on  hand. 
H.  T.   SMARR,  Supt.  H.  J.  WILLS,  Mine  Foreman. 

Series  No.  558.     Kelly's  Creek  No.  Jt  Mine. — Located  at  Ward.     It  is  a 

drift  mine  operating  the  Cedar  Grove  Seam.     Idle  during  the  past  year 
and  no  inspection  was  made. 
H.   T.   SMARR,   Supt. 

HUGHES    CREEK    COAL    COMPANY. 

P.    O.,    HUGHESTON,    W.    VA. 

Series  No.  559.  Hugheston  No.  2  Mine. — This  is  a  drift  mine  located 
at  Hugheston  on  the  K.  &  M.  Railroad,  operating  the  Coalburg  Seam 
which  varies  in  thickness  from  four  to  five  feet.  The  roof  is  slate  and  in 
some  sections  is  of  a  dangerous  character  having  a  draw  slate,  from  eight 
to  fifteen  inches  in  thickness,  which  must  be  taken  down  or  carefully 
timbered  to  insure  safety.  The  miners  are  well  supplied  with  timber 
and  the  mine  is  properly  timbered.  Developments  are  on  the  double  en- 
try system,  ventilated  by  an  eight-foot  Crawford  &  McCrimmon  fan  with 
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good  results.  Cross-cuts  are  regularly  driven.  Mine  doors  and  stoppings 
in  fair  condition.  The  mine  is  practically  dry.  Drainage  fair.  Haulways 
in  good  condition.  Powder  and  oil  law  well  observed.  Second  opening, 
meets  with  the  requirements  of  law.  Rules  are  posted;  safety  lamp  and 
stretchers  kept  on  hand. 
J.  W.  MOORE,  Supt.  JOHN  W.  NUGENT,  Mine  Foreman. 

Series  No.  560.  Hugheston  No.  3  Mine. — This  mine  is  located  at 
Hugheston  on  the  K.  &  M.  Railroad.  It  is  a  drift  mine  operating  the 
Coalburg  Seam  which  has  a  thickness  of  five  feet.  The  roof  is  slate, 
of  a  dangerous  character,  having  a  draw  slate  from  eight  to  twelve  inches 
in  thickness  which  has  to  be  taken  down  or  carefully  timbered  to  insure 
safety.  The  miners  are  well  supplied  with  timber  and,  as  a  rule  the 
working  places  are  well  timbered.  The  developments  are  on  the  double 
entry  system  ventilated  by  a  seven-foot  Crawford  &  McCrimmon  fan, 
which  furnishes  sufficient  air  for  the  proper  ventilation  of  the  mine  if 
properly  distributed.  Cross-cuts  are  regularly  driven;  mine  doors  in 
good  condition;  stoppings  only  fair.  Drainage  system  poor.  Powder  and 
oil  law  well  observed.  Second  opening  in  good  condition.  Rules  are 
posted;  safety  lamp  and  stretchers  kept  on  hand. 
J.  W.  MOORE,  Supt.  B.   HOWERY,   Mine   Foreman- 

CANNELTON   COAL   COMPANY. 

P.    O.,    CANNELTON,    W.    VA. 

Series  No.  561.  Cannelton  No.  2  Mine. — This  is  a  drift  mine  located 
on  Smithers  Creek,  one  mile  east  of  Cannelton  on  a  branch  line  to  the- 
K.  &  M.  Railroad.  It  operates  the  No.  2  Gas  Seam  which  varies  in  thick- 
ness from  five  and  a  half  to  eight  feet.  The  roof  is  slate  and  good  and 
the  mine  properly  timbered.  Developments  are  on  the  double  entry  sys- 
tem ventilated  by  a  ten-foot  Thayer  fan,  with  only  fair  results,  not 
sufficient  air  being  furnished  for  the  proper  ventilation  of  the  mine. 
Cross-cuts  are  regularly  driven.  The  mine  is  equipped  with  automatic 
mine  doors.  Stoppings  in  fair  condition.  The  mine  is  practically  dry. 
Haulways  in  first  class  condition.  Powder  and  oil  law  is  well  observed. 
Owing  to  the  large  area  of  the  mine,  the  system  of  ventilation  fails  to 
meet  with  the  requirements  of  law.  But  preparations  are  being  made 
to  install  a  twelve-foot  Capell  fan.  Second  opening  is  in  good  condi- 
tion. Rules  are  posted  and  safety  lamp  and  stretchers  kept  on  hand. 
LANGDON  LEA,  Supt.  NEIL  McCAFFERTY,  Mine  Foreman. 

THE  MARMET  COAL  COMPANY. 

P.    O.,    MONARCH,    W.    VA. 

Series  No.  562.  Monarch  No.  1  Mine. — This  is  a  drift  mine  located  at 
Monarch  on  the  K.  '&  M.  Railroad,  operating  the  Cedar  Grove  which  has 
a  thickness  of  three  and  a  half  feet.  The  roof  is  slate  and  fairly  good 
and  the  mine  properly  timbered.  The  mine  is  developed  on  the  double 
entry  system  and  ventilated  by  a  seven-foot  Thayer  fan  which  fails  to 
furnish  sufficient  air  for  the  proper  ventilation  of  the  mine.  This  defi- 
ciency is  principally  due  to  the  great  distance  the  air  has  to  travel  and 
sections  of  the   return  air-way  being  partially   closed  by   falls   of  slate. 
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Drainage  fair.  Cross-cuts  are  driven  at  the  proper  distances;  mine 
doors  and  stoppings  in  only  fair  condition.  Arrangements  are  being 
made  to  build  concrete  stoppings  on  the  main  air-way.  The  main  haul- 
way  is  in  good  condition  with  refuge  holes  at  the  proper  distances.  Pow- 
der and  oil  law  well  observed.  Second  opening  meets  with  the  require- 
ments of  law.  Rules  are  posted;  safety  lamp  and  stretchers  kept  on 
hand. 
W.  H.  MORRIS,  Supt.  C.  W.  KING,  Mine  Foreman. 

Series  No.  563.  Monarch  No.  2  Mine. — This  mine  is  located  at  Mon- 
arch and  operated  in  connection  with  Marmet  No.  1  Mine.  Operations 
are  in  the  Cedar  Grove  Seam  which  has  a  thickness  of  three  and  a  half 
feet.  The  roof  is  slate  and  fairly  good  and  the  mine  properly  timbered. 
Drainage  good.  Developments  are  on  the  double  entry  system  ventilated 
"by  a  seven-foot  Thayer  fan  with  good  results.  Cross-cuts  are  driven  at 
the  proper  distances;  mine  doors  and  stoppings  in  fair  condition.  Pow- 
der and  oil  law  well  observed.  The  second  opening  meets  with  legal  re- 
quirements; rules  are  posted;  safety  lamp  and  stretchers  kept  on  hand. 
W.  H.  MORRIS,  Supt.  C.  W.  KING,  Mine  Foreman. 

FAYETTE  COUNTY. 
SUNDAY   CREEK   COMPANY. 

P.    O.,    CARBONDALE,    W.    VA. 

Series  No.  564.  Sunday  Creek  No.  Ill  Mine, — This  is  a  drift  mine  lo- 
cated on  Smithers  Creek  on  a  branch  line  of  the  K.  &  M.  Railroad,  oper- 
ating the  No.  2  Gas  Seam  which  has  a  thickness  of  five  and  a  half  feet. 
The  roof  is  slate  and  very  good  and  the  mine  well  timbered.  Develop- 
ments are  on  the  double  entry  system.  Ventilation  is  produced  by  two 
fans,  a  six-foot  Thayer  and  a  seven-foot  Stine  which  give  very  good  re- 
sults. Cross-cuts  are  regularly  driven,  mine  doors  and  stoppings  in  fair 
condition.  The  haulways  are  kept  clear  of  obstructions  with  ample  room 
for  workmen  to  pass  the  cars.  The  mine  is  practically  dry  and  some  sec- 
tions have  to  be  watered  to  allay  the  dust.  Powder  and  oil  law  is  strictly 
enforced.  The  second  opening  meets  the  legal  requirements,  rules  are 
posted  and  safety  lamp  and  stretchers  kept  on  hand. 
J.  J.  KELLER,  Supt.  MICHAEL  WELCH,  Mine  Foreman. 

Series  No.  565.  Sunday  Creek  No.  112  Mine. — This  is  a  drift  mine  lo- 
cated one  mile  east  of  Cannelton  on  a  branch  line  to  the  K.  &  M.  Rail- 
road, operating  the  No.  2  Gas  Seam  of  coal  which  varies  in  thickness 
from  four  to  five  and  a  half  feet.  The  roof  is  slate  and  generally  good. 
Drainage  fair.  Developments  are  on  the  double  entry  system.  Venti- 
lation is  produced  by  a  seven-foot  Thayer  fan  with  only  fair  results.  Cross- 
cuts are  driven  at  the  proper  distances;  mine  doors  in  fair  condition.  Stop- 
pings are  being  built  of  concrete,  on  the  main  air-ways.  '  Over-casts  have 
been  constructed  and  a  heading  is  being  driven  to  the  out-crop  and  ar- 
rangements are  being  made  to  install  a  larger  fan.  Haulways  are  in  good 
condition  with  ample  room  for  workmen  to  pass  the  cars.     Powder  and 
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oil  law  is  well  observed.     The  second  opening  meets  with  the  legal  re- 
quirements. 
J.  J.  KELLER,  Supt.  SAM  MITCHELL,  Mine  Foreman. 

P.    O.,    LONG  ACRE,    W.    VA. 

Series  No.  566.  Sunday  Creek  No.  114  Mine. — This  is  a  drift  mine  lo- 
cated at  Longacre  on  the  main  line  of  the  K.  &  M.  Railroad,  operating  the 
No.  2  Gas  Seam  of  coal  which  varies  in  thickness  from  four  and  a  half 
to  five  and  a  half  feet.  The  roof  is  slate  and  generally  good  and  the 
mine  properly  timbered.  Developments  are  on  the  double  entry  system 
ventilated  by  seven-foot  Thayer  fan  with  good  results.  Cross-cuts  are- 
driven  at  the  proper  distances,  mine  doors  and  stoppings  in  fair  condi- 
tion. Haulways  are  kept  clear  of  obstructions  with  ample  room  for 
workmen  to  pass  the  cars.  The  mine  is  practically  dry  requiring  the  wa- 
tering of  dust  in  some  sections.  Powder  and  oil  law  is  well  observed;  sec- 
ond opening  in  good  condition.  Rules  are  posted,  safety  lamp  and  stretch- 
ers kept  on  hand. 
J.  J.  KELLER,   Supt.  WILLIAM  NICHOLSON,  Mine  Foreman. 

Series  No.  567.  Sunday  Creek  No.  ll^x. — This  is  a  drift  mine  operated 
in  connection  with  No.  114  Mine.  It  operates  the  No.  2  Gas  Seam  which 
has  an  average  thickness  of  five  feet.  The  roof  is  slate  and  good  and 
the  mine  properly  timbered.  Developments  are  on  the  double  entry  sys- 
tem and  ventilated  by  a  seven-foot  Stine  fan,  with  good  results.  Cross- 
cuts are  driven  at  the  regular  distances;  mine  doors  in  fair  condition. 
Stoppings  on  the  main  air-ways  are  built  of  slate  and  cement.  An  over- 
cast has  been  constructed  to  give  the  required  split  in  the  air-current. 
Haulways  are  in  good  condition  with  ample  room  for  workmen  to  pass  the 
cars.  Drainage  good.  Powder  and  oil  law  well  observed.  The  second 
opening  meets  with  the  legal  requirements;  safety  lamp  and  stretchers 
Kept  on  hand. 
J.  J.  KELLER,   Supt.  WILLIAM  NICHOLSON,  Mine  Foreman. 

P.    O.,    HAREWOOD,    W.    VA. 

Series  No.  568.  Sunday  Creek  No.  115  Mine. — This  is  a  drift  mine 
located  at  Harewood  on  the  main  line  of  the  K.  &  M.  Railroad,  operating 
the  No.  2  Gas  Seam  of  coal  which  has  a  thickness  of  five  and  t  half  feet. 
The  roof  is  slate  and  generally  good  and  the  mine  properly  timbered.  De 
velopments  are  on  the  double  entry  system.  Ventilation  is  produced  by 
a  ten-foot  fan  which  furnishes  sufficient  air  for  the  proper  ventilation 
of  the  mine.  An  over-cast  has  been  constructed  to  give  the  proper  split 
in  the  air-current  and  stoppings  on  the  main  air-way  are  being  built  of 
concrete.  Mine  doors  in  good  condition.  Haulways  are  kept  clear  of  ob- 
structions with  ample  room  for  workmen  to  pass  the  cars.  The  mine  is 
practically  dry,  some  sections  requiring  to  be  regularly  watered  to  allay 
the  dust.  Cross-cuts  are  driven  at  the  proper  distances  and  check  doors 
used  to  properly  distribute  the  air  to  the  working  places.  Powder  and 
oil  law  is  strictly  enforced.  The  second  opening  meets  with  the  legal 
requirements.  Rules  are  posted,  safety  lamp  and  stretchers  kept  on 
hand. 
■J.  J.  KELLER,  Supt.  WILLIAM  NICHOLSON,  Mine  Foreman. 
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COLUMBUS  IRON  &   STEEL  COMPANY. 

P.    O.,    MAKTING,    W.    VA. 

Series  No.  5G9.  No.  1  Mine. — This  is  a  drift  mine  located  at  Malting 
four  miles  east  of  Cannelton  on  a  branch  line  to  the  K.  &  M.  Railroad, 
operating  the  No.  2  Gas  Seam  which  has  an  average  thickness  of  five 
feet.  The  roof  is  slate  and  good  and  the  mine  well  timbered.  Develop- 
ments are  on  the  double  entry  system  with  ventilation  produced  by  a 
seven-foot  and  an  eight-foot  Thayer  fan;  these  furnish  sufficient  air  for 
the  ventilation  of  the  mine.  Stoppings  are  built  of  stone  and  mortar  and 
over-casts  have  been  constructed  to  give  the  required  splits  in  the  air. 
Cross-cuts  are  regularly  driven;  mine  doors  in  good  condition.  Haulways 
are  kept  clear  of  obstructions  with  sufficient  room  for  workmen  to  pass 
the  cars.  The  mine  is  practically  dry  but  has  recently  been  equipped 
with  a  pipe  line  and  hose  for  the  purpose  of  watering  the  dusty  sections. 
Powder  and  oil  law  is  strictly  enforced.  The  second  opening  is  in  good 
condition;  safety  lamp  and  stretchers  kept  on  hand;  rules  posted. 
J.  H.  FERGUSON,  Supt.  G.  E.  SANFORD,  Mine  Foreman. 

KANAWHA   GAS   COAL   COMPANY. 

P.    O.,    SMIT1IERS.    W.    VA. 

Series  No.  570.  Kanawha  Gas  Mine. — This  is  a  drift  mine  located  at 
Smithers  on  the  K.  &  M.  Railroad,  operating  the  No.  2  Gas  Seam  which 
has  a  thickness  of  five  and  a  half  feet.  The  roof  is  slate  and  very  good 
and  the  mine  properly  timbered.  Developments  are  on  the  double  entry 
system.  Ventilation  is  produced  by  a  fan  located  at  the  Oakland  Mine, 
an  air-course  having  been  driven  for  that  purpose.  Sufficient  air  for  the 
mine  is  furnished  by  this  means  as  the  principal  work  here  is  robbing 
pillars.  Mine  doors  are  in  fair  condition.  Haulways  are  kept  clear  of 
obstructions  with  ample  room  for  workmen  to  pass  the  cars.  Drainage 
good.  The  law  regarding  powder  and  oil  is  well  observed.  The  second 
opening  is  in  good  condition;  rules  are  posted;  safety  lamp  and  stretch- 
ers kept  on  hand. 
T.  A.  BARTLAM,  Supt.  JOHN  TITLOW,  Mine  Foreman. 

W.  R.  JOHNSON  d-  COMPANY. 

P.    O.,    LOXGACRE,    W.    VA. 

Series  No.  571.  Oakland  Mine. — This  is  a  drift  mine  located  at  Oak- 
land on  the  main  line  of  the  K.  &  M.  Railroad,  operating  the  No.  2  Gas 
Seam  which  has  a  thickness  of  five  and  a  half  -feet.  The  roof  is  slate 
and  good  and  the  mine  well  timbered.  Developments  are  on  the  double 
entry  system  ventilated  by  a  ten-foot  Crawford  &  McCrimmon  fan  with 
good  results.  Cross-cuts  are  driven  at  the  proper  distances;  doors  and 
stoppings  in  fair  condition.  Haulways  are  kept  clear  of  obstructions  with 
ample  room  for  workmen  to  pass  the  cars.  For  the  most  part  the  mine 
is  dry,  in  some  sections  requiring  watering  to  allay  the  dust.  Very  lit- 
tle is  being  done  in  this  mine  in  the  way  of  new  developments,  the  prin- 
cipal work  being  the  robbing  of  pillars.  The  law  regarding  powder 
and  oil  is  well  observed.     The  second  opening  meets  with  legal  require- 
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ments.    Rules  are  posted  at  the  mine;  safety  lamp  and  stretchers  kept  on 
hand. 

T.  A.  BARTLAM,  Supt.  BEN  HILL,  Mine  Foreman. 

KANAWHA   GAS   COAL   COMPANY. 

P.    O.,    SMITHERS,    W.    VA. 

Series  No.  572.  Eagle  Mine. — This  is  a  drift  mine  located  at  Smith- 
*rs,  operating  the  Eagle  Seam  which  has  a  thickness  of  four  feet.  The 
roof  is  slate  and  generally  good;  mine  properly  timbered.  Drainage  fair. 
Developments  are  on  the  double  entry  system  ventilated  by  a  six-foot 
Thayer  fan  which  furnishes  sufficient  air  for  the  proper  ventilation  of 
the  mine.  Cross-cuts  are  driven  at  the  proper  distances;  mine  doors  and 
stoppings  in  fair  condition.  The  second  opening  does  not  meet  with  the 
requirements  of  the  law,  but  not  more  than  twelve  persons  are  employed 
in  the  mine  at  any  one  time,  as  this  is  a  new  mine  and,  as  yet,  the  de- 
velopments are  small. 

T.  A.  BARTLAM,  Supt.  JOHN  TITLOW,  Mine  Foreman. 

BOOMER  COAL  d-  COKE  COMPANY. 

P.    0.,    BOOMER,    W.    VA. 

Series  No.  573.  No.  1  Mine. — This  is  a  drift  mine  located  near  Boomer 
on  a  branch  line  to  the  K.  &  M.  Railroad,  operating  the  No.  2  Gas  Seam 
of  coal  which  has  a  thickness  of  five  and  a  half  feet.  The  roof  is  slate 
and  very  good  and  the  mine  properly  timbered.  Developments  are  on 
the  double  entry  system,  ventilated  by  a  ten-foot  Crawford  &  McCrimmon 
fan  with  good  results.  Cross-cuts  are  driven  at  the  proper  distances; 
mine  doors  in  good  condition;  stoppings  on  the  main  air-ways  are  being 
built  of  concrete.  Over-casts  have  been  constructed  to  give  the  required 
split  in  the  air-current.  Haulways  are  clear  of  obstructions  with  suffi- 
cient room  for  workmen  to  pass  the  cars.  The  mine  is  very  dry  but  is 
equipped  wfth  pipe  line  and  hose  for  the  purpose  of  watering  the  accu- 
mulations of  dust.  The  law  regarding  powder  and  oil  is  strictly  enforced. 
The  second  opening  is  in  good  condition,  rules  posted,  and  safety  lamp 
and  stretchers  kept  on  hand. 

During  the  year  the  head  house  and  valuable  machinery  was  destroyed 
by  fire  at  a  loss  of  several  thousand  dollars.     The  house  was  rebuilt  at 
once,  and  is  now   in  first-class  condition. 
W.  M.  GILLIE,  Supt.  HENRY  DEEM,  Mine  Foreman. 

Series  No.  574.  No.  2,  South  Mine. — This  is  a  drift  mine  located  one 
mile  east  of  Boomer  on  a  branch  line  to  the  K.  &  M.  Railroad,  operating 
the  No.  1  Eagle  Seam  which  varies  in  thickness  from  five  and  a  half  to 
six  feet.  The  roof  is  slate  and  good  with  the  exception  of  a  draw  slate 
from  five  to  eight  inches  in  thickness  and  which  must  be  taken  down  to 
insure  safety.  The  developments  are  on  the  double  entry  system.  Ven- 
tilation is  produced  by  a  twenty-foot  fan  which  furnishes  sufficient  air 
for  the  proper  ventilation  of  the  mine.  An  over-cast  has  been  constructed 
to  give  the  required  split  in  the  air-current.  Stoppings  on  the  main  air- 
ways are  being  built  of  stone  and  mortar.     Cross-cuts  are  driven  at  the 
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proper  distances;  mine  doors  in  good  condition.  Drainage  fair.  Refuge 
holes  are  maintained  on  the  motor  haulways  for  the  safety  of  employes  in 
traveling  to  and  from  their  work.  The  law  regarding  powder  and  oil  is 
strictly  enforced.  Second  opening  in  good  condition.  Rules  are  posted; 
safety  lamp  and  stretchers  kept  on  hand. 
W.  M.  GILLIE,  Supt.  HENRY  DEEM,  Mine  Foreman. 

Series  No.  575.  No.  2  North  Mine. — This  is  a  drift  mine  located  one 
mile  east  of  Boomer  on  a  branch  line  to  the  K.  &  M.  Railroad,  operating 
the  No.  1  Eagle  Seam,  which  varies  in  thickness  from  five  and  a  half  to 
six  feet.  The  roof  is  slate  and  good  with  the  exception  of  a  draw  slate 
from  five  to  eight  inches  in  thickness  and  which  must  be  taken  down  to- 
insure  safety.  The  developments  are  on  the  double  entry  system,  venti- 
lated by  a  twenty-foot  fan  which  furnishes  sufficient  air  for  the  proper 
ventilation  of  the  mine.  Stoppings  on  the  main  air-way  are  being  built  of 
stone  and  mortar;  cross-cuts  are  driven  at  the  proper  distances;  mine  doors 
in  good  condition.  Over-casts  have  been  constructed  to  give  the  proper 
splits  in  the  air-current  as  required  by  law.  Drainage  fair;  haulways  in 
fair  condition  having  refuge  holes  at  the  proper  distances  for  workmen  to 
pass  the  cars.  The  law  relating  to  powder  and  oil  is  well  observed.  The 
second  opening  is  in  good  condition;  rules  are  posted  and  safety  lamp 
and  stretchers  kept  on  hand. 
W.  M.  GILLIE,  Supt.  FRANK  DONALD,  Mine  Foreman. 

Series  No.  576.  No.  3  Mine. — This  is  a  drift  mine  located  one  mile  east 
of  Boomer  on  a  branch  line  to  the  K.  &  M.  Railroad,  operating  the  No.  2 
Gas  Seam  which  has  a  thickness  of  five  and  a  half  feet.  The  roof  is  slate 
and  good  requiring  but  little  timber  to  insure  safety.  The  developments 
are  on  the  double  entry  system,  ventilated  by  an  eight-foot  Stine  fan 
which  furnishes  sufficient  air  for  the  proper  ventilation  of  the  mine. 
An  over-cast  has  been  constructed  to  give  the  required  split  in  the  air- 
current.  Mine  doors  and  stoppings  in  good  condition;  cross-cuts  driven  at 
the  proper  distances.  Haulways  are  kept  clear  of  obstructions  with  suffi- 
cient room  for  workmen  to  pass  the  cars.  The  mine  is  practically  dry 
and  equipped  with  pipe  line  and  hose  for  watering  dusty  sections.  The 
law  relating  to  powder  and  oil  is  strictly  observed.  The  second  openisg 
meets  with  the  requirements  of  law;  rules  are  posted;  safety  lamp  and 
stretchers  kept  on  hand. 
W.  M.  GILLIE,  Supt.  JOHN  ELSWICK,  Mine  Foreman. 

Series  N'o.  577. 
No  report. 

DORFEE  COAL  MINING  COMPANY. 

P.    O.,    DORFEE,    W.    VA. 

Series  No.  578.  Elk  Manor  Mine. — This  is  a  drift  mine  located  at  Dor- 
fee  on  the  main  line  of  the  Coal  &  Coke  Railroad,  operating  the  Wini- 
frede  Seam  of  coal  which  has  an  average  thickness  of  four  and  a  half 
feet.  The  roof  is  sandstone  and  slate,  and  is  generally  good,  the  mine  is 
well  timbered.     The  mine  is  developed  on  the  double  entry  system  and 


394  Annual  Report  of  [W.  Va, 

ventilated  by  an  eight  foot  Thayer  fan  with  good  results.  Cross-cuts  are 
driven  at  the  proper  distances,  mine  doors  and  stoppings  in  fair  condi- 
tion. Drainage  good.  The  second  opening  meets  with  the  requirements 
of  law.  Rules  are  posted,  safety  lamp  and  stretchers  kept  on  hand.  In 
the  latter  part  of  December  the  power  plant  was  destroyed  by  fire.  This 
has  been  rebuilt  but  the  mine  has  not  been  operated  during  the  last 
six  months. 
HENRY  BROOKE,  Supt.  T.  L.  PUGH,  Mine  Foreman. 

ELK  RIVER  COAL  &  LUMBER  COMPANY. 

P.    O.,    CLAY,    AV.    VA. 

Series  No.  579.  Dundon  No.  1  Mine. — This  is  a  drift  mine  located  near 
Clay,  on  the  main  line  of  the  Coal  &  Coke  Railroad,  operating  the  Coal- 
burg  Seam  which  varies  in  thickness  from  four  to  five  feet.  The  roof 
is  sandstone  and  slate  and  fairly  good;  the  mine  is  properly  timbered. 
Developments  are  on  the  double  entry  system.  Ventilation  is  produced 
by  an  eight-four  Thayer  fan  which  furnishes  sufficient  air  for  the  proper 
ventilation  of  the  mine.  Cross-cuts  are  driven  at  the  proper  distances; 
mine  doors  and  stoppings  in  fair  condition.  Haulways  are  kept  clear  from 
obstructions  with  sufficient  room  for  workmen  to  pass  the  cars.  The 
mine  is  practically  dry.  The  second  opening  meets  with  the  requirements. 
Rules  are  posted;  safety  lamp  and  stretchers  kept  on  hand.  Machinery 
is  on  the  ground  and  preparations  are  being  made  to  install  an  electric 
plant. 
A.  C.  FINLEY,  Supt.  DAVID  STODDARD,  Mine  Foreman. 

BRAXTON  COUNTY. 
DAVIS  COLLIERY  COMPANY. 

P.   O.,   COPEN,   W.   VA. 

Series  No.  580.  No.  11  Mine. — This  is  a  drift  mine  located  at  Copen 
on  the  main  line  of  the  Coal  &  Coke  Railroad,  operating  the  Pittsburg 
Seam  of  coal  which  varies  in  thickness  from  four  to  seven  feet.  The 
roof  is  slate  and  of  a  dangerous  character,  but  the  mine  is  properly  tim- 
bered. Drainage  fair.  The  mine  is  developed  on  the  double  entry  system 
and  ventilated  by  means  of  a  furnace  which  furnishes  sufficient  air  for 
the  number  of  persons  employed,  this  number  being  small  as  the  product 
of  the  mine  is  used  chiefly  to  supply  the  engines  of  the  Coal  &  Coke  Rail- 
road. Cross-cuts  are  driven  at  the  proper  distances,  mine  doors  and 
stoppings  in  fair  condition.  Powder  and  oil  law  is  well  observed.  The 
second  opening  meets  with  the  legal  requirements.  Rules  are  posted  and 
safety  lamp  and  stretchers  kept  on  hand. 
R.  D.  EDWARDS,  Supt.  WILLIAM  MARTIN,  Mine  Foreman. 

P.    O.,    BOWER,   W.    VA. 

Series  No.  581.  No.  10  Mine. — This  is  a  drift  mine  located  at  Bower 
on  the  Coal  &  Coke  Railroad,  operating  the  Pittsburg  Seam  of  coal  which 
varies  in  thickness  from  four  to  seven  feet.  The  roof  is  slate  of  a  danger- 
ous nature  but  well  timbered.     Drainage  good.     Developments  are  on  the 
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double  entry  system,  ventilated  by  temporary  furnaces,  with  fair  re- 
sults. A  twelve-foot  Robinson  fan,  and  engine  were  on  the  ground  and 
preparations  were  being  made  to  install  the  same  at  an  early  date.  Cross- 
cuts are  driven  at  proper  distances;  mine  doors  and  stoppings  in  fair  con- 
dition. The  second  opening  meets  with  legal  requirements,  rules  are 
posted;  safety  lamp  and  stretchers  kept  on  hand.  Powder  and.  oil  law 
strictly  observed. 
R.  D.  EDWARDS,  Supt.  D.  D.  EDWARDS,  Mine  Foreman. 

GILMER    COUNTY. 
COSMOPOLITAN  COAL  ct-  COKE  COMPANY. 

P.    O.,    EMMERT,    W.    VA. 

Series  No.  582.  Gilmer  No.  1  Mine. — This  is  a  drift  mine  located  at 
Gilmer  on  the  Coal  &  Coke  Railroad,  operating  the  Pittsburg  Seam  of 
coal  which  varies  in  thickness  from  six  to  eight  feet.  The  roof  is  slate 
and  of  a  dangerous  nature,  but  well  timbered.  Drainage  fair.  Devel- 
opments are  on  the  double  entry  system  ventilated  by  a  temporary  furnace 
wtih  fair  results.  Cross-cuts  are  driven  at  the  proper  distances,  mine 
doors  and  stoppings  in  fair  condition.  The  second  opening  meets  with 
legal  requirements.  Rules  are  posted  and  safety  lamp  and  stretchers  kept 
on  hand. 

This  mine  has  advanced  but  very  little  during  the  year,  having  been  idle 
the  greater  part  of  the  time. 
W.  H.  MARTIN,  Supt.  JOSEPH  CHADWICK,  Mine  Foreman. 
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SIXTH    DISTRICT. 


GENERAL  SUMMARY  OF  THE  SIXTH  MINING  DISTRICT  FOR   THE 
YEAR  ENDING  JUNE  80TH,  1908.       • 
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Office  of  the;  Sixth  District  Mine  Inspector, 

Chelyan,  W.  Va.,   September  22,  1908. 

Mr.  James  W.  Paul, 

Chief  of  Department  of  Mines, 
Charleston,  W.  Va. 

Dear  Sir: — In  compliance  with  the  state  mining  law,  I  herewith  sub- 
mit to  you  my  annual  report  of  the  mines  in  the  Sixth  Mining  District, 
for  the  year  ending  June  30th,  1908. 

During  the  year  I  made  one  hundred  and  seventy-three  regular  in- 
spections and  twenty  special  visits.  The  latter  being  made  to  investigate 
fatal  accidents  and  to  see  if  former  instructions  were  being  complied 
with.  A  part  of  my  time  during  the  past  year  was  spent  in  joint  in- 
spections outside  of  this  district,  and  my  office  work  has  been  such  in 
the  past  six  months  that  it  required  at  least  one  day  each  week  to  keep 
the  work  up. 

I  am  pleased  to  report  to  you  that  the  sanitary  conditions  of  the  mines 
in  this  district  are  far  above  the  average,  but  it  has  been  with  much 
insistance  on  my  part  that  the  miners  as  well  as  the  mine  officials  take 
proper  precautions  with  the  roof,  which  in  some  of  the  mines  in  this 
district  is  very  dangerous,  and  in  some  mines  there  is  a  very  heavy  draw- 
slate  which  must  be  taken  down  as  the  coal  comes  from  under  it.  This 
makes  a  great  deal  of  dead  work  for  the  miner  and  very  expensive  for  the 
operator,  and  in  a  great  many  instances  causes  both  miners  and  mine 
bosses  to  neglect  the  importance  of  making  the  working  places  safe, 
which  has  resulted  in  the  death  and  disabling  of  a  large  number  of  men. 
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and  I  can  safely  say  that  the  accidents  caused  from  neglecting  the  roof 
predominate  in  this  district. 

I  have  been  able  to  induce  only  a  few  of  the  companies  to  try  concrete 
or  permanent  stoppings,  but  where  they  have  once  put  them  in  they  are 
not  long  in  determining  that  they  are  the  cheapest  and  best,  and  es- 
pecially along  main  air  ways.  And  it  is  my  opinion  that  Section  11  of 
the  mining  law  should  read,  "That  all  main  entries  going  4,000  feet  or 
more,  the  stoppings  must  be  built  of  concrete,  brick  or  stone  laid  in 
lime  or  cement  mortar."  This  in  my  judgment  would  accomplish  good 
results  and  cause  less  friction  between  the  Inspectors  and  company  offi- 
cials. 

Several  of  the  mines  in  this  district  are  dry,  and  during  the  winter 
season  are  dusty  when  not  properly  kept  watered.  E  have  always  in- 
sisted that  the  dry  and  dusty  parts  be  kept  wet  by  watering  from  some 
spraying  device,  which  will  wet  both  sides  and  bottom.  • 

Mr.  C.  A.  Cabell,  General  Manager  of  the  Carbon  Coal  Company,  has  a 
few  dry  mines,  and  he  has1  been  making  some  very  successful  experi- 
ments with  salt,  by  both  scattering  it  broadcast  throughout  the  entries 
and  air  ways  and  by  mixing  it  in  the  water  used  to  spray  the  mine,  and 
from  these  experiments  we  have  discovered  that  the  dampness  will  re- 
main much  longer  than  where  just  water  alone  is  used. 

Solid  shooting  is  practiced  in  only  about  four  mines  in  this  district, 
and  so  far  as  I  can  learn,  it  is  don©  in  accordance  with  instructions 
issued  by  this  department  on  July  1st,  1907,  by  employing  shot  in- 
spectors. 

I  am  of  the  opinion  that  the  law  should  prohibit  shooting  coal  from 
the  solid,  under  any  and  all  conditions,  for  it  is  injurious  to  the  roof 
and  in  many  ways  dangerous  for  the  miner. 

The  following  named  persons  were  prosecuted  during  the  year:  Will 
Smith,  Dave  Powers,  Charles  Powers,  John  Johnson,  Dana  Lovejoy, 
Walter  Jones,  Will  Johnson,  Jos.  Cowley,  Evans  Griffith,  Claud  Griffith 
and  F.  E.  Stephenson  were  each  fined  $5.00  and  cost  for  violating  the 
oil  law.  Geo.  Buckley,  mine  boss,  and  Sam  Dandridge,  Mat  Johnson, 
J.  H.  Holstein  and  Andrew  Gants  were  each  fined  $5.00  and  cost  for 
violating  Section  11 'of  the  mine  law.  R.  M.  Odell,  mine  boss,  David 
Scott  and  Albert  Adkins  were  each  fined  $10.00  and  cost  for  violating 
Sections  22  and  23  of  the  mine  law.  J.  T.  Scott,  mine  boss,  was  fined 
$5.00  and  cost  for  violating  Section  15  of  the  mine  law.  John  Pritchard, 
mine  boss,  was  fined  $50.00  and  cost  for  violating  Section  11  of  the  mine 
law. 

During  the  year  there  were  eight  fans  installed  at  different  mines  in 
this  district.  Only  one  new  mine  was  opened  in  this  district  during  the 
year,  that  being  the  Black  Tulip  mine  in  the  No.  2  Gas  coal  on  Cabin 
creek. 

I  now  have  sixty-four  mines  in  this  district  and  during  the  past  year 
have  been  able  to  make  more  thorough  inspections  than  I  could  hereto- 
fore, when  I  had  one  hundred  and  sixty-nine  mines  scattered  over  a 
much  larger  area,  and  with  no  bad  luck  such  as  sickness,  etc.,  I  can  in- 
spect this  present  number  as  the  law  requires. 
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I  can  not  say  that  the  operators  or  miners  in  this  district  have  fully 
complied  with  the  law  during  the  past  year,  nor  have  they  done  all  that 
I  have  asked  or  recommended  them  to  do,  but  I  do  know  that  many 
good  things  have  been  accomplished  by  our  conferences  and  a  prosecu- 
tion occasionally,  and  if  the  conditions  in  this  district  continue  to  im- 
prove in  the  future  as  they  have  in  the  past,  these  mines  will  be  second 
to  none  in  the  country. 

It  is  much  pleasure  to  me  to  report  that  my  official  dealings  with  both 
operators  and  miners,  in  most  instances,  have  been  very  pleasant  and 
agreeable. 

I  certainly  do  thank  you  for  the  kind  treatment  and  able  advire  I 
have  received  from  you  during  the  year,  and  it  is  with  much  regret  that 
I  have  learned  that  you  will-  soon  sever  your  valuable  service  from  this 
department,  and  I'  join  with  your  many  West  Virginia  friends  in  wish- 
ing you  much  success  in  your  new  position. 

Yours  very  truly, 

Bonner  H.  Hill. 


CONDITION  OF  THE  MINES   IN  THE   SIXTH   DISTRICT. 

The  last  two  series  numbers  indicate  the  Inspector's  number  of  the 
mine,  while  the  number  or  numbers  preceding  them  indicate  the  number 
of  the  district  in  which  the  mine  is  located,  viz:  613  indicates  the  Sixth 
district  and  number  13  mine. 

KANAWHA  COUNTY. 

PAINT  CREEK  COLLIERIES   CO. 

Series  No.  601.  Repnolcls  Mine. — This  mine  is  located  twenty-two  miles 
from  St.  Albans  on  the  Kanawha  Central  R.  R.,  and  Brier  creek,  a  tribu- 
tary of  Coal  river;  is  a  drift  opening  operating  the  Black  Band  coal  on 
the  double  entry  system.  The  ventilation  produced  by  an  eight-foot 
Thayer  fan  and  a  furnace  is  fairly  good.  In  some  parts  of  the  mine  the 
roof  is  not  good,  but  timbering  is  well  looked  after.  Drainage  is  only 
fair.  The  law  is  fully  complied  with  regarding  powder,  rules,  stretchers,, 
safety  lamps  and  anemometer.  A  map  showing  the  workings  of  this 
mine  dated  April  1,  1908,  has  been  furnished  this  office.  A  small  portion 
of  the  coal  in  this  mine  is  shot  from  the  solid,  which  system  of  mining 
T  do  not  approve.  With  the  present  mine  development  and  equipment 
a»d  a  full  force  of  men  this  mine  is  capable  of  producing  425  tons  per 
day. 

This  mine  was  reported  last  year  as  Reynolds  Mine,  No.  482  of  the 
printed  report. 

J.  R.  MUCKLOW,  Supt.  WM.  CLENDENIN,  Mine  Boss. 

C.  W.  ROGERS,  Gen.  Mgr. 

OLCOTT   COAL   cG   IRON   CO. 
Series  No.   602.     No.  2  Mine. — This  mine  is  located  twenty-two  miles 
from  St.  Albans  on  the  Kanawha  Central  R.  R.,  and  Brier  creek,  a  trib- 
utary of  Coal  river;    is  a  drift  opening  operating  the  Black  Band   coal 
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on  the  double  entry  system.  The  ventilation  produced  by  two  seven-foot 
Thayer  fans  and  a  furnace  is  good.  In  some  parts  of  the  mine  the  roof 
is  bad,  but  timbering  is  well  looked  after.  Drainage  is  only  fair.  The 
law  is  fully  complied  with  regarding  oil,  powder,  rules,  stretchers,  safety 
lamps  and  anemometer.  The  second  opening  to  this  mine  meets  all  the 
requirements  of  the  law.  A  map  showing  the  workings  of  this  mine 
dated  August  25,  1908,  was  furnished  this  office.  A  part  of  the  coal  in 
this  mine  is  shot  from  the  solid,  the  company  employing  shot  inspectors, 
which  system  of  mining  I  do  not  approve.  With  the  present  mine  devel- 
opment and  equipment  and  full  force  of  men  this  mine  is  capable  of 
producing  425  tons  per  day. 

This  mine  was  reported  last  year  as  Mine  No.  2,  No.  418  of  the  printed 
report. 
F.  H.   PALMER,   Supt.  GEORGE  CAREY,  Mine   Boss. 

Series  No.  603.  No.  1  Mine. — This  mine  is  located  twenty-two  miles 
from  St.  Albans  on  the  Kanawha  Central  R.  R.,  and  Brier  creek,  a  trib- 
utary of  Coal  river;  is  a  drift  opening  operating  the  Black  Band  coal 
on  the  double  entry  system.  The  ventilation  produced  by  five  seven-foot 
Thayer  fans  is  good.  The  law  is  fully  complied  with  regarding  powder, 
•oil,  rules,  stretchers,  safety  lamps  and  anemometer.  The  second  opening 
to  this  mine  meets  all  the  requirements  of  the  law.  Drainage  is  good. 
A  map  showing  the  workings  of  this  mine  dated  August  25,  1908,  has 
been  furnished  this  office.  With  the  present  mine  development  and 
equipment  and  full  force  of  men  this  mine  is  capable  of  producing  400 
tons  per  day. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  417  of  the  printed 
report. 
E.  H.  PALMER,  Supt.  B.  F.  THORNE,  Mine  Boss. 

PAINT  CREEK  COLLIERIES- CO. 

Series  No.  604.  Knickerbocker  Mine. — This  mine  is  located  twenty-two 
miles  from  St.  Albans  on  the  Kanawha  Central  R.  R.,  and  Brier  creek, 
a  tributary  of  Coal  river;  is  a  drift  opening  operating  the  Black  Band 
'ooal  on  the  double  entry  system.  The  ventilation  produced  by  four  iui- 
naces  is  fair.  The  roof  in  some  parts  of  the  mine  is  bad,  but  timbering 
is  fairly  well  looked  after.  Drainage  is  fair.  The  law  is  fully  complied 
with  regarding  oil,  powder,  rules,  stretchers,  safety  lamps  and  anemome- 
ter. The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  A  map  showing  the  workings  of  this  mine  dated  April  1,  1908, 
has  been  furnished  this  office.  The  coal  in  this  mine  is  shot  from  the 
solid,  shot  inspectors  being  employed  by  the  company,  which  system  of 
mining  I  do  not  approve.  With  the  present  mine  development  and  equip- 
ment and  full  force  of  men  this  mine  is  capable  of  producing  325  tons 
per  day. 

This  mine  was  reported  last  year  as  Knickerbocker  Mine,  No.  483  of 
the  printed  report. 

J.  R.  MUCKLOW,   Supt.  WILL  MILLER,   Mine   Boss. 

C.  W.  ROGERS,  Gen.  Mgr. 
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BLACK  BAND    COAL   &    COKE   CO. 

Series  No.  607-8-9-10.  Black  Band  Nos.  1,  2,  3  and  5  Mines. — These  mines, 
are  located  on  Davis  creek,  and  operate  the  Black  Band  coal,  but  were 
idle  during  the  entire  year,  and  just  when  they  would  resume  operations 
I  could  not  learn. 

These  mines  were  reported  last  year  as  Black  Band  Nos.  1,  2,  3  and  4 
Mines,  and  Nos.  413,  414,  415  and  416  of  the  printed  report. 

THE  MARMET  COAL  CO. 

Series  No.  612.  Butler  Mine. — This  mine  is  located  about  four  miles 
from  Marmet  on  the  West  Virginia  Southern  R.  R.;  is  a  drift  opening 
operating  the  Winifrede  coal  on  the  double  entry  system.  Very  little 
work  has  been  done  in  this  mine  during  the  past  year  and  that  consisted 
of  robbing.  At  time  of  last  inspection,  the  ventilation  produced  by  a 
seven-foot  Thayer  fan  did  not  meet  the  requirements  of  the  law,  and  a 
portion  of  the  work  was  stopped.  The  roof  is  good;  drainage  only  fair. 
The  law  is  fully  complied  with  regarding  oil,  rules,  stretchers,  powder, 
safety  lamps  and  anemometer.  The  second  opening  to  this  mine  meets 
all  the  requirements  of  the  law.  A  map  showing  the  workings  of  this 
mine  dated  June  6,  1908,  has  been  furnished  this  office.  With  the  present 
mine  development  and  equipment  and  full  fore©  of  men  this  mine  is 
capable  of  producing  250  tons  per  day. 

This  mine  was  reported  last  year  as  Butler  Mine,  No.  410  of  the  printed 
report. 

R.   T.   PRICE,   Gen.   Mgr.  S.   L.    SELBY,  Mine   Boss. 

J.   W.    STRAUGHAN,   Supt. 

Series  No.  613.  Butler  No.  5  Mine. — This  mine  is  located  on  the  West 
Virginia  Southern  R.  R.,  and  Lens  creek;  is  a  drift  opening  operating 
the  No.  5  coal.  Owing  to  the  many  openings  the  ventilation  produced 
by  natural  causes  is  fairly  good.  The  roof  and  drainage  are  both  good. 
The  law  is  fully  complied  with  regarding  oil,  powder,  stretchers,  rules, 
safety  lamps  and  anemometer.  The  second  opening  to  this  mine  meets 
all  the  requirements  of  the  law.  A  map  showing  the  workings  of  this 
mirffe  dated  June  8,  1908,  has  been  furnished  this  office.  With  the  present 
mine  development  and  equipment  and  full  force  of  men  this  mine  is 
capable  of  producing  200  tons  per  day. 

This  mine  was  reported  last  year  as  Butler  No.  5  Mine,  No.  412  of  the 
printed  report. 

R.  T.  PRICE,  Gen.  Mgr.  JOHN  W.  SHEPPARD,  Mine  Boss. 

J.  W.   STRAUGHAN,   Supt. 

Series  No.  614.  Butler  No.  2  Mine. — This  mine  is  located  about  four 
miles  from  Marmet  on  the  West  Virginia  Southern  R.  R.,  and  Lens 
creek;  is  a  drift  opening  operating  the  Lens  Creek  coal  on  the  double 
entry  system.  The  ventilation  produced  by  a  ten-foot  Thayer  fan  is 
good.  In  some  sections  of  this  mine  the  roof  is  bad,  and  owing  to  the 
robbing  of  the  old  Butler  mine,  which  is  just  beneath  this  one,  this 
mine  is  threatened  with  a  squeeze.     Drainage  is  good.     The  law  is  fully 
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complied  with  regarding  powder,  oil,  stretchers,  safety  lamps,  rules  and 
anemometer.  The  second  opening  meets  all  the  requirements  of  the  law. 
A  map  showing  the  workings  of  this  mine  dated  June  6th,  1908,  has  been 
furnished  this  office.  With  the  present  mine  development  and  equipment 
and  full  force  of  men  this  mine  is  capable  of  producing  250  tons  per 
day. 

This  mine  was  reported  last  year  as  Butler  No.  2  Mine,  No.  411  of  the 
printed  report. 

R.  T.   PRICE,  Gen.  Mgr.  J.   B.   GRIFFITH,  Mine   Boss. 

J.   W.   STRAUGHAN,   Supt. 

FRANK  ELLISON,  FORMERLY  THE  PEERLESS   COAL  CO. 

Series  No.  615.  Peerless  Mine. — This  mine  is  located  at  Winifrede 
Junction,  on  the  C.  .&  O.  R.  R.;  is  a  drift  opening  operating  the  Peerless 
coal  on  the  double  entry  system.  The  ventilation  produced  by  a  six-foot 
Thayer  fan  is  fairly  good.  Roof  is  good;  drainage  is  good.  The  law  is 
fully  complied  with  regarding  oil,  powder,  rules,  stretchers,  safety  lamps 
and  anemometer.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law.  A  map  showing  the  workings  of  this  mine  dated  May 
18,  1908,  has  been  furnished  this  office.  With  the  present  mine  equip- 
ment and  development  and  full  force  of  men  this  mine  is"  capable  of 
producing  125  tons  per  day. 

This  mine  was   reported  last  year  as   Malcolm   Mine,   No.   426   of  the 
printed  report. 
A.  M.  WOOLRIDGE,  Supt.  JAMES  HEMMINGS,  Mine  Boss. 

WINIFREDE  COAL  CO. 

Series  No.  616.  Winifrede  Gas  Mine. — This  mine  is  located  about  three 
miles  from  Winifrede  Junction,  on  the  Winifrede  R.  R.,  and  Fields  creek; 
was  a  drift  opening,  and  operated  the  Peerless  coal.  This  mine  was 
operated  very  little  during  the  year  and  is  now  entirely  abandoned. 

This  mine  was  .reported  last  year  as  Winifrede  Gas  Mine,  No.  421  of 
the  printed  report. 

Series  No.  617.  West  Mine. — This  mine  is  located  six  miles  from  Win- 
ifrede Junction,  on  the  Winifrede  R.  R.,  and  Fields  creek;  is  a  drift 
opening  operating  the  Winifrede  coal  on  the  double  entry  system.  The 
ventilation  produced  by  an  eight-foot  Thayer  fan  is  good.  In  some  parts 
of  the  mine  the  roof  is  very  bad  and  dangerous,  but  in  most  of  the  places 
timbering  is  well  looked  after.  Drainage  is  fairly  good.  The  law  is  fully 
complied  with  regarding  powder,  oil,  stretchers,  safety  lamps,  rules  and 
anemometer.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law.  A  map  of  the  workings  of  this  mine  dated  March  28, 
1908,  has  been  furnished  this  office.  With  the  present  mine  development 
and  equipment  and  full  force  of  men  this  mine  is  capable  of  producing 
425  tons  per  day. 

This  mine  was  reported  last  year  as  West  Mine,  No.  425  of  the  printed 
report. 
WM.   CRICHTON,   Supt.  W.  H.   BELCHER,   Mine  Boss. 
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Series  No.  618.  South  Mine. — This  mine  is  located  about  six  miles 
from  Winifrede  Junction,  on  the  Winifrede  R.  R.,  and  Fields  creek;  is 
a  drift  opening  operating  the  "Winifrede  coal  on  the  double  entry  system. 
The  ventilation  produced  by  a  ten-foot  Thayer  fan  is  fair.  In  some  parts 
of  the  mine  the  roof  is  very  bad  and  dangerous,  and  owing  to  some  rob- 
bing, which  has  been  stopped,  the  whole  mine  is  threatened  with  a  squeeze. 
The  drainage  has  been  improved  and  at  time  of  last  inspection  was  fair. 
The  law  is  fully  complied  with  regarding  oil,  rules,  stretchers,  safety 
lamps,  powder  and  anemometer.  The  second  entry  to  this  mine  meets  all 
the  requirements  of  the  law.  A  map  showing  the  workings  of  this  mine 
dated  September  1,  1908,  has  been  furnished  this  office.  With  the  present 
mine  development  and  equipment  and  full  force  of  men  this  mine  is 
capable  of  producing  500  tons  per  day. 

This   mine   was    reported    last   year   as    South   Mine,    No.    422    of    the 
printed  report. 
WM.  CRICHTON,  Supt.  J.  W.  DEVISON,  Mine  Boss. 

JOHN  PRITCHARD,  Mine  Boss. 

Series  No.  619.  North  Machine  Mine. — This  mine  is  located  six  miles 
from  Winifrede  Junction,  on  the  Winifrede  R.  R.,  and  Fields  creek;  is 
a  drift  opening  operating  the  Winifrede  coal.  The  work  in  this  mine  con- 
sists of  robbing,  and  the  ventilation  produced  by  a  six-foot  Thayer  fan 
is  fairly  good.  The  roof  is  good.  In  a  part  of  this  mine  the  drainage 
is  bad,  and  at  tinTe  of  last  inspection  a  number  of  men  were  ordered  out 
of  wet  places.  The  law  is  fully  complied  with  regarding  powder,  oil, 
stretchers,  rules,  safety  lamps  and  anemometer.  The  second  opening  to 
this  mine  meets  all  the  requirements  of  the  law.  A  map  showing  the 
workings  of  this  mine  dated  September  1,  1908,  has  been  furnished  this 
office.  With  the  present  mine  development  and  equipment  and  full  force 
of  men  this  mine  is  capable  of  producing  200  tons  per  day. 

This  mine  was  reported  last  year  as  North  Machine  Mine,  No.  424  of 
the  printed  report. 
WM.    CRICHTON,    Supt.  C.   H.    SHELLEY,   Mine  Boss. 

Series  No.  620.  North  Pick  Mine. — This  mine  is  located  about  six  miles 
from  Winifrede  Junction,  on  the  Winifrede  R.  R.,  and  Fields  creek;  is 
a  drift  opening  operating  the  Winifrede  coal  on  the  double  entry  system. 
The  ventilation  produced  by  ten  and  six-foot  Thayer  fans  is  fair,  but 
owing  to  the  old  workings  and  decaying  timbers  there  is  some  black 
damp  passing  through  the  workings.  The  roof  is  fair.  In  the  workings 
the  drainage  is  good,  but  a  much  larger  pump  is  greatly  needed  to  keep 
the  water  out  of  the  return  air  way.  The  law  is  fully  complied  with 
regarding  oil,  powder,  stretchers,  safety  lamps,  rules  and  anemometer. 
The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
A  map  showing  the  workings  of  this  mine  dated  September  1,  1908,  has 
been  furnished  this  office.  With  the  present  mine  development  and  equip- 
ment and  full  force  of  men  this  mine  is  capable  of  producing  400  tons 
per  day. 
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This  mine  was  reported  last  year  as  North  Pick  Mine,  No.  423  of  the 
printed  report. 
WM.  CRICHTON,  Supt.  W.  H.  STUART,  Mine  Boss. 

DRY  BRANCH  COAL  CO. 

Series  No.  621.  Gas  or  No.  1  Mine. — 'This  mine  is  located  two  miles 
from  Cabin  Creek  Junction,  on  the  Cabin  Creek  branch  of  the  C.  &  O. 
R.  R.,  and  Cabin  creek;  is  a  drift  opening  operating  the  Peerless  coal 
on  the  double  entry  system.  The  ventilation  produced  by  a  seven-foot 
Thayer  fan  is  fairly  good.  Small  feeders  of  gas  have  been  found  in  this 
mine.  Roof  is  good;  drainage  good.  Sohie  parts  of  this  mine  are  dry 
and  dusty,  which  necessitates  watering  to  allay  the  dust.  The  law  is 
fully  complied  with  regarding  powder,  oil,  rules,  stretchers,  safety  lamps 
and  anemometer.  The  second  opening  to  this  mine  meets  all  the  re- 
quirements of  the  law.  Some  of  the  coal  in  this  mine  was  being  shot 
from  the  solid,  but  after  a  few  prosecutions  for  the  violation  of  rules 
issued  by  this  department  on  July  1,  1907,  this  practice  is  about  stopped. 
A  map  showing  the  workings  of  this  mine  dated  May  15,  1908,  has  been 
furnished  this  office.  With  the  present  mine  development  and  equipment 
and  full  force  of  men  this  mine  is  capable  of  producing  150  tons  per  day. 

This   mine   was;   reported   last   year   as   Peerless   Mine,   No.    428    of   the 
printed  report. 
H.    F.   DALRYMPLE,    Supt.  R.    M.    ODELL,   Mine   Boss. 

Series  No.  622.  Coalburg  or  No.  2  Mine. — This  mine  is  located  two 
miles  from  Cabin  Creek  Junction  on  the  Cabin  Creek  branch  of  the 
C.  &  O.  R.  R.,  and  Cabin  creek;  is  a  drift  opening  operating  the  Coal- 
burg coal  on  the  double  entry  system.  The  ventilation  produced  by  a 
seven-foot  Thayer  fan  is  good.  The  roof  is  fair;  drainage  good.  The  law 
is  fully  complied  with  regarding  powder,  oil,  stretchers,  rules,  safety 
lamps  and  anemometer.  The  second  opening  to  this  mine  does  not  meet 
the  requirements  of  the  law  but  not  more  than  twenty  men  will  be  em- 
ployed in  any  one  period  until  one  is  made.  A  map  showing  the  workings 
of.  this  mine  dated  January  15,  1908,  has  been  furnished  this  office.  With 
the  present  mine  development  and  equipment  and  full  force  of  men  this 
mine  is  capable  of  producing  100  tons  per  day. 

This   mine  was  reported  last  year  as  Coalburg  Mine,   No.   430   of  the 
printed  report. 
H.    F.   DALRYMPLE,    Supt.  R.    M.    ODELL,    Mine    Boss. 

Series  No.  623.  Belmont  or  No.  3  Mine. — This  mine  is  located  two 
miles  from  Cabin  Creek  Junction,  on  the  Cabin  Creek  branch  of  the 
C.  &  O.  R.  R.,  and  Cabin  creek;  is  a  drift  opening  operating  the  Belmont 
coal  on  the  double  entry  system.  The  ventilation  produced  by  a  seven- 
foot  Thayer  fan  is  fair.  The  roof  is  fair;  drainage  good.  The  law  is 
fully  complied  with  regarding  oil,  powder,  stretchers,  rules,  safety  lamps 
and  anemometer.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law.  A  map  showing  the  workings  of  this  mine  dated  May 
15,  1908,  has  been  furnished  this  office.     With  the  present  mine  develop- 
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ment  and  equipment  and  full  force  of  men  this  mine  is  capable  of  pro- 
ducing 350  tons  per  day. 

This  mine  was  reported  last  year   as   Belmont  Mine,  No.   429   of  the 
printed  report. 
H.    F.   DALRYMPLE,    Supt.  R.   M.    ODELL,   Mine   Boss. 

COALBURG   COLLIERY    CO. 

Series  No.  624.  Ronda  Mine. — This  mine  is  located  three  miles  from 
Cabin  Creek  Junction,  on  the  Cabin  Creek  branch  of  the  C.  &  O.  R. 
R.,  and  Cabin  creek;  is  a  drift  opening  operating  the  Coalburg  coal  on 
the  double  entry  system.  The  ventilation  produced  by  a  six-foot  Thayer 
fan  is  good.  In  some  parts  of  the  mine  the  roof  is  bad,  but  timbering 
is  well  looked  after.  Drainage  is  fair.  The  law  is  fully  complied  with 
regarding  oil,  powder,  rules,  stretchers,  safety  lamps  and  anemometer. 
The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
A  map  showing  the  workings  of  this  mine  dated  November  10,  1907,  has 
been  furnished  this  office.  With  the  present  mine  development  and  equip- 
ment and  full  force  of  men  this  mine  is  capable  of  producing  500  tons 
per  day. 

This  mine  was  reported  last  year  as  Ronda  Mine,  No.  427  of  the 
printed  report. 

H.  F.  DALRYMPLE,   Supt.  C.  F.    SLACK,  Mine  Boss. 

J.  E.   SHAFER,  Mine  Boss. 

WYATT  COAL   CO. 

Series  No.  625.  North  Mine. — This  mine  is  located  five  miles  from 
Cabin  Creek  Junction,  on  the  Cabin  Creek  branch  of  the  C.  &  O.  R. 
R.,  and  Cabin  creek;  is  a  drift  opening  operating  the  Coalburg  coal  on 
the  double  entry  system.  The  ventilation  produced  by  a  ten-foot  Craw- 
ford &  McCrimmon  fan  is  good.  Roof  is  fair;  drainage  good.  The  law 
is  fully  complied  with  regarding  oil,  powder,  rules,  stretchers,  safety 
lamps  and  anemometer.  The  second  opening  to  this  mine  meets  all  the 
requirements  of  the  law.  A  map  showing  the  workings  of  this  mine 
dated  January  15,  1908,  has  been  furnished  this  office.  With  the  present 
mine  development  and  equipment  and  full  force  of  men  this  mine  is 
capable  of  producing  200  tons  per  day. 

This  mine  was  reported  last  year  as  North  Mine,  No.  434  of  the  printed 
report. 

A.   W.  LAING,    Supt.  G.    B.   COMBS,   Mine   Boss. 

JOHN  LATNG,  Gen.  Mgr. 

Series  No.  626.  South  Mine. — This  mine  is  located  five  miles  from 
Cabin  Creek  Junction,  on  the  Cabin  Creek  branch  of  the  C.  &  O.  R. 
R.,  and  Cabin  creek;  is  a  drift  opening  operating  the  Coalburg  coal  on 
the  double  entry  system.  The  ventilation  produced  by  an  eight-foot 
Thayer  fan  is  fairly  good.  The  roof  is  good;  drainage  good.  The  law  is 
fully  complied  with  regarding  oil,  powder,  rules,  stretchers,  safety  lamps 
and  anemometer.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law.     A  map  showing  the  workings  of  this  mine  dated  Jan- 
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uary  15,  1908,  has  been  furnished  this  office.  With  the  present  mine  de- 
velopment and  equipment  and  full  force  of  men  this  mine  is  capable  of 
producing  450  tons  per  day. 

This  mine  was  reported  last  year  as  South  Mine,  No.  433  of  the  printed 
report. 

A.   W.   LAING,   Supt.  G.    B.   COMBS,   Mine   Boss. 

JOHN  LAING,   Gen.   Mgr. 

PERSINGER  COAL  CO. 

Series  No.  627.  Wilton  Mine. — This  mine  is  located  six  miles  from 
Cabin  Creek  Junction,  on  the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R., 
and  Cabin  creek;  is  a  drift  opening  operating  the  Cedar  Grove  coal  on 
the  double  entry  system.  The  ventilation  produced  by  a  fan  is  fairly 
good.  The  roof  is  good;  drainage  fair.  The  law  is  fully  complied  with 
regarding  oil,  powder,  stretchers,  rules,  safety  lamps  and  anemometer. 
The  second  opening  does  not  comply  with  the  law,  but  it  is  ordered  that 
not  more  than  twenty  men  be  employed  in  any  one  period  until  a  new 
opening  is  made.  A  map  showing  the  workings  of  this  mine  dated  July 
1,  1908,  has  been  furnished  this  office.  With  the  present  mine  develop- 
ment and  equipment  and  full  force  of  men  this  mine  is  capable  of  pro- 
ducing 125  tons  per  day. 

This   mine   was   reported    last   year   as   Wilton   Mine,   No.    435    of   the 
printed  report. 
J.  T.  MCALLISTER,  Supt.  C.  H.  McALLISTER,  Mine  Boss. 

WYATT  COAL   CO. 

Series  No.  628.  Oakley  Mine. — This  mine  is  located  six  miles  from 
Cabin  Creek  Junction,  on  the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R., 
and  Cabin  creek;  is  a  drift  opening  operating  the  Lewiston  coal  on  the 
double  entry  system.  The  ventilation  produced  by  a  seven-foot  Thayer 
fan  is  fairly  good.  Roof  is  good;  drainage  good.  The  law  is  fully  com- 
plied with  regarding  oil,  rules,  powder,  stretchers,  safety  lamps  and 
anemometer.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law.  A  map  showing  the  workings  of  this  mine  dated  Jan- 
uary 15,  1908,  has  been  furnished  this  office.  With  the  present  mine  de- 
velopment and  equipment  and  full  force  of  men  this  mine  is  capable  of 
producing  350  tons  per  day. 

This  mine  was  reported  last  year  as  Oakley  Mine,  No.  431  of  the 
printed  report. 

A.  W.  LAING,   Supt.         •  J.  L.   FERFATER,   Mine   Boss. 

JOHN   LAING,   Gen.   Mgr. 

CABIN  CREEK  CONSOLIDATED   COAL  vO. 

Series  No.  629.  Davis  Mine. — This  mine  is  located  eight  miles  from 
Cabin  Creek  Junction,  on  the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R., 
and  Cabin  creek;  is  a  drift  opening  operating  the  Lewiston  coal  on  the 
double  entry  system.  The  ventilation  produced  by  four  and  eight-foot 
Thayer  fans  is  good.  Roof  is  good;  drainage  good.  The  law  is  fully 
complied  with  regarding  oil,  rules,  powder,  stretchers,  safety  lamps  and 
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anemometer.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law.  A  map  showing  the  workings  of  this  mine  dated 
December  5,  1907,  has  been  furnished  this  office.  With  the  present  mine 
development  and  equipment  and  full  force  of  men  this  mine  is  capable 
of  producing  350  tons  per  day. 

This  mine  was  reported  last  year  as  Davis  Mine,  No.  465  of  the  printed 
report. 

ROBERT   E.   THOMPSON,   Supt.  SAM   JARRETT,   Mine   Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

LA   MONT  MINING    CO. 

Series  No.  630.  La  Mont  No.  1  and  2  Mines. — These  mines  are  located 
ten  miles  from  Cabin  Creek  Junction,  on  the  Cabin  Creek  branch  of 
the  C.  &  O.  R.  R.,  and  Cabin  creek;  are  drift  openings  operating  the 
No.  2  Gas  coal  on  the  double  entry  system.  The  ventilation  produced 
by  a  four-foot  Thayer  fan  is  now  fair  and  will  be  good  when  air  way 
and  line  of  stoppings  are  complete.  The  roof  is  good;  drainage  is  good. 
The  law  is  fully  complied  with  regarding  oil,  powder,  rules,  stretchers, 
safety  lamps  and  anemometer.  The  second  opening  to  these  mines 
meets  all  the  requirements  of  the  law.  A  map  showing  the  workings 
of  these  mines  dated  December,  1907,  has  been  furnished  this  office. 
With  the  present  mine  development  and  equipment  and  full  force  of  men 
these  mines  are  capable  of  producing  150  tons  per  day. 

These  mines  were  reported  last  year  as  La  Mont  Nos.  1  and  2  Mines, 
No.  441  of  the  printed  report. 
PAUL  L.  JAMES,  Supt.  W.  T.  GOSNAY,  Mine  Boss. 

Series  No.  631.  La  Mont  No.  3  Mine. — This  mine  is  located  ten  miles 
from  Cabin  Creek  Junction,  on  the  Cabin  Creek  branch  of  the  C.  &  O. 
R.  R.,  and  Cabin  creek;  is  a  drift  opening  operating  the  Lewiston  coal 
on  the  double  entry  system.  The  ventilation  produced  by  a  six-foot 
Thayer  fan  is  fairly  good.  Roof  is  good;  drainage  fair.  The  law  is 
fully  complied  with  regarding  powder,  oil,  rules,  stretchers,  safety  lamps 
and  anemometer.  The  second  opening  to  this  mine  meets  all  the  re- 
quirements of  the  law.  A  map  showing  the  workings  of  this  mine  dated 
December,  1907,  has  been  furnished  this  office.  With  the  present  mine 
development  and  equipment  and  full  force  of  men  this  mine  is  capable 
of  producing  350   tons   per  day. 

This  mine  was  reported  last  year  as  La  Mont  No.  3  Mine,  No.  442  of 
the  printed  report. 
PAUL  L.  JAMES,  Supt.  W.  T.  GOSNAY,  Mine  Boss. 

HOLL'EY    &    STEPHENSON    COAL    &    COKE    CO. 

Series'  No.  632.  No.  1  Mine. — This  mine  is  located  nine  miles  from 
Cabin  Creek  Junction,  on  the  Cabin  Creak  branch  of  the  C.  &  O.  R.  R., 
and  Cabin  creek;  is  a  drift  opening  operating  the  No.  2  Gas  coal  on  the 
double  entry  system.  The  ventilation  produced  by  an  eight-foot  Thayer 
fan  is  good.  The  roof  is  good  except  in  parts  of  the  mine  there  is  a  bad 
draw  slate.     Drainage  is  good.    This  mine  was  in  operation  only  a  short 
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lime  during  the  past  year  and  when  it  would  resume  operations  I  could 
not  learn.  With  the  present  mine  development  and  equipment  and  full 
force  of  men  this  mine  is  capable  of  producing  80  tons  per  day. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  439  of  the  printed 
report. 
F.   H.  McCLUNG,   Supt. 

Series  No.  633.  No.  2  Mine. — This  mine  is  located  nine  miles  from 
Cabin  Creek  Junction,  on  the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R., 
and  Cabin  creek;  is  a  drift  opening  operating  the  No.  2  Gas  coal  on  the 
double  entry  system.  The  ventilation  produced  by  an  eight-foot  Thayer 
fan  is  good.  The  roof  is  good;  drainage  good.  The  law  is  fully  com- 
plied with  regarding  oil,  powder,  rules,  stretchers,  safety  lamps  and 
anemometer.  The  second  opening  meets  all  the  requirements  of  the  law. 
A  map  showing  the  workings  of  this  mine  dated  July  1,  1908,  has  been 
furnished  this  office.  Some  parts  of  this  mine  are  dry  and  dusty,  which 
necessitates  watering  to  allay  the  dust.  With  the  present  mine  develop- 
ment and  equipment  and  full  force  of  men  this  mine  is  capable  of  pro- 
ducing 400  tons  per  day. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  437  of  the  printed 
report. 
F.  H.  McCLUNG,  Supt.  J.  M.  McDONOUGH,  Mine  Boss. 

Series  No.  634.  Coalburg  Mine. — This  mine  is  worked  in  connection 
with  the  No.  5  Mine  but  in  the  Coalburg  coal,  which  got  very  thin  and 
it  was  thought  that  the  entire  mine  was  abandoned  but  some  work  was 
done  in  the  mine  during  the  year  but  it  is  now  closed,  and  just  when 
operation  will  resume  I  could  not  learn. 

This  mine  was   reported  last  year  as  Coalburg  Mine,  No.   440  of  the 
printed  report. 
F.  H.  McCLUNG,  Supt. 

Series  No.  635.  No.  5  Mine. — This  mine  is  located  nine  miles  from 
Cabin  Creek  Junction,  on  the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R., 
and  Cabin  creek;  is  a  drift  opening  operating  the  Lewiston  coal  on  the 
double  entry  system.  The  ventilation  produced  by  a  seven-foot  Thayer 
fan  is  good.  The  roof  is  good  except  a  heavy  draw  slate,  which  is  very 
dangerous  and  must  be  taken  down  as  the  coal  is  taken  from  under  it. 
Drainage  is  fairly  good.  The  law  is  fully  complied  with  regarding  oil, 
rules,  powder,  stretchers,  safety  lamps  and  anemometer.  The  second 
opening  to  this  mine  meets  all  the  requirements  of  the  law.  With  the 
present  mine  development  and  equipment  and  full  force  of  men  this  mine 
is  capable  of  producing  300  tons  per  day. 

This  mine  was  reported  last  year  as  No.  5  Mine,  No.  438  of  the  printed 
report. 
F.  H.  McCLUNG,  Supt  J.  C.  EASTHAM,  Mine  Boss. 

CABIN  CREEK  CONSOLIDATED   COAL   CO. 

Series  No.  636.  Cherokee  Mine. — This  mine  is  located  at  Leewood  on 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and   on  Cabin  creek;    is 
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a  drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
The  ventilation  produced  by  a  six-foot  Thayer  fan  is  fairly  good.  Roof 
is  fair;  drainage  only  fair.  The  law  is  fully  complied  with  regarding  oil, 
powder,  rules,  stretchers,  safety  lamps  and  anemometer.  The  second 
opening  to  this  mine  meets  all  the  requirements  of  the  law.  A  great  im- 
provement has  been  made  in  the  drainage  and  ventilation  of  this  mine 
during  the  past  year.  A  map  showing  the  workings  of  this  mine  dated 
December  31,  1907,  has  been  furnished  this  office.  With  the  present  mine 
development  and  equipment  and  full  force  of  men  this  mine  is  capable  of 
producing  300  tons  per  day. 

This  mine  was  reported  last  year  as  Cherokee  Mine,  No.  464  of  the 
printed  report. 

1W.  A.  OTEY,   Supt.  JOHN  DOWER,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr.    ■ 

Series  No.  637.  Caledonia  Mine. — This  mine  is  located  near  Leewood  on 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is 
a  drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
The  ventilation  produced  by  an  eight-foot  Thayer  fan  is  fairly  good.  In 
some  parts  of  this  mine  the  roof  is  very  bad  and  dangerous  and  requires 
very  careful  timbering  to  make  it  safe.  Drainage  is  good.  The  law  is 
fully  complied  with  regarding  oil,  powder,  rules,  stretchers,  safety  lamps 
and  anemometer.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law.  A  map  showing  the  workings  of  this  mine  dated  De- 
cember 7,  1907,  has  been  furnished  this  office.  With  the  present  mine 
development  and  equipment  and  full  force  of  men  this  mine  is  capable 
of  producing  175  tons  per  day. 

This  mine  was  reported  last  year  as  Caledonia  Mine,  No.  466  of  the 
printed  report. 

W.  A.  OTEY,   Supt.  JOHN  HENRY,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

Series  No.  638.  Red  Warrior  Mine.— This  mine  is  located  on  the  Cabin 
Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a  drift  opening" 
operating  the  No.  2  Gas  coal  on  the  double  entry  system.  Owing  to  the 
bad  condition  of  the  doors,  stoppings  and  air  ways  the  ventilation  pro- 
duced by  an  eight  foot-Thayer  fan  is  not  good.  The  roof  is  very  bad  and 
dangerous.  The  management  has  been  notified  to  improve  the  ventilation 
and  take  down  all  loose  roof  or  make  it  safe  by  careful  timbering.  The 
law  is  fully  complied  with  regarding  oil,  powder,  rules,  stretchers,  safety 
lamps  and  anemometer.  The  second  opening  to  this  mine  meets  all  the 
requirements  of  the  law.  A  map  showing  the  workings  of  this  mine  dated 
December  17,  1907,  has  been  furnished  this  office.  With  the  present  mine 
development  and  equipment  and  full  force  of  men  this  mine  is  capable  of 
producing  400  tons  per  day. 

This  mine  was  reported  last  year  as  Red  Warrior  Mine,  No.  463  of  the 
printed  report. 

W.  A.   OTEY,    Supt.  JOHN   W.   GAY,   Mine  Boss. 

IRA  P.  DAVIS,  Gen.  Mgr. 
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Series  No.  639.  Buckeye  Mine. — This  mine  is  located  on  the  Cabin 
Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  Is  a  drift  opening 
operating  the  No.  2  Gas  coal  on  the  double  entry  system.  The  ventilation 
produced  by  a  four-foot  Thayer  fan  is  good.  The  roof  is  good  except 
some  bad  draw  slate.  The  drainage  is  fair.  The  law  is  fully  complied 
with  regarding  oil,  powder,  rules,  stretchers,  safety  lamps  and  anemom- 
eter. The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  A  map  showing  the  workings  of  this  mine  dated  December  20,  1907, 
has  been  furnished  this  office.  With  the  present  mine  development  and 
equipment  and  full  force  of  men  this  mine  is  capable  of  producing  200 
tons  per  day. 

This  mine  was  reported  last  year  as  Buckeye  Mine,  No.  456  of  the 
printed  report. 

M.  W.  MURPHY,  Supt.  C.  S.  WHITE,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

Series  No.  640.  Empire  Mine. — This  mine  is  located  on  the  Cabin 
Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a  drift  opening 
operating  the  No.  2  Gas  coal  on  the  double  entry  system.  The  ventilation 
produced  by  a  fan  is  fairly  good.  The  roof  is  fairly  good;  drainage  good. 
The  law  is  fully  complied  with  regarding  oil,  rules,  powder,  stretchers, 
safety  lamps  and  anemometer.  The  second  opening  to  this  mine  meets 
all  the  requirements  of  the  law.  A  map  showing  the  workings  of  this 
mine  dated  December  20,  1907,  has  been  furnished  this  office.  With  the 
present  mine  development  and  equipment  and  full  force  of  men  this  mine 
is  capable  of  producing  375  tons  per  day. 

This  mine  was  reported  last  year  as  Empire  mine,  No.  455  of  the  printed 
report. 

M.  W.  MURPHY,   Supt.  WM.  COMER,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

Series  No.  641.  Black  Tulip  Mine. — This  mine  is  located  at  Acme  on 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is 
a  drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
This  is  a  new  mine  and  will  be  ready  to  ship  coal  within  thirty  days. 
It  was  not  reported  last  year. 

M.  W.  MURPHY,  Supt.  FRANK  SHERER,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

Series  No.  642.  Keystone  Mine. — This  mine  is  located  at  Acme  on 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is 
a  drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
The  ventilation  produced  by  a  ten-foot  Crawford  &  McCrimmon  fan  is 
fairly  good.  Roof  is  fairly  good.  Drainage  is  good;  along  some  of  the 
haulways  it  is  very  dry  and  dusty,  which  necessitates  watering  to  allay 
the  dust.  The  law  is  fully  complied  with  regarding  oil,  powder,  rules, 
stretchers,  safety  lamps  and  anemometer.  The  second  opening  to  this 
mine  meets  all  the  requirements  of  the  law.  A  map  showing  the  work- 
ings of  this  mine  dated  December  30,  1907,  has  been  furnished  this  office. 
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With  the  present  mine  development  and  equipment  and  full  force  of  men 
this  mine  is  capable  of  producing  500  tons  per  day. 

This  mine  was  reported  last  year  as  Keystone  Mine,  No.  454  of  the 
printed  report. 

M.  W.  MURPHY,  Supt.  JOHN  T.  SCOTT,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

Series  No.  643.  Acme  Mine. — This  mine  is  located  at  Acme  on  the 
Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a 
drift  opening  operating  the  Coalburg  coal  on  the  double  entry  system. 
The  ventilation  produced  by  a  six-foot  Thayer  fan  was  not  good  at  time 
of  last  inspection.  Along  some  of  the  haulways  the  roof  was  bad  and 
dangerous.  The  drainage  was  only  fair.  This  mine  was  idle  almost  the 
entire  year  and  on  resuming  operation  at  the  close  of  the  year  the  man- 
agement promised  to  improve  the  ventilation  and  take  down  or  properly 
timber  all  loose  roof.  The  lawis  fully  complied  with  regarding  oil,  pow- 
der, stretchers,  rules,  safety  lamps  and  anemometer.,  A  map  showing  the 
workings  of  this  mine  dated  January  1,  1907,  has  been  furnished  this 
office.  With  the  present  mine  development  and  equipment  and  full  force 
of  men  this  mine  is  capable  of  producing  150  tons  per  day. 

This  mine  was  reported  last  year  as  Acme  Mine,  No.  453  of  the  printed 
report. 

M.  W.  MURPHY,  Supt.  R.  G.  POFF,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

Series  No.  644.  Shamrock  Mine. — This  mine  is  located  at  Kayford  on 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a 
drift  opening  operating  the  No.  2  Gas  coal  On  the  double  entry  system. 
The  ventilation  is  produced  by  a  ten-foot  Thayer  fan  is  good.  The  roof 
is  good;  drainage  fair.  The  law  is  fully  complied  with  regarding  oil, 
rules,  powder,  stretchers,  safety  lamps  and  anemometer.  The  second 
opening  to  this  mine  meets  all  the  requirements  of  the  law.  A  map  show- 
ing the  workings  of  this  mine  dated  December  2,  1907,  has  been  furnished 
this  office.  With  the  present  mine  development  and  equipment  and  full 
force  of  men  this  mine  is  capable  of  producing  800  tons  per  day. 

This  mine  was  reported  last  year  as  Shamrock  Mine,  No.  457  of  the 
printed  report. 

A.  BOYD,  Supt.  J.  A.  BRAGG,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

Series  No.  645.  Thistle  Mine. — This  mine  is  located  at  Kayford  on 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a 
drift  -opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
The  ventilation  produced  by  a  ten-foot  Thayer  fan  is  good.  This  mine  is 
dry  throughout  and  in  some  places  is  dusty,  which  necessitates  watering 
to  allay  the  dust,  which  I  have  always  found  regularly  done.  The  roof 
is  good.  The  law  is  fully  complied  with  regarding  oil,  rules,  powder, 
stretchers,  safety  lamps  and  anemometer.  The  second  opening  to  this 
mine  meets  all  the  requirements  of  the  law.  A  map  showing  the  work- 
ings of  this  mine  dated  December  12,  1907,  has  been  furnished  this  office. 
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With  the  present  mine  development  and  equipment  and  full  force  of  men 
this  mine  is  capable  of  producing  500  tons  per  day. 

This  mine  was  reported  last  year  as  Thistle  Mine,  No.  467  of  the  printed 
report. 

A.  BOYD,  Supt.  J.  W.   STEPHENS,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

Series  No.  646.  Raccoon  Mine. — This  mine  is  located  at  Kayford  on 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a 
drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
The  ventilation  produced  by  five  and  ten-foot  Thayer  fans  is  good.  In 
some  parts  of  the  mine  the  roof  is  bad  and  requires  very  careful  timber- 
ing to  make  it  safe.  The  drainage  is  only  fair.  The  law  is  fully  complied 
with  regarding  oil,  powder,  rules,  stretchers,  safety  lamps  and  anemom- 
eter. The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  A  map  showing  the  workings  of  this  mine  dated  December  9,  1907, 
has. been  furnished  this  office.  With  the  present  mine  development  and 
equipment  and  full  force  of  men  this  mine  is  capable  of  producing  470 
tons  per  day. 

This  mine  was  reported  last  year  as  Raccoon  Mine,  No.  469  of  the 
printed  report. 

A.  BOYD,   Supt.  C.  C.  FULTZ,   Mine   Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

Series  No.  647.  Rose  Mine. — This  mine  is  located  at  Kayford  on  the 
Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a 
drift  opening  operating  the  Coalburg  coal  on  the  double  entry  system. 
The  ventilation  produced  by  two  furnaces  is  fairly  good.  The  roof  is 
good;  drainage  good.  The  law  is  fully  complied  with  regardiing  oil, 
powder,  rules,  stretchers,  safety  lamps  and  anemometer.  This  mine  con- 
sists of  two  drifts  and  the  second  openings  do  not  comply  with  the  law, 
but  new  openings  are  being  made  and  I  have  never  found  twenty  men 
employed  in  either  drift  at  any  one  time.  A  map  showing  the  workings 
of  this  mine  dated  December  27,  1907,  has  been  furnished  this  office. 
With  the  present  mine  development  and  equipment  and  full  force  of  men 
this  mine  is  capable  of  producing  250  tons  per  day. 

This  mine  was  reported  last  year  as  Rose  Mine,  No.  468  of  the  printed 
report. 

A.  BOYD,  Supt.  WM.  HORNSBY,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

Series  No.  648.  Kayford  Mine. — This  mine  is  located  at  Kayford  on 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  are 
drift  and  slope  openings  operating  the  No.  2  Gas  coal  on  the  double  and 
triple  entry  system.  The  ventilation  produced  by  two  ten-foot  Thayer 
fans  is  good.  The  roof  is  good.  Drainage  is  good,  and  some  parts  of  the 
mine  are  dry  and  in  the  winter  season  necessitates  watering  to  allay  the 
dust.  Very  small  feeders  of  marsh  gas  have  been  found  in  this  mine 
but  the  ventilation  has  always  been  found  such  as  to  render  it  harmless. 
The  law  is  fully  complied  with  regarding  oil,   rules,   powder,   stretchers, 
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safety  lamps  and  anemometer.  A  map  showing  the  workings  of  this 
mine  dated  December  28,  1907,  has  been  furnished  this  office.  With  the 
present  mine  development  and  equipment  and  a  full  force  of  men  this 
mine  is  capable  of  producing  850  tons  per  day. 

This  mine  was  reported  last  year  as  Kayford  Mine,  No.  472:  of  the 
printed  report. 

A.    BOYD,    Supt.  M.   DARBY,    Mine   Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

Series  No.  649.  Holly  Mine. — This  mine  is  located  near  Leewood  on 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a 
drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
The  ventilation  produced  by  an  eight-foot  Thayer  fan  is  fairly  good.  In 
some  parts  of  the  mine  is  a  bad  draw  slate  but  timbering  is  fairly  well 
looked  after.  Drainage  is  good.  The  law  is  fully  complied  with  regard- 
ing oil,  powder,  rules,  stretchers,  safety  lamps  and  anemometer.  The 
second  opening  to  this  mine  meets  all  the  requirements  of  the  law.  A 
map  showing  the  workings  of  this  mine  dated  December  6,  1907,  has  been 
furnished  this  office.  With  the  present  mine  development  and  equipment 
and  full  force  of  men  this  mine  is  capable  of  producing  475  tons  per 
day. 

This  mine  was  reported  last  year  as  Holly  Mine,  No.  461  of  the  printed 
report. 

H.  L.  FISHER,  Supt.  M.  J.  FISHER,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

Series  No.  650.  Quarrier  Mine. — This  mine  is  located  on  the  Cabin 
Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a  drift  opening 
operating  the  No.  2  Gas  coal  on  the  double  entry  system.  The  ventilation 
produced  by  an  eight-foot  Thayer  fan  is  good.  In  some  parts  of  the 
mine  the  roof  is  very  bad  and  dangerous  and  requires  very  careful  tim- 
bering to  make  it  safe.  Drainage  is  good.  The  law  is  fully  complied 
with  regarding  oil,  powder,  stretchers,  safety  lamps,  rules  and  anemom- 
eter. The  second  opening  to  this  mine  meets  all  the  requirements  of 
the  law.  Some  parts  of  the  mine  are  dry  and  dusty,  which  necessitates 
watering  to  allay  the  dust,  which  is  regularly  done.  A  map  showing  the 
workings  of  this  mine  dated  December  4,  1907,  has  been  furnished  this 
office.  With  the  present  mine  development  and  equipment  and  full  force 
of  men  this  mine  is  capable  of  producing  450  tons  per  day. 

This  mine  was  reported  last  year  as  Quarrier  Mine,  No.  462  of  the 
printed  report. 

II.  L.  FISHER,  Supt.  J.  W.  BRANHAM,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

WAKE  FOREST  MINING  CO. 

Series  No.  651.  Wake  Forest  Mine. — This  mine  is  located  on  the 
Cabin  Creek  branch  of  the  C.  &s  O.  R.  R.,  and  on  Cabin  creek;  is  a 
drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
The  ventilation   produced  by   a  seven-foot   fan  is   fairly  good.     In   some 
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parts  of  the  mine  the  roof  is  not  good  and  requires  very  careful  timber- 
ing to  make  it  safe.  Drainage  is  good.  The  law  is  fully  complied  with 
regarding  oil,  powder,  rules,  stretchers,  safety  lamps  and  anemometer. 
The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
Some  parts  of  this  mine  are  dry  and  dusty,  which  necessitates  watering 
to  allay  the  dust.  A  map  showing  the  workings  of  this  mine  dated  June, 
1908,  has  been  furnished  this  office.  With  the  present  mine  development 
and  equipment  and  full  force  of  men  this  mine  is  capable  of  producing 
425  tons  per  day. 

This  mine  was  reported  last  year  as  Wake  Forest  Mine,  No.  436  of  the 
printed  report. 
J.  C.  GRYMES,  Supt.  JESSE  GARDINER,  Mine  Boss. 

WYATT   COAL   CO. 

Series  No.  652.  Berlin  Mine. — This  mine  is  located  on  the  Cabin 
Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a  drift  opening 
operating  the  No.  2  Gas  coal  on  the  double  entry  system.  The  ventilation 
produced  by  a  seven-foot  Thayer  fan  is  fairly  good.  In  some  parts  of 
the  mine  the  roof  is  very  bad  and  requires  very  careful  timbering.  Drain- 
age only  fair.  The  law  is  fully  complied  with,  regarding  oil,  powder, 
rules,  stretchers,  safety  lamps  and  anemometer.  The  second  opening  to 
this  mine  meets  all  the  requirements  of  the  law.  A  map  showing  the 
workings  of  this  mine  dated  January  15,  1908,  has  been  furnished  this 
office.  With  the  present  mine  development  and  equipment  and  full  force 
of  men  this  mine  is  capable  of  producing  475  tons  per  day. 

This  mine  was  reported  last  year  as  Berlin  Mine,  No.  432  of  the  printed 
report. 

WILL  LAING,   Supt.  ALBERT  GREEN,  Mine  Boss. 

JOHN  LAING,  Gen.  Mgr. 

CARBON  COAL  CO. 

Series  No.  653.  North  Mine. — This  mine  is  located  near  Decota  on 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a 
drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
Owing  to  the  bad  condition  of  doors  and  stoppings  the  ventilation  pro- 
duced by  a  seven-foot  Stine  fan  is  only  fair.  The  roof  is  good.  At  time 
of  last  inspection  of  this  mine  a  part  of  it  was  flooded  with  water,  but 
a  larger  pump  was  being  installed.  The  law  is  fully  complied  with  re- 
garding oil,  rules,  safety  lamps,  stretchers,  powder  and  anemometer.  The 
second  opening  to  this  mine  meets  all  the  requirements  of  the  law.  A 
map  showing  the  workings  of  this  mine  dated  June,  1908,  has  been  fur- 
nished this  office.  With  the  present  mine  development  and  equipment 
and  full  force  of  men  this  mine  is  capable  of  producing  225  tons  per  day. 

This  mine  was  reported  last  year  as  North  Mine,  No.  443  of  the  printed 
report. 
C.  A.  CABELL,  Gen.  Mgr.  J.  T.  BALDWIN,  Mine  Boss. 

CABIN  CREEK  CONSOLIDATED   COAL   CO. 
Series  No.  654.     Ruby  Mine. — This  mine  is  located  near  Decota  on  the 
Cabin   Creek   branch   of  the   C.   &j  O.   R.   R.,   and   on   Cabin   creek;    is  a 
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drift  opening  operating  the  Coalburg  coal  on  the  double  entry  system. 
The  ventilation  produced  by  a  furnace  is  only  fair,  but  it  is  the  inten- 
tion of  the  company  to  install  a  fan  as  soon  as  a  new  opening  is  com- 
plete. In  some  parts  of  the  mine  the  roof  is  bad,  which  requires  very 
careful  timbering.  Drainage  is  fair.  The  law  is  fully  complied  with  re- 
garding oil,  powder,  rules,  stretchers,  safety  lamps  and  anemometer.  The 
second  opening  to  this  mine  meets  all  the  requirements  of  the  law.  A 
map  showing  the  workings  of  this  mine  dated  December  26,  1907,  has 
been  furnished  this  office.  With  the  present  mine  development  and  equip- 
ment and  a  full  force  of  men  this  mine  is  capable  of  producing  250  tons 
per  day. 

This  mine  was  reported  last  year  as  Ruby  Mine,  No.  459  of  the  printed 
report. 

A.  P.  SHERER,  Supt.  JOHN  PETTY,  Mine  Boss. 

IRA  F\  DAVIS,  Gen.  Mgr. 

WEST  VIRGINIA   COLLIERY  CO. 

Series  No.  655.  No.  1  Mine. — This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a  drift  opening 
operating  the  No.  2  Gas  coal  on  the  double  entry  system.  The  ventilation 
produced  by  a  ten-foot  Stine  fan  is  fairly  good.  The  roof  is  fair;  drainage 
good.  The  law  is  fully  complied  with  regarding  oil,  powder,  stretchers, 
rules,  safety  lamps  and  anemometer.  The  second  opening  to  this  mine 
meets  all  the  requirements  of  the  law.  A  map  showing  the  workings  of 
this  mine  dated  June,  1908,  has  been  furnished  this  office.  With  the 
present  mine  development  and  equipment  and  full  force  of  men  this  mine 
is  capable  of  producing  850  tons  per  day. 

This  mine  was  reported  last  year  as  West  Virginia  Mine  No.  1,  No.  449 
of  the  printed  report. 

K.  D.   QUARRIER,  Supt.  GEO.   BUCKLEY,  Mine-  Boss. 

C.  A.  CABELL,  Gen.  Mgr. 

CABIN  CREEK  CONSOLIDATED  COAL  CO. 

Series  No.  656.  United  Gas  Mine. — This  mine  is  located  on  .the  Cabin 
Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a  drift  open- 
ing operating  the  No.  2  Gas  coal  on  the  double  entry  system.  The  ven- 
tilation produced  by  an,  eight-foot  Thayer  fan  and  a  furnace  is  fairly 
good.  The  roof  is  very  bad  and  dangerous  and  requires  very  careful 
timbering  to  make  it  safe.  Drainage  is  only  fair.  The  law  is  fully  com- 
plied with  regarding  oil,  powder,  rules,  stretchers,  safety  lamps  and  ane- 
mometer. The  second  opening  to  this  mine  meets  all  the  requirements  of 
the  law.  A  map  showing  the  workings  of  this  mine  dated  December  27, 
1907,  has  been  furnis"hed  this  office.  With  the  present  mine  development 
and  equipment  and  full  force  of  men  this  mine  is  capable  of  producing 
700   tons  per   day. 

This  mine  was  reported  last  year  as  United  Gas  Mine,  No.  470  of  the 
printed  report. 

A.  P.  SHERER,  Supt.  G.  L.  MORAN,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 
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Series  No.  657.  United  Splint  Mine. — This  mine  is  located  on  the 
Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a 
drift  opening  operating  the  Coalburg  coal  on  the  double  entry  system. 
The  ventilation  produced  by  a  furnace  is  fair.  Roof  is  good,  except  a 
thin  draw  slate.  Drainage  is  good.  The  law  is  fully  complied  with  re- 
garding oil,  powder,  rules,  stretchers,  safety  lamps  and  anemometer.  The 
second  opening  to  this  mine  meets  all  the  requirements  of  the  law.  A 
map  showing  the  workings  of  this  mine  dated  December  26,  1907,  has 
been  furnished  this  office.  With  the  present  mine  development  and 
equipment  and  full  force  of  men  this  mine  is  capable  of  producing  250 
tons  per  day. 

This  mine  was  reported  last  year  as  United  Splint  Mine,  No.  471  of 
the  printed  report. 

A.    P.    SHERER,    Sept.  D.    S.   HOLMES,   Mine   Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

WEST  VIRGINIA  COLLIERY  CO. 

Series  No.  658.  No.  2  Mine. — This  mine  is  located  on  the  Cabin 
Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a  drift  open- 
ing operating  the  No.  2  Gas  coal  on  the  double  entry  system.  Only  a 
few  men  have  been  employed  inside  this  mine  during  the  past  year  and 
the  ventilation  produced  by  natural  causes  has  been  fair.  The  roof  is 
bad  and  dangerous  and  requires  careful  timbering  to  make  it  safe. 
Drainage  is  fair.  The  law  is  fully  complied  with  regarding  oil,  powder, 
rules,  stretchers,  safety  lamps  and  anemometer.  The  second  opening  to 
this  mine  meets  all  the  requirements  of  the  law.  A  map  showing  the 
workings  of  this  mine  dated  June,  1908,  has  been  furnished  this  office. 
With  the  present  mine  development  and  equipment  and  full  force  of  men 
this  mine  is  capable  of  producing  150  tons  per  day. 

This  mine  was  reported  last  year  as  West  Virginia  No.  2  Mine,  No. 
450  of  the  printed  report. 

K.  D.  QUARRIER,  Supt.  J.  C.  SMITH,  Mine  Boss. 

C.  A.   CABELL,  Gen.  Mgr. 

Series  No.  659.  No.  3  Mine. — This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a  drift  opening 
operating  the  Coalburg  coal  on  the  double  entry  system.  The  ventilation 
produced  by  natural  causes  has  always  been  found  fairly  good.  Roof  is 
good;  drainage  good.  The  law  is  fully  complied  with  regarding  oil,  rules, 
powder,  stretchers,  safety  lamps  and  anemometer.  This  mine  consists  of 
several  openings,  which  comply  with  the  law.  A  map  showing  the  work- 
ings of  this  mine  dated  June,  1908,  has  been  furnished  this  office.  With 
the  present  mine  development  and  equipment  and  full  force  of  men  this 
mine  is  capable  of  producing  350  tons  per  day. 

This  mine  was  reported  last  year  as  West  Virginia  No.  3  Mine,  No.  451 
of  the  printed  report. 

K.  D.  QUARRIER,  Supt.  C.  L.  PETTY,  Mine  Boss. 

C.  A.   CABELL,  Gen.  Mgr. 
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Series  No.  660.  No.  4  Mine. — This  mine  is  located  on  the  Cabin  Creek 
Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a  drift  open- 
ing operating  the  No.  2  Gas  coal  on  the  double  entry  system.  The  ven- 
tilation produced  by  three  temporary  furnaces  is  only  fair,  but  the  man- 
agement has  promised  to  install  two  fans  as  soon  as  openings  are  broken 
together.  In  some  parts  of  the  mine  the  roof  is  bad  and  requires  careful 
timbering  to  make  it  safe.  Drainage  is  only  fair.  The  law  is  fully  com- 
plied with  regarding  oil,  powder,  stretchers,  safety  lamps,  rules  and  ane- 
mometer. .  This  mine  consists  of  several  openings,  which  comply  with 
the  law.  A  map  showing  the  workings  of  this  mine  dated  June,  190S: 
has  been  furnished  this  office.  With  the  present  mine  development  and 
equipment  and  full  force  of  men  this  mine  is  capable  of  producing  300 
tons  per  day. 

This  mine  was  reported  last  year  as  West  Virginia  Mine  No.  4,  No.  452 
of  the  printed  report. 

K.  D.  QUARRIER,  Supt.  ROBERT  WALKER,  Mine  Boss. 

C.  A.   CABELL,  Gen.  Mgr. 

CABIN  CREEK  CONSOLIDATED  COAL  CO. 

Series  No.  661.  Belleclare  Mine.— This  mine  is  located  at  Decota  on 
the  Cabin  Creek  branch  of  the  C.  &  0.  R.  R.,  and  on  Cabin  creek;  is  a 
drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
The  ventilation  produced  by  three  and  eight-foot  Thayer  fans  and  one 
furnace  is  fair.  The  roof  is  good;  drainage  good.  The  law  is  fully  com- 
plied with  regarding  oil,  powder,  rules,  stretchers,  safety  lamps  and  ane- 
mometer. The  second  opening  to  this  mine  meets  all  the  requirements 
of  the  law.  Some  parts  of  the  old  mine  are  very  dry  and  dusty,  which 
necessitates  watering  to  allay  the  dust.  A  map  showing  the  workings  of 
this  mine  dated  December  26,  1907,  has  been  furnished  this  office.  With 
the  present  mine  development  and  equipment  and  full  force  of  men  this 
mine  is  capable  of  producing  300  tons  per  day. 

This  mine  was  reported  last  year  as  Belleclare  Mine,  No.  458  of  the 
printed  report. 

A.   P.   SHERER,   Supt.  JOE  FILKINS,  Mine  Boss. 

IRA  F.  DAVIS,  Gen.  Mgr. 

CARBON  COAL  CO. 

Series  No.  662.  South  Mine. — This  mine  is  located  near  Decota  on 
the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a 
drift  opening  operating  the  No.  2  Gas  coal  on  the  double  entry  system. 
The  ventilation  produced  by  three  seven-foot  Stine  fans  is  fairly  good. 
In  some  parts  of  the  mine  the  roof  is  not  good  and  requires  very  careful 
timbering  to  make  it  safe.  Drainage  is  good.  The  law  is  fully  complied 
with  regarding  oil,  powder,  stretchers,  safety  lamps,  rules  and  anemom- 
eter. The  second  opening  to  this  mine  meets  all  the  requirements  of  the 
law.  Some  parts  of  this  mine  are  very  dry  and  dusty,  which  necessitates 
watering  to  allay  the  dust.  A  map  showing  the  workings  of  this  mine 
dated  June,  1908,  has  been  furnished  this  office.     With  the  present  mine 
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development  and  equipment,  and  full  force  of  men  this  mine  is  capable 
of  producing  700  tons  per  day. 

This  mine  was  reported  last  year  as  South  Mine,  No.  444  of  the  printed 
report. 
C.  A.  CABELL,  Gen.  Mgr.  LEE  JENKINS,  Mine  Boss. 

Series  No.  663.  No.  5  or  Splint  Mine. — This  mine  is  located  near  Decota 
on  the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a 
drift  opening  operating  the  Coalburg  coal  on  the  double  entry  system. 
The  ventilation  produced  by  an  eight-foot  Thayer  fan  is  good.  Roof  is 
good  except  a  draw  slate  about  three  inches  thick,  which  generally  comes 
down  with  the  coal.  Drainage  is  good.  The  law  is  fully  complied  with 
regarding  oil,  powder,  rules,  stretchers,  safety  lamps  and  anemometer. 
The  second  opening  to  this  mine  meets  all  the  requirements  of  the  law. 
A  map  showing  the  workings  of  this  mine  dated  June,  1908,  has  been 
furnished  this  office.  Some  parts  of  this  mine  are  very  dry  and  dusty 
in  the  winter  season  of  the  year,  which  necessitates  watering  to  allay 
the  dust.  "With  the  present  mine  development  and  equipment  and  "full 
force  of  men  this  mine  is  capable  of  producing  400  tons  per  day. 

This  mine  was  reported  last  year  as  No.  3  Mine,  No.  445  of  the  printed 
report. 
C.  A.  CABELL,  Gen.  Mgr.  LEE  JENKINS,  Mine  Boss. 

REPUBLIC   COAL    CO. 

Series  No.  664.  No.  1  Mine. — This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a  drift  opening 
operating  the  No.  2  Gas  coal  on  the  double  entry  system.  Owing  to  the 
bad  condition  of  the  doors  and  stoppings,  and  fan  being  inside  the  mine, 
the  ventilation  produced  by  a  seven-foot  Stine  fan  is  not  good,  but  the 
management  has  promised  to  have  the  fan  changed  and  the  stoppings 
repaired.  The  roof  is  very  bad  and  requires  careful  timbering  to  make 
it  safe.  Drainage  is  good,  and  some  parts  of  the  mine  are  very  dry  and 
dusty,  which  necessitates  watering  to  allay  the  dust.  The  law  is  fully 
complied  with  regarding  oil,  powder,  rules,  stretchers,  safety  lamps  and 
anemometer.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law.  A  map  showing  the  workings  of  this  mine  dated  June, 
1908,  has  been  furnished  this  office.  With  the  present  mine  development 
and  equipment  and  full  force  of  men  this  mine  is  capable  of  producing 
400  tons  per  day. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  446  of  the  printed 
report. 

JOHN  C.  GILMOURE,  Supt.  CABELL  PIERCE,  Mine  Boss. 

C.  A.   CABELL,  Gen.  Mgr. 

Series  No.  665.  No.  2  Mine. — This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a  drift  opening 
operating  the  No.  2  Gas  coal  on  the  double  entry  system.  Owing  to  the 
bad  condition  of  doors  and  stoppings,  and  fan  set  inside  the  mine,  the 
ventilation  produced  by  a  seven-foot  Stine  fan  is  not  good,  but  the  man- 
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agement  has  promised  to  have  .the  fan  changed  and  stoppings  and  doors 
repaired.  Roof  is  good.  Drainage  is  good  and  some  parts  of  the  mine 
are  very  dry  and  dusty,  which  necessitates  watering  to  allay  the  dust. 
The  law  is  fully  complied  with  regarding  oil,  powder,  rules,  stretchers, 
safety  lamps  and  anemometer.  The  second  opening  to  this  mine  meets 
all  the  requirements  of  the  law.  A  map  showing  the  workings  of  this 
mine  dated  June,  1908,  has  been  furnished  this  office.  With  the  present 
mine  development  and  equipment  and  full  force  of  men  this  mine  is  capa- 
ble of  producing  350  tons  per  day. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  447  of  the  printed 
report. 

JOHN  C.  GILMOURE,   Supt.  OWEN  MEADOWS,  Mine  Boss. 

C.   A.   CABELL,   Gen.   Mgr. 

.  Series  No.  666.  No.  3  Mine. — This  mine  is  located  on  the  Cabin  Creek 
branch  of  the  C.  &  O.  R.  R.,  and  on  Cabin  creek;  is  a  drift  opening 
operating  the  No.  2  Gas  coal  on  the  double  entry  system.  The  ventilation 
produced  by  a  seven-foot  Stine  fan  is  good.  Roof  is  good;  drainage  good 
and  in  some  parts  of  the  mine  it  is  dry  and  very  dusty  during  the  win- 
ter season,  which  necessitates  watering  to  allay  the  dust.  The  law  is 
fully  complied  with  regarding  oil,  powder,  rules,  stretchers,  safety  lamps 
and  anemometer.  The  second  opening  to  this  mine  meets  all  the  require- 
ments of  the  law.  A  map  showing  the  workings  of  this  mine  dated  June, 
1908,  has  been  furnished  this  office.  With  the  present  mine  development 
and  equipment  and  full  force  of  men  this  mine  is  capable  of  producing 
300  tons  per  day. 

This  mine  was  reported  last  year  as  Republic  No.  3  Mine,  No.  448  of 
the  printed  report. 

JOHN   C.   GILMOURE,    Supt.  J.   L.   WINKLER,   Mine   Boss. 

C.  A.   CABELL,  Gen.  Mgr. 

RALEIGH   COUNTY. 
BIG  COAL  CO. 

Series  No.  667.  Dorothy  Mine. — This  mine  is  located  on  the  Coal  River 
extension  of  the  Cabin  Creek  branch  of  the  C.  &  O.  R.  R.,  and  Coal  river; 
is  a  drift  opening  operating  the  Coalburg  coal  on  the  double  and  triple  en- 
try systems.  The  ventilation  produced  by  a  ten-foot  Jeffrey  fan  is  good. 
The  roof  is  good;  drainage  good.  The  law  is  fully  complied  with  regarding 
oil,  rules,  powder,  stretchers,  safety  lamps  and  anemometer.  The  second 
opening  to  this  mine  meets  all  the  requirements  of  the  law.  A  map 
showing  the  workings  of  this  mine  dated  July  1,  1908,  has  been  furnished 
this  office.  With  the  present  mine  development  and  equipment  and  full 
force  of  men  this  mine  is  capable  of  producing  600  tons  per  day. 

This   mine   was   reported   last   year   as   Dorothy   Mine,   No.    531   of   the 
printed  report. 
CHARLES  E.  SANDBERG,  Supt.  CHARLES  E.  FOSTER,  Mine  Boss. 
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SEVENTH    DISTRICT. 


GENERAL    SUMMARY    OF    THE    SEVENTH   MINING    DISTRICT    FOR 
THE  YEAR  ENDING  JUNE  30TH,  1908. 
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Office  of  the  Seventh  District  Mine  Inspector, 

Charleston,  W.  Va.,  Sept.  26th,  1908. 

Hox.  James  W.  Paul, 

Chief  of  the  Department  of  Mines, 
Charleston,  West  Virginia. 

Dear  Sir:— In  compliance  with  section  3  of  the  Mining  Law  I  herewith 
respectfully  submit  to  you  my  annual  report  as  Inspector  of  the  Seventh 
Mining  District  of  West  Virginia  for  the  year  ending  June  30th,  1908. 

The  first  seven  months  of  this  fiscal  year  was  spent  in  charge  of  Dis- 
trict No.  11  having  been  transferred  to  the  Seventh  District  on  February 
1st,  1908,  I  will  confine  my  report  in  detail  (as  to  the  conditions  of  the 
Mines)   to  the  Seventh  District. 

Seventy-three  mines  are  included  in  the  Seventh  District  divided  in  the 
•different  counties  as  follows: 

Kanawha  county,  27. 

Fayette  county,  36. 

Nicholas  county,  9. 

Clay  county,  1. 

Since  the  printing  of  the  last  annual  report,  the  following  seven  mines 
■are  found  to  have  been  abandoned;  which  are  not  included  in  the  above 
number. 

Klondike  Mine. 

No.  6  Mine  and 

Lewiston  or  Blue  Hole  Mine  at  Coalburg,  operated  by  Coalburg-Kanawha 
Coal  Co. 
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Black  Cat  Mine  in  the  Lewiston  seam  at  Crown  Hill  operated  by  South- 
western Splint  Fuel  Co. 

Lewiston  Mine  and  Belmont  Mine  of  Winifrede  Coal  Co.,  formerly  Bel- 
mont Coal  Co.,  at  Crown  Hill,  and 

St.  Clair  No.  2  Mine  of  St.  Clair  Colliery  Co.,  at  Eagle. 

Twelve  Mines  have  been  closed  down  during  the  last  half  of  the  fiscal 
year.  Only  two  new  mines  have  been  opened  since  the  printing  of  last 
year's  report:  Herberton  Mine,  at  Herberton  on  the  Virginia  Railway,  and 
Columbia  No.  5  Mine  at  Kimberly  on  Armstrong  Creek. 

During  the  last  half  of  the  fiscal  year  five  fans  have  been  constructed, 
as  was  recommended  at  the  time  of  inspection.  At  Grose  No.  1  Mine 
on  Paint  Creek,  Hendley  No.  3  Mine  at  Handley,  Eureka  No.  14  on  Morris 
Creek,  Carver  Bros.  No.  3  Mine  at  Eagle  and  Gamoca  No.  2  Mine  at  Ga- 
moca. 

Fans  at  several  other  mines  have  been  recommended,  and  assurances 
have  been  received  that  the  same  will  be  constructed. 

The  principal  improvements  having  been  made  in  the  Seventh  Dis- 
trict consists  of  improvement  in  ventilation,  such  as  building  stoppings, 
opening  air-ways,  better  drainage,  the  making  of  break-throughs  between 
rooms,  and   efforts   to  eradicate  solid   shooting. 

A  record  has  been  kept  of  127  inspections  having  been  made,  and  26 
important  visits  having  been  made  to  the  mines. 

Many  other  visits  were  made  for  miscellaneous  purposes  of  which  no 
record  was  kept.  During  the  year  about  five  full  weeks  was  spent  at  the 
Monongah  Mine  disaster  in  the  northern  part  of  the  state. 

Considerable  time  was  also  taken  up  with  the  Mining  Legislative  In- 
vestigating Committee.  The  mines  in  the  Seventh  District  have  worked 
so  very  poor,  during  the  last  half  of  the  fiscal  year  that,  as  many  visits 
was  made  when  the  mines  was  found  idle  and  when  no  inspection  could 
be  made;  as  the  number  of  visits  made  when  it  was  possible  to  make 
inspections. 

During  my  work  in  the  11th  District,  over  30  prosecutions  was  had  for 
violation  of  the  "Oil"  provision  of  the  law  and  for  taking  excessive  quan- 
tities of  powder  into  the  mines.  Convictions  were  had  in  all  cases  against 
miners  and  mine  laborers,  but  no  conviction  was  had  in  any  prosecution 
against  mine  bosses  or  employes  connected  with  the  company. 

In  the  Seventh  District  only  two  prosecutions  were  had,  one  for  neglect 
to  provide  a  mine  bosses'  record  book;  and  one  for  operating  a  mine 
without  ventilation,  or  having  the  fan  in  operation;  and,  failure  to  pro- 
vide stretcher  and  blankets.  Conviction  was  had  in  each  case;  a  fine 
was  paid  in  the  former  case,  the  latter  being  appealed  to  court. 

The  only  handicap  that  I  encountered  during  the  year  on  account  of 
"weakness  in  the  law,"  was  in  the  11th  district,  in  the  enforcement  of 
Section  24  relative  to  the  use  of  steam  locomotives  inside  the  mines. 

I  consider  section  24  of  the  mining  law  very  weak. 

As  to  being  handicapped  through  "inability  to  secure  prosecutions  of 
violations  of  the  law  in  court  proceedings"  the  case  against  the  Turkey  Gap 
Coal  &  Coke  Co.  in  the  11th  District  can  be  mentioned. 
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After  prosecution  was  entered  against  said  company  for  violation  of  sec- 
tion 24,  the  circuit  court  issued  a  writ  prohibiting  the  magistrate  from 
hearing  the  case,  on  the  ground  of  lack  of  jurisdiction;  and  setting  the 
time  of  hearing  on  the  writ,  several  months  in  the  future. 

At  the  suggestion  of  the  Judge  of  the  Circuit  Court  a  second  prosecution 
was  again  entered  before  Mayor  Epling  of  Keystone. 

Conclusive  evidence  was  offered  by  three  District  Inspectors  showing 
the  injurious  effects  of  the  steam  locomotives  in  said  mine. 

The  Magistrate's  Court  promptly  decided  "that  there  was  no  violation 
of  the  law.  It  was  afterwards  learned  that  the  Magistrate  before  hearing 
the  case,  had  visited  said  mine  in  company  with  the  Superintendent  and 
"observed  no  ill  effects"  without  having  asked  for  any  representative  of 
the  mining  department  to  be  present  at  the  time  of  his  visit  to  said 
mine. 

"To  strengthen  the  present  law  by  amendments,"  I  would  suggest  that 
Section  5  be  amended  so  that  mine  maps  will  show  any  old,  or  new 
workings  of  any  adjoining  mines  of  any  other  company  when  approached 
within  a  stated  distance,  say  1,000  feet.  And  that  all  companies  be  re- 
quired to  furnish  such  information  to  that  company  whose  property  is 
being  approached. 

That  Section  6  be  repealed  entirely;  and  that  a  provision  be  substituted 
providing  for  prosecution  and  fine  for  failure  to  furnish  maps,  or-  to  make 
corrections,  after  due  notice  has  been  given. 

That  Section  11  be  amended  so  as  to  give  authority  to  district  inspectors 
to  stop  any  working  place  where  the  amount  of  ventilation  does  not  obtain 
as  required  by  said  section.  . 

That  Section  13  be  amended  so  as  to  provide  for  the  employment  of  a 
fire  boss  in  any  mine  where  explosive  gas  is  known  to  be  liberated  in 
any  quantity;  and  that  every  working  place  be  examined  before  the  men 
are  allowed  to  enter  therein  to  work. 

In  mines  where  black  damp  or  any  other  nature  of  gas,  or  gases,  other 
than  explosive  gas,  is  known  to  exist  the  same  shall  be  examined  before 
men  are  allowed  to  enter  for  the  purpose  of  working  therein. 

That  Section  15  be  amended  so  as  to  provide  that  all  breakthroughs 
be  kept  reasonably  clear  of  obstructions   (for  the  passage  of  air). 

And  that,  in  addition  to  the  miners  being  privileged  to  request  timber, 
that  the  mine  boss  be  required  to  keep  each  working  place  supplied  with 
a  minimum  number  of  posts  and  caps.  That  the  mine  boss  be  required 
to  forward  to  the  district  inspector  a  copy  of  the  notice  required  to  be 
given  his  employer  in  case  of  any  inability  to  comply  with  the  mining 
laws. 

Section  16  undoubtedly  was  intended  to  protect  life  and  health  in  the 
mines,  by  giving  the  chief  of  the  department  authority  to  close  a  mine 
when  in  his  judgment  the  conditions  so  justify.  Experience  has  proven 
that  a  coal  company  has  the  advantage  over  the  department,  in  furnish- 
ing a  preponderance  of  evidence  to  the  Court,  that  their  mine  should 
nojt  be  closed.  I  would  recommend  that  the  law  be  so  amended,  as  to 
give  the  department  equal  opportunity;   and  also  to  preserve  to  the  coal 
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companies  ample  opportunity  against  any  error  of  judgment  on  the  part 
of  mine  inspectors. 

I  would  recommend  that  Section  24  relative  to  the  use  of  steam  loco- 
motives in  mines  be  made  more  definite. 

I  believe  the  oil  regulations  of  the  mining  law  should  be  revised.  I  am 
convinced  that  oils  for  which  the  miners  are  required  to  pay  a  high  price, 
and  which  does  withstand  the  hydrometer  test,  produce  as  much  smoke  as 
much  cheaper  oils  do. 

T  would  recommend  a  section  to  the  laws,  providing  the  privilege  for 
representatives  of  the  employes  to  accompany  an  inspector  throughout 
the  mine,  and  that  the  inspector  shall  extend  to  such  representative  such 
an  invitation. 

So  far  I  have  not  yet  experienced  that  any  sections  of  the  law  are 
impractical. 

As  to  requiring  the  employment  of  shot  firers,  where  there  is  danger 
of  solid  shooting  or  blown  out  shots,  I  consider  the  employment  of  shot 
firers;  and  that  all  shots  be  fired  when  all  other  men  are  out  of  the  mine 
to  be  the  most  safe  method.  Unless  a  nameless  explosive  is  found  that 
will  be  satisfactory  for  the  blasting  of  coal,  and  in  which  the  danger  of 
igniting  coal  dust  is  eradicated. 

As  to  requiring  mine  foremen  to  undergo  an  examination  as  to  their 
competency:  if  there  would  be  no  other  question  involved  except  solely 
the  question  of  competency,  then  undoubtedly  I  would  favor  that  not  only 
should  mine  foremen  undergo  an  examination  but  it  should  be  equally 
necessary  that  mine  superintendents  should  undergo  an  examination.  Be- 
cause very  frequently  the  competency  of  mine  foremen  is  entirely  de- 
stroyed by  the  incompetency  of  the  superintendent  as  far  as  the  safety  of 
the  mine  is  concerned. 

If  it  be  well  that  mine  foremen  and  superintendents  undergo  an  exam- 
ination then  it  seems  to  me  that  mine  inspectors  should  also  undergo  an 
examination. 

The  safety  of  the  lives  of  men  in  mines  (especially  shaft  mines)  to  a 
great  extent  is  dependent  upon  the  competency  of  engineers  and  firemen, 
and  likewise  they,  too,  should  undergo  an  examination. 

But  the  competency  of  men  in  charge  of  mines  is  not  the  only  question 
involved.  Recompense  to  the  injured,  and  those  left  dependent  in  case 
of  fatal  accident,  in  my  judgment,  is  equally  as  important  and  worthy  of 
consideration. 

So  long  as  (according  to  decisions  of  courts)  employers  are  relieved 
of  responsibility  in  case  of  accidents,  when  the  men  in  charge  are  re- 
quired to  undergo  an  examination,  I  could  not  conscienciously  favor  a 
law  requiring  examinations  of  mine  managers. 

The  proper,  fair  and  strict  enforcement  of  mining  laws,  in  my  opinion, 
would  require  the  employment  of  competent  mine  managers. 

A  mine  foreman  who  does  make  conditions  in  a  mine  in  accordance 
with  the  mining  laws,  in  my  judgment,  is  fully  competent. 

The  mere  fact  of  a  mine  foreman  having  passed  an  examination  does 
not  cause  him  to  do  his  duty  or  to  obey  the  provisions  of  the  laws.     The 
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placing  of  the  proper  responsibility  upon  the  owners  or  operators  of 
mines,  and  the  strict  .and  full  enforcement  .of  the  laws,  in  my  judgment, 
will  do  more  to  cause  the  employment  of  competent  mine  managers  than 
the  enactment  of  any  additional  laws. 

As  to  prevention  of  accidents  on  inclines,  I  can  only  suggest  that  sep- 
arate or  special  means  be  provided  for  the  transportation  of  men  up  and 
down  the  inclines,  such  as  an  extra  rope,  special  cars,  couplings  and 
equipment  for  the  purpose. 

As  to  having  co-operation  from  the  miners  in  giving  them  the  protection 
the  law  contemplates,  I  regret  to  say  that  the  great  majority  of  the  miners 
do  not  give  the  co-operation  that  their  own  welfare  would  suggest.  And 
to  the  contrary,  many  miners  not  only  neglect  to  obey  the  laws  in  some 
respects,  but  entertain  enthusiasm  in  violating  sections  of  the  laws,  and, 
frequently  provide  the  means  by  which  it  becomes  impossible  to  enforce 
the  law  upon  the  operator.  However,  it  should  be  said,  (in  justice  to  the 
miners),  that  the  men  in  charge  of  mines  and  the  operators  to  a  great  ex- 
tent are  responsible  for  the  action  of  the  miners,  and  are  more  to  blame 
for  these  facts  than  the  miners. 

As  to  whether  the  operators  are  inclined  to  co-operate  in  the  enforce- 
ment of  the  laws,  many  operators  fully  observe  the  laws,  and  are  willing 
to  comply  when  attention  is  called  to  neglect  or  oversight  of  the  pro- 
visions of  the  laws.  But  the  general  practice  is  among  some  operators 
to  make  promises,  but  constant  and  persistent  effort  is  required  to  have 
the  promises  fulfilled. 

As  to  important  particulars  in  which  I  have  been  unable  to  have  a 
compliance  with  the  law,  I  have  been  unable  to  have  the  regulations  of 
the  mining  department  complied   with   regarding  solid   shooting. 

As  to  the  use  of  nameless  explosives,  the  operators  contend  that  it  is 
unsatisfactory  and  the  miners  refuse  to  use  it. 

The  general  contention  of  the  miners  against  the  use  of  flameless  ex- 
plosives is  the  question  of  cost,  and  to  some  extent  that  it  is  not  satis- 
factory. 

Many  operators  contend  that  they  do  not  have  any  solid  shooting  be- 
cause notices  are  posted  prohibiting  solid  shooting,  and  some  mining  is 
done,  and  in  such  cases  the  shooting  is  called  "shooting  over  a  heel." 

This  contention  is  shared  by  the  miners. 

However,  the  facts  are  that  the  holes  are  drilled  far  beyond  the  depth 
of  the  mining,  and  on  the  sides  far  into  the  rib,  to  such  an  extent  that, 
in  my  judgment,  the  danger  is  not  lessened  any  more  than  if  no  mining 
was  done. 

I  have  also  been  unable  so  far,  to  have  a  compliance  with  the  laws,  in 
some  old  mines  that  have  become  very  dilapidated,  as  to  ventilation,  tim- 
bering and  loose  top. 

As  to  instances  where  prosecutions  were  brought  for  violations  and 
which  were  unsuccessful,  as  hereinbefore  mentioned,  in  the  11th  district 
and  prosecution  against  any  person,  or  persons,  connected  with  mine  man- 
agement was  unsuccessful. 
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As  to  whether  the  present  law  is  sufficient  to  meet  all  the  conditions 
in  the  seventh  district,  and  if  it  is  fully  observed  by  the  operators  and 
miners,  the  present  laws  do  not  provide  against  the  dangers  of  riding  on 
inclines,  and  does  not  bear  upon  the  question  of  equipment  for  a  fan  that 
is  run  by  electric  power.  The  laws  are  not  fully  observed  by  either 
miners  or  operators. 

I  do  not  consider  that  the  number  of  mines  in  the  seventh  district  in- 
terferes with  the  rendering  of  the  most  efficient  service. 

As  to  whether  clerical  work  takes  up  too  much  of  my  time,  will  say 
that  the  amount  of  clerical  work  should  either  be  reduced  or  the  facilities 
for  doing  such  work  should  be  increased. 

As  to  what  improvement  may  be  made  in  the  law  regarding  the  lib- 
eration of  gas  in  dangerous  quantity,  the  same  question  is  involved  as 
hereinbefore  mentioned  in  regard  to  the  authority  of  the  chief  of  the  de- 
partment to  close  a  mine. 

It  is  a  question  of  difference  of  judgment  between  mine  inspectors 
and  the  company  involved,  and  the  company  has  the  advantage  to  submit 
to  a  court  a  preponderance  of  evidence  in  support  of  their  contention. 

I  might  suggest  that  a  commission  of  say  three  competent  mining  men 
selected  by  some  impartial  method  should  decide  if  a  mine  is  liberating 
gas  in  dangerous  quantities  whenever  an  operator  may  see  fit  to  appeal 
from  the  action  of  the  chief  of  the  department. 

As  to  what  character  of  accidents  predominate  in  the  seventh  district, 
will  say  that  accidents  by  fall  of  roof  and  coal  predominate. 

I  am  of  the  opinion  that  shooting  from  the  solid,  improperly  placed 
shots  and  excessive  charges  of  explosives,  under  certain  character  of 
roof,  does  cause  unnecessary  loosening  of  the  roof,  and  that  accidents 
occur  thereby  that  would  not  occur  if  the  coal  was  properly  mined  and 
properly  blasted. 

I  wish  to  call  attention  to  what  I'  firmly  believe  is  the  most  important 
matter  in  connection  with  the  administration  of  the  mining  laws,  and 
which  should  receive  the  most  earnest  consideration  of  all  concerned. 
The  strict  enforcement  of  whatever  mining  laws  we  have  is  paramount  to 
any  question  of  improvement  or  amendment  that  could  be  made  to  the 
mining  laws.  There  is  a  difficulty  existing  at  times  in  the  way  of  enforce- 
ment of  the  laws  that  should  never  exi-^t. 

I  regret  to  have  it  to  report  that  during  the  last  year  I  experienced  the 
fact  that  there  are  coal  operators  who  will  endeavor  to  have  a  district 
inspector  removed  from  office  rather  than  obey  the  mining  laws,  or  carry 
out  the  recommendations  made  by  the  inspector. 

Unless  the  district  inspector  has  the  oppoitunity  to  feel  that  he  will  be 
fully  supported  and  protected  in  his  just  efforts  to  enforce  the  laws,  we 
can  readily  understand  what  the  result  might  be. 

This  cannot  be  accomplished  by  legislation,  but  rests  with  those  who 
may  be  in  superior  authority  and  power. 

I  believe  that  coal  operators  have  now  and  always  will  have  ample 
means  to  resist  any  unreasonableness  or  unfairness  that  may  exist  upon 
the  part  of  a  district  inspector. 
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It  should  also  be  recognized  that  it  is  equally  important  that  a  district 
inspector  should  do  his  full  duty,  and  if  failing  to  have  the  mining  laws 
fully  observed,  the(  responsibility  for  such  failure  should  be  properly 
placed,  and  the  circumstances  should  be  made  a  matter  of  public  record 
and  public  knowledge. 

Some  mines  which  are  now  included  in  the  seventh  district,  which 
were  included  in  the  fifth  district  prior  to  July  1,  1907,  have  conditions 
obtaining  therein,  that  prove  conclusively  that  the  district  inspectors 
prior  to  that  time  failed  to  have  the  mining  laws  observed  in  said  mines. 

There  is  no  record  to  show  that  the  proper  effort  was  made  by  the 
district  inspectors  to  have  the  laws  complied  with,  hence  it  remains  to 
be  construed  that  the  district  inspectors  in  such  case  neglected  to  perform 
their  duty.     This  fact  has  given  no  end  of  trouble. 

When  operators  of  said  mines  are  requested  to  make  the  necessary  im- 
provements they  feel  that  they  are  being  unfairly  dealt  with,  as  they 
themselves  have  stated  that  "no  other  inspector  ever  found  fault  with 
their  mines." 

It  has  been  exceedingly  difficult/  and,  in  some  cases,  impossible  to  have 
the  operator  to  understand  that  regardless  of  what  other  inspectors  may 
have  done  that  it  is  a  matter  of  duty  that  the  improvements  necessary 
must  be  insisted  upon.  I  am  glad  to  say,  however,  that  this  is  the  ex- 
ception. The  great  majority  of  operators  take  kindly  to  the  administra- 
tion of  the  laws,  and  readily  make  compliance  when  requested. 

In  conclusion,  I  am  very  well  pleased  with  the  progress  made  during 
the  last  year,  and  the  cordial  treatment  met  with  by  both  miners  and 
operators  generally.  I  thank  you  for  all  the  courteous  treatment  and 
assistance   received. 

Very  respectfully  yours, 

William  Warner, 
Mine  Inspector,  Seventh  District. 


CONDITION  OF  THE  MINES  IN  THE  SEVENTH  DISTRICT. 

The  last  two  series  numbers  indicate  the  Inspector's  number  of  the 
mine,  while  the  number  or  numbers  preceding  them  indicate  the  number 
of  the  district  in  which  the  mine  is  located,  viz,  714  indicates  the  seventh 
district  and   number  14  mine. 

KANAWHA  COUNTY. 

COALBURG-KANAWHA  COAL   CO. 

P.    O.,    COALBURG,    W.    VA. 

Series  No.  702.  ATo.  7/  Mine. — This  mine  is  located  at  Coalburg  on  the 
C.  &  O.  R.  R.,  operating  in  the  Coalburg  seam.  The  ventilation  is  pro- 
duced by  a  six-foot  Thayer  fan.  The  ventilation  is  good  on  the  entries 
but  the  air  current  is  not  carried  into  the  rooms  as  the  law  requires. 
Drainage  is  not  good.  Some  bad  roof,  but  timbering  was  good.  Break- 
throughs are  neglected  to  some  extent,  and  the  stoppings  were  not  air- 
tight.    All   the  necessary   recommendations   were  made,   that   the   condi- 
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tions  required,  and  the  management  gave  assurances  that  the  same  would 
be  carried  out. 

This  mine  was  reported  last  year  as  No.  5  Mine,  No.  474  of  the  printed 
report. 
J.  A.  WILLIS,  Supt.  JOHN  M.  BURGRAF,  Mine  Bos?. 

Series  No.  701-704.  P.  S. — The  Klondike  Mine,  No.  6  Mine  and  the 
Lewiston  or  Blue  Hole  Mine,  reported  in  last  year's  printed  report  as 
Nos.  473,  475  and  476,  having  been  operated  by  this  company,  have  not 
been  in  operation  during  this  fiscal  year. 

SOUTHWESTERN  SPLINT  FUEL  CO. 

P.    O.,    CROWN    HILL,    W.    VA. 

Series  No.  705.  Black  Cat  Mine. — Is  located  at  Crown  Hill  on  the  C. 
&  O.  R.  R.,  is  a  drift  and  incline  mine  operating  the  Coalburg  seam.  A 
seven-foot  fan  is  provided  for  ventilation.  Up  to  the  close  of  the  fiscal 
year  this  mine  has  not  been  in  operation;  up  to  that  time  no  inspection 
was  made  of  the  interior  of  the  mine,  although  several  visits  were  made. 
This  mine  was  not  reported   in  last  year's  printed  report. 

Black  Cat  Mine  reported  in  last  year's  printed  report  as  No.  481  has 
been  abandoned. 
A.  P.  BRADY,  Supt.  WM.  POFF,  Mine  Boss. 

WINIFREDE  COAL  CO. 

P.    O.,    CROWN    HILL,    W.    VA. 

Series  No.  708.  New  Coalburg  Mine. — Is  located  at  Crown  Hill  on  the 
C.  &  O.  R.  R.,  is  a  drift  and  incline  mine  operating  the  Coalburg  seam. 
An  eight-foot  fan  is  provided  for  ventilation.  This  mine  was  not  in 
operation  up  to  the  close  of  the  fiscal  year,  and  no  inspection  was  made 
up  to  that  time.  This  mine  was  not  reported  in  last  year's  printed  re- 
port. This  property  was  formerly  owned  by  the  Belmont  Coal  Co.  The 
Lewiston  Mine  and  Belmont  Mine  No.  3  reported  in  last  year's  printed 
report  as  Nos.  477  and  478  have  been  abandoned. 
J.  R.  KING,   Supt.'  WM.   CRICHTON,   Mine   Boss. 

EQUITABLE  COAL  CO. 

P.    O.,    CROWN    HILL,    W.    VA. 

Series  No.  709.  No.  8  Mine. — Is  located  at  Crown  Hill  on  the  C.  & 
O.  R.  R.,  and  is  a  drift  and  incline  mine,  operating  the  Coalburg  seam. 
The  ventilation  is  produced  by  an  eight-foot  fan  which  was  running 
very  irregular.  The  air  current  was  not  turned  into  the  rooms  and  the 
breakthroughs  were  jteglected.  There  were  no  safety  lamps  on  hand. 
A  mine  boss's  record  book  was  on  hand  but  no  air  measurements  were 
recorded  therein.  The  company  was  urged  to  arrange  so  that  the  fan 
would  have  sufficient  power  to  run  steadily,  and  all  other  necessary 
recommendations  were  made. 

This  mine  was  reported  last  year  as  No.  8  Mine,  No.  480  of  the  printed 
report. 
E.  L.  BRUER,  Supt.  JOHN  P.  HUDNALL,  Mine  Boss. 
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PAINT  CREEK  COLLIERIES  CO. 

P.   O.,    MUCKLOW,   W.   VA. 

Series  No.  710.  Seranton  Mine. — Is  located  at  Mucklow  on  the  Paint 
Creek  branch  of  the  C.  &  0.  R.  R.,  is  a  drift  and  incline  mine,  operating 
the  Coalburg  seam.  The  ventilation,  is"  produced  by  a  sixteen-foot  fan 
and  was  found  to  be  good  except  on  the  fourth  S.  E.  entry,  and  the  air 
current  was  not  turned  into  the  rooms,  because  there  was  no  canvas 
provided.  Roof  was  quite  bad  in  places,  but  the  timbering  was  good. 
The  mining  laws  are  well  observed  in  other  respects. 

This   mine  was  reported   last  year  as    Seranton   Mine,  No.   484   of   the 
printed  report. 
JOHN  A.   GREENE,    Supt.  JOHN   J,   COX,   Mine   Boss. 

Series  No.  711.  Paint  Creek  Mine. — Is  located  at  Mucklow  on  the 
Paint  Creek  branch  of  the  C.  &  O.  R.  R.,  it  is  an  incline  and  drift  mine 
operating  the  Coalburg  seam  of  coal.  The  ventilation  is  produced  by  a 
ten-foot  fan.  The  method  of  ventilation  is  good,  as  several  overcasts 
are  used;  but  the  fan  is  considered  too  small  for  the  territory  of  the 
mine,  and  the  area  space  in  front  of  the  fan  is  considered  too  small  in 
proportion  to  the  area  throughout  the  mine.  It  was  considered  that  an 
excessive  amount  of  powder  was  being  used  in  blasting,  and  it  was  found 
that  miners  had  practiced  "burning  up  the  powder  smoke"  after  shots 
were  fired.  Solid  stoppings  were  being  built  along  the  main  haulage 
road.  It  was  recommended  that  the  quantity  of  powder  used  in  blast- 
ing be  reduced,  and  that  more  overcasts  be  built,  thereby  abolishing 
trap   doors. 

This  mine  was  reported  last  year  as  Faint  Creek  Mine,  No.  485  of 
the  printed  report. 

J.  A.  GREENE,  Supt.  F.  M.  BURKE,  Mine  Boss. 

C.  W.  RODGERS,   Gen.   Supt. 

Series  No.  712.  Waeomah  Mine. — Is  located  at  Wacomah  on  the  Paint 
Creek  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine,  operating 
the  Coalburg  seam.  The  ventilation  is  produced  by  an  eight-foot  fan 
and  was  found  good  in  volume  but  was  not  carried  into  the  rooms  as 
required  by  law.  Breakthroughs  were  neglected  in  some  places.  Only 
one  safety  lamp  was  kept  on  hand  at  the  mine.  The  necessary  recom- 
mendations were  made,  and  the  management  promised  to  comply  with 
the  same  at  once. 

This  mine  was  reported  last  year  as  Wacomah  Mine,  No.  490  of  the 
printed  report. 
JOHN  A.   GREENE,   Supt.  HARRY  JOHNSON,   Mine  Boss. 

Series  No. . . .  Wacomah  No.  7  Mine. — Is  located  at  Wacomah  on  the 
Paint  Creek  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  mine,  and  the  coal 
is  handled  over  the  same  incline  as  the  Wacomah  mine,  operates  the 
Coalburg  seam  of  coal.  The  ventilation  is  produced  by  a  furnace,  but 
the  furnace  was  neglected  to  such  an  extent  that  no  ventilation  what- 
ever obtained.     A  letter  was  issued  to  the  management  of  the  company 
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requesting  that  no  men  be  allowed  to  work  in  said  mine  unless  sufficient 
ventilation   would   obtain  as   provided   by   law.     The   management   gave 
assurances  that  the  ventilation  would  be  remedied  at  once. 
This  mine  was  not  reported  in  last  year's  printed  report. 
JOHN  A.  GREENE,  Supt.  HARRY  JOHNSON,   Mine  Boss. 

Series  No.  713.  Banner  No.  1  Mine. — Is  located  at  Wacomah  on  the 
Paint  Creek  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine, 
operating  the  Coalburg  seam.  The  ventilation  is  produced  by  an  eight- 
foot  fan  and  was  found  to  be  good,  and  well  distributed.  Only  one 
safety  lamp  was  found  on  hand.  Solid  stoppings  are  built  along  the 
main  entry,  and  the  mining  laws  are  well  observed  in  all  other  respects. 

This  mine  was  reported  last  year  as  Banner  No.  1  Mine,  No.  494  of 
the  printed  report. 
J.   A.   GREENE,   Supt.  D.   F.   WATERS,   Mine   Boss. 

Series  No.  714.  Banner  No.  2  Mine. — Is  located  at  Wacomah  on  the 
Paint  Creek  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine, 
operating  the  Crown  Hill  seam  of  coal,  or  Lewiston  seam.  The  ventila- 
tion is  produced  by  a  furnace,  and  wes  found  quite  sufficient  for  the 
present  development.  Shot  firers  are  employed  to  fire  all  shots  from 
the  solid.     The  mining  laws  are  well  observed  in  all  other  respects. 

This  mine  was  reported  last  year  as  Banner  No.  2  Mine,  No.  495  of  the 
printed  report. 
J.   A.   GREENE,   Supt.  D.   F.   WATERS,   Mine   Boss. 

STANDARD  SPLINT  &  GAS  GOAL  GO. 

P.    O.,    STANDARD. 

Series  No.  715.  Standard  Mine. — Is  located  at  Standard,  on  Paint 
creek,  on  the  Paint  Creek  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  and 
incline  mine  operating  the  Coalburg  seam  of  coal.  The  ventilation  is 
produced  by  a  ten-foot  fan  and  was  good,  well  distributed  and  carried 
into  the  rooms,  but  splits  in  the  air  current  were  not  made  as  required 
by  law.     All  other  conditions  were  in  compliance  with  the  law. 

This  mine  was  reported   last  year  as   Standard   Mine,   No.   496   of  the 
printed  report. 
WALTER  WOOD,   Supt.  ED.   FOSTER,  Mine  Boss. 

PAINT  GREEK  COLLIERIES  CO. 

P.    O.,    CHARLESTON,    W.    VA. 

Series  No.  716.  Detroit  Mine. — Is  located  at  Detroit  on  the  Paint 
Creek  branch  of  the  C.  &  0.  R.  R.,  is  a  drift  and  incline  mine,  operating 
the  Eagle  seam  of  coal.  The  ventilation  is  produced  by  an  eight-foot  fan 
and  was  found  to*  be  good  in  volume  on  the  entries,  but  the  air  current 
was  not  turned  into  the  rooms  as  required  by  law.  Breakthroughs  were 
somewhat  neglected.  Some  men  were  found  not  provided  with  copies  of 
the   laws.      The   necessary   recommendations   were   made. 

This  mine  was  reported  last  year  as  Detroit  Mine  No.  1,  No.  491  of  the 
printed  report. 
JOHN  A.  GREENE,  Supt.  GEO.  BOBBETT,  Mine  Boss. 
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Series  No.  717.  Morton  No.  1  Mine. — Is  located  at  Detroit  on  the 
Paint  Creek  branch  Of  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine, 
operating  the  Eagle  seam.  This  mine  has  not  been  in  operation  during 
the  last  half  of  the  fiscal  year  and  no  inspection  was  made. 

This  mine  was  reported  last  year  as  Morton  Mine  No.  1,  No.  492  of  the 
printed  report. 
JOHN  A.   GREENE,   Supt. 

Series  No.  719.  Nuckolls  Mine. — This  mine  is  located  at  Nuckolls  on 
the  Paint  Creek  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine, 
operating  the  No.  2  Gas  seam.  This  mine  has  not  been  in  operation  and 
no  inspection  was  made. 

This  mine  was  reported  last  year  as  Nuckolls  Mine,  No.  493  of  the 
printed  report. 

Series  No.  720.  Grose  No.  1  Mine. — Is  located  at  Tomsburg  on  the 
Paint  Creek  branch  of  the  C.  &  O.  R.  R.,  and  is  a  drift  and  incline  mine, 
operating  in  the  Eagle  seam  of  coal.  *At  the  time  of  the  first  inspection 
the  ventilation  was  produced  by  a  furnace  and  was  insufficient.  The 
management  was  notified  accordingly  and  requested  to  install  a  fan, 
which  was  done  at  once.  Breakthroughs  were  neglected  and  stoppings 
were  not}  good.  It  was  recommended  that  stoppings  be  built  of  solid 
material. 

This  mine  was  reported  last  year  as  Grose  No.  1  Mine,  No.  486  of  the 
printed  report. 
FRANK  KERNS,  Supt.  C.  E.  MORRIS,  Mine  Boss. 

Series  No.  721.  Grose  No.  2  Mine. — Is  located  at  Tomsburg  on  the 
Paint  Creek  branch  of  the  C.  &  0.  R.  R.,  and  is  a  drift  and  incline  mine, 
operating  the  No.  2  Gas  seam.  The  ventilation  is  produced  by  a  fur- 
nace; the  volume  was  found  sufficient,  but  the  air  current  was  not  car- 
ried forward  as  the  law  requires.  Breakthroughs  were  neglected.  Only 
one  safety  lamp  was  found  on  hand. 

This  mine  was  reported  last  year  as  Grose  No.  2  Mine,  No.  487  of  the 
printed  report. 
FRANK  KERNS,  Supt.  J.  W.  RHODES,  Mine  Boss. 

Series  No.  722.  Greenbrier  No.  2  Mine. — Is  located  at  Tomsburg  on  the 
Paint  Creek  branch  of  the  C.  &  O.  R.  R.,  and  is  a  drift  and  incline  mine, 
operating  the  No.  2  Gas  seam.  The  ventilation  is  produced  by  an  eight- 
foot  fan  and  was  found  to  be  very  good,  and  well  distributed  and  turned 
into  the  rooms.  All  other  conditions  were  found  to  be  well  up  to  law 
requirements. 

This  mine  was  reported  last  year  as  Greenbrier  No.  2  Mine,  No.  488  of 
the  printed  report. 
FRANK  KERNS,   Supt.  EDW.   SIMMS,  Mine   Boss. 

Series  No.  723.  Greenbrier  No.  3  Mine. — Is  located  at  Tomsburg  on  the 
Paint  Creek  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine,  oper- 
ating the  Winifrede  seam  of  coal.   The  ventilation  is  produced  by  an  eight- 
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foot  fan  and  was  found  to  be  not  carried  sufficiently  forward  on  the 
"Hog"  and  "Main"  entries.  The  drainage  was  fair,  some  bad  roof,  but 
the  timbering  was  good.  Some  solid  shooting  was  being  practiced.  The 
company  was  furnished  with  a  written  request,  that  solid  shooting  should 
be  done  under  regulations  issued  by  the  mining  department,  and  the 
other  necessary  recommendations  were  made. 

This  mine  was  reported  last  year  as  Greenbrier  No.  3  Mine,  No.  489  of 
the  printed  report. 
FRANK   KERNS,  'Supt  LEE    PATRICK,    Mine  Boss. 

IMPERIAL   COLLIERY  CO. 

Series  No.  724-725.  N6.  1  Mine  and  No.  2  Mine. — Are  located  at  Im- 
perial, and  reported  last  year  as  Nos.  497  and  498  of  the  printed  report, 
have  been  closed  down,  and  no  inspections  have  been  made. 

Series  'No.  726.  No.  3  Mine. — Is  located  at  Burnwell  on  the  Paint 
Creek  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine  operating 
the  Eagle  seam  of  coal.  The  ventilation  is  produced  by  an  eight-foot 
fan  and  was  found;  to  be  good,  well  distributed  and  carried  into  the 
rooms.  All  conditions  in  this  mine  were  found  to  be  good,  and  the 
mining  laws  are  well  observed. 

This  mine  _was  reported  last  year  as  No.  3  Mine,  No.  499  of  the  printed 
report. 
QUINN  MORTON,   Supt.  H.  D.  HOWELL,  Mine  Boss. 

CHESAPEAKE   MINING   CO. 

Series  No.  727.  No.  1  Mine. — Is  located  at  Handley  on  the  C.  &  0. 
R.  R.,  operating  the  Kanawha  seam  of  coal.  The  ventilation  is  pro- 
duced  by  a  ten-foot  Thayer  fan,  and  was  badly  insufficient.  The  intake 
air  was  being  brought  through  the  old  workings  of  an  abandoned  adjoin- 
ing mine.  The  fan  was  connected  with  the  trolley  wire,  and  all  three 
mines  were  supplied  with  power  from  the  one  generator,  causing  the 
fan  to  be  stopped  by  short  circuits,  and  to  be  run  exceedingly  slow  when- 
ever the  motor  ran  up  a  steep  grade  entering  the  mine.  Some  parts  of 
the  mine  were  dusty;  and  breakthroughs  were  neglected.  The  electric 
wires  were  badly  constructed.  The  fan  was  found  to  exhaust  nearly 
three  times  the  volume  of  air,  as  found  to  be  entering  the  intake,  on 
account  of  openings  in  the  old  workings  allowed  to  be  connected  with 
the  return  air  course.  Shooting  from  the  solid  was  found  to  be  prac- 
ticed at  the  time  of  the  first  inspection.  The  management  was  notified 
to  improve  the  ventilation  at  once  in  accordance  with  the  law.  It  was 
urged  that  an  independent  wire  be  run  from  the  power  house  to  supply 
the  fan  motor;  and  other  recommendations  were  made  as  the  conditions 
of  the  mine  required.  Subsequent  visits  showed  that  good  improvements 
had  been  made  in  the  ventilation,  stoppings  improved,  etc.,  and  inde- 
pendent wire  from  the  power  house.  Only  one  working  place  was 
found  where  the  drill  holes  had  been  bored  into  the  solid. 
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This  mine  was  reported  last  year  as  No.  1  Mine,  No.  500  of  the  printed 
report. 

JOHN  CARTER,    Supt.  J.    F.    WHITE,   Mine   Boss. 

JOHN   W.   MOORE,   Gen.   Mgr. 

Series  No.  728.  No.  2  Mine. — This  mine  is  located  at  Handley  on  the 
C.  &  O.  R.  R.,  is  a  drift  and  incline  mine  operating  the  No.  2  Gas  coal. 
The  ventilation  is  produced  by  a  ten-foot  Thayer  fan.  At  the  time  of 
the  first  inspection  the  ventilation  was  not  carried  into  the  rooms  as 
provided  by  law.  Breakthroughs  between  rooms  were  neglected.  Stop- 
pings along  the  main  entry  leaked.  The  return  air  course  to  the  fan 
was  impassable.  Considerable  dust  was  allowed  to  be  accumulated. 
Sprinkling  had  been  neglected.  The  only  means  provided  for  sprinkling 
was  an  ordinary  water  car,  without  any  attachments.  The  mine  foreman 
was  found  working  at  other  duties,  and  admitted  that  the  work  given 
him  to  do  (such  as  laying  track,  etc.)  made  it  impossible  for  him  to 
attend  to  his  duties  required  by  the  mining  law.  The  mine  foreman 
was  considered  quite  incompetent.  The  wires  leading  to  the  fan  were  in 
bad  condition.  The  drill  holes  were  bored  into  the  solid  to  such  extent 
that  it  was  considered  solid  shooting.  It  was  recommended  that  the  fan 
be  removed  to  one  of  the  openings  closer  to  the  workings,  and  where  it 
would  be  under  surveilance;  that,  the  mine  foreman  visit  every  working 
place  every  alternate  day  as  the  law  requires;  and  all  other  necessary 
recommendation^  were  made  as  the  conditions  required,  and  in  accord- 
ance with  instructions  issued  by  the  chief  of  department  of  mines.  Upon 
subsequent  inspections  it  was  found  that  all  recommendations  had  been 
and  were  being  carried  out,  except  that  the  management  had  failed  to 
carry  out  any  of  the  regulations  of  the  department  regarding  solid 
shooting,   as   recommended. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  501  of  the  printed 
report. 

JOHN  CARTER,   Supt  H.   L.  VIERS,   Mine  Boss.     Later 

JNO,   W.    MOORE,    Gen.    Mgr.  GEO.  WALKER  was  made  Mine  Boss. 

Series  No.  729.  No.  3  Mine. — Is  located  at  Handley  on  the  C.  &  O. 
R.  R..  and  is  operating  the'  Coalburg  seam.  At  the  time  of  the  first 
inspection  the  ventilation  was  produced  by  furnaces.  The  ventilation 
was  not  sufficient  and  the  management  was  requested  to  install  a  fan. 
Previous  inspectors  had  made  the  same  request.  Breakthroughs  were 
filled  with  gob.  The  mine  was  dry  and  some  dust  accumulated.  The 
electric  wires  were  badly  constructed,  and  holes  were  bored  into  the 
solid.  All  the  necessary  recommendations  were  made  in  accordance  with 
the  law,  and  the  instructions  issued  by  the  department.  Subsequent 
visits  were  made,  when  a  fan  was  being  installed,  and  after  the  fan  was 
in  operation.  The  ventilation  was  found  sufficient  and  other  good  im- 
provements had  been  made.  Drill  holes  found  bored  into  the  solid  con- 
tinued, and'  the  management  claimed  to  have  experimented  with  flame- 
less  explosives  as  recommended,  but  found  the  same  unsatisfactory.  The 
management  had  posted  notices  prohibiting  solid  shooting,  and  was  urg- 
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ing  the  miners  not  to  bore  holes  into  the  solid.     An  ordinary  water  car 
was  the  only  means  for  sprinkling. 

This  mine  was. reported  last  year  as  No.  3  Mine,  No.  502  of  the  printed 
report. 

JOHN  CARTER,  Supt.  GEO.  WALKER,  Mine  Boss. 

JOHN  W.  MOORE,  Gen.  Mgr. 

MONTGOMERY  COAL   CO. 

Series  No.  730.  Hickory  Nut  Mine. — Is  located  some  distance  from  the 
Upper  Creek  Mine,  the  same  seam  (Kanawha)  is  being  worked.  Only 
natural  ventilation  obtained  and  but  five  men  were  employed  at  the  time 
of  inspection.  The  ventilation  was  deficient;  the  management  promised 
that  said  operation  would  soon  be  abandoned. 

This  mine  was  not  reported  in  last  year's  report. 
S.  H.  MONTGOMERY,  Supt.  S.  P.  JOHNSON,  Mine  Boss. 

Series  No.  731.  Possum  Holloiv  Mine. — Is  located  between  Handley  and 
Montgomery  on  the  C.  &  O.  R.  R.,  operating  the  Kanawha  seam  of  coal. 
The  ventilation  is  produced  by  a  four-foot  fan  inside  the  mine,  and  was 
very  deficient,  on  account  of  the  breakthroughs  having  been  neglected, 
and  stoppings  in  bad  condition.  A  number  of  places  were  ordered 
stopped  until  ventilation  was  made  sufficient.  The  second  opening  did 
not  meet  the  requirements  of  the  law.  •  The  management  was  notified  to 
comply  with  the  law  at  once.  A  subsequent  visit  showed  the  said  re- 
quests were  fulfilled. 

The  report  of  this   mine  last  year  was   contained   in  No.   503   of   the 
printed  report. 
S.  H.  MONTGOMERY,  Supt.  S.  P.  JOHNSON,  Mine  Boss. 

Series  No.  733.  Upper  Creek  Mine. — Is  an  opening  on  the  other  side 
of  the  mountain  from  Possum  Hollow  Mine.  The  coal  is  handled  over 
the  same  incline  and  operates  the  same  seam  (Kanawha)  of  coal.  The 
ventilation  is  produced  by  a  ten-foot  fan  which  produces  good  ventila- 
tion when  the  fan  is  running.  Because  of  lack  of  power,  the  fan  is 
stopped  during  the  time  the  motor  makes  a  trip  into  the  mine  and  re- 
turns out,  and  over  a  hill  into  the  next  mountain.  And  at  times,  on 
account  of  lack  of  power  the  speed  of  the  fan  is  greatly  reduced.  All 
other  conditions  were  found  fairly  good.  It  was  recommended  that  im- 
provements be  made  so  that  the  fan  would  run  constantly,  and  that  a 
recording  pressure  gauge  be  installed  at  the  fan  to  record  the  constancy 
of  the  fan's  operation. 

This  mine  was  reported  last  year  as  Kanawha  Mine,  No.   503   of  the 
printed  report.     - 
S.  H.  MONTGOMERY,  Supt.  S.  P.  JOHNSON,  Mine  Boss. 

MORRIS  CREEK   COAL    CO. 

P.    0.,    MONTGOMERY,    W.    VA. 

Series  No.  734.  Morris  Creek  Mine. — Is  located  at  the  head  of  Morris 
creek,  on  the  C.  &  O.  R.  R.  This  mine  has  not  been  in  operation  and 
was  not  inspected. 
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This  mine  was  reported  in  last  year's  printed  report  as  Morris  Creek 
Mine,  No.  504. 

FAYETTE  COUNTY, 

PAINT  CREEK  COLLIERIES   CO. 

Series  No.  735.  Hickory  Camp  Mine. — Is  located  on  the  Paint  Creek 
branch  of  the  C.  &  O.  R.  R.,  at  Mahan,  is  a  drift  and  incline  mine  and 
operates  the  Eagle  seam  of  coal.  The  ventilation  is  produced  by  an 
eight-foot  fan  and  was  found  to  be  very  good,  and  well  distributed.  All 
other  conditions  were  found  to  be  good  and  all  sections  of  the  mining 
law  were  being  well  observed. 

This  mine  was  reported  last  year  as  Hickory  Camp  Mine,  No.  275  of 
the  pi'inted   report. 
FRANK  KERNS,   Supt.  R.  F.  TOWNSEND,  Mine  Boss. 

MECCA    COAL   &    COKE   CO. 

T.    O.,    MONTGOMERY,    W.    VA. 

Series  No.  736.  Mecca  No.  2  Mine. — Is  located  at  Donwood  on  Morris 
creek,  a  branch  of  the  C.  &  O.  R.  R.,  and  operates  the  No.  2  Gas  seam. 
A  fan  located  on  the  inside  of  the  mine  and  a  ten-foot  fan  on  the  outside 
were  supposed  to  provide  ventilation.  The  outside  fan  was  a  force  fan 
and  the  opening  to  the  entrance  of  the  intake  was  closed  in.  It  was 
impossible  to  discern  any  air  current  that  said  fan  was  producing.  The 
same  air  current  after  having  been  used  to  ventilate  Edgewater  No.  2 
and  Edgewater  No.  3  Mines  was  supposed  to  ventilate  this  mine  by  the 
use  of  the  inside  fan.  The  power  consumed  by  the  motor  and  mining 
machines  deprived  the  fan  of  sufficient  power  to  run  steadily.  Many  of 
the  workmen  complained  of  black  damp.  The  haulage  road  was  in  ex- 
tremely bad  condition,  much  loose  top  resting  upon  very  rotten  timbers. 
Many  of  the  timbers  were  broken,  and  side  timbers  sagged,  making  con- 
ditions extremely  dangerous.  Conditions  were  so  extremely  bad  that 
recommendations  were  withheld  and  the  chief  of  the  department  of  mines 
requested  to  assist  in  making  a  joint  inspection.  A  joint  inspection  was 
subsequently  made,  accompanied  by  the  chief  of  the  department  of  mines 
and  all  necessary  recommendations  made  as  required  by  the  conditions 
found. 

This  mine   was   reported    last  year   as   Mecca   No.    2   Mine,   No.    280   of 
the  printed  report. 
WM.  CARVER,  Supt.  ■   JOHN  H.  TASKER,  Mine  Boss. 

Series  No.  737.  Old  Mecca  No.  5  Mine.— -Is  located  at  Donwood  on 
Morris  creek,  on  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine,  the  coal 
being  handled  over  the  same  incline  as  the  New  Mecca  No.  5  Mine.  The 
No.  5  seam  of  coal  is  operated.  This  mine  depends  upon  natural  ven- 
tilation and  is  considered  insufficient,  there  being  no  circulation  of  air 
at  working  places.  The  drainage  is  exceedingly  bad.  The  necessary  rec- 
ommendations were  made   in  accordance  with   the  conditions. 
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This  mine  was  reported  last  year  as  Mecca  No.  5  Mine,  No.  281  of  the 
printed  report. 

WM.   CARVER,   Supt.  J.   W.   ARMONTROUT,   Mine   Boss. 

Series  No.  737a.  New  Mecca  No.  .'>  Mine.-r-Is  located  at  Donwood  on 
Morris  creek  on  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine  operating 
the  No.  5  seam  of  coal.  The  ventilation  is  produced  by  a  furnace,  and 
was  found  to  be  inadequate.  A  number  of  men  were  ordered  to  stop 
work  on  account  of  lack  of  ventilation.  Drainage  was  bad.  The  mine 
boss  was  not  provided  with  a  mine  boss's  record  book  and  no  air  meas- 
urements were  made.  Two  safety  lamps  were  kept  at  the  office  in  place 
of  at  the  mine.  A  letter  was  furnished  the  company,  urging  that  no  men 
be  employed  to  work  where  sufficient  ventilation  did  not  obtain  as  the 
law  requires.  The  management  gave  assurances  that  a  fan  would  be 
constructed. 

This  mine  was  not   reported  last  year  in  the  printed  report. 
WM.   CARVER.    Supt.  J.   W.   ARMONTROUT,   Mine   Boss. 

EUREKA    COLLIERIES    CO. 

Series  No.  738.  Eureka  No.  13  Mine. — Is  located  at  Donwood  on  Mor- 
ris creek,  a  branch  of  the  C.  &  O.  R.  R.,  and  operates  the  No.  2  Gas 
seam.  The  ventilation  is  produced  by  a  ten-foot  fan,  and  was  not  suffi- 
cient under  prevailing  conditions  to  keep  the  mine  clear  of  black  damp. 
There  was  but  one  available  traveling  way  from  the  interior  of  the  mine, 
which  was  the  haulage  road.  The  only  means  by  which  the  air  current 
was  conducted  to  the  head  of  the  workings  was  through  a  narrow  pas- 
sage way  only  a  few  square  feet  in  dimensions  and  several  hundred  feet 
in  length.  The  same  was  commonly  known  by  the  workmen  as  the 
'gun  barrel."  The  haulage  road  was  dry,  and  dust  had  accumulated  in 
large  quantities.  The  management  was  notified  to  comply  at  once  with 
Section  8  of  the  mine  laws  regarding  a  second  opening.  Work  has  since 
been  pursued  in  complying  with  said  section  of  the  law. 

This  mine  was  reported  last  year  as  Eureka  No.  13  Mine,  No.  276  of 
the   printed   report. 

H.   G.   STEWART,   Supt.  JOHN   RICHARDS,   Mine   Boss. 

EDW.  PINKNEY,  Gen.  Supt. 

Series  No.  739.  Eureka  Splint  No.  1 )  Mine. — This  mine  is  located  at 
Donwood  on  Morris  creek,  on  a  branch  railroad  of  the  C.  &  O.,  about 
two  miles  from  Montgomery,  and  operates  in  the  No.  5  seam  of  coal. 
It  has  natural  ventilation  and  is  net  sufficient  in  the  rooms  or  near  the 
working  faces.  Several  places  were  ordered  stopped  on  account  of  lack 
(Of  ventilation.  The  coal  is  shot  from  the  solid.  The  mine  is  quite  damp 
throughout.  The  management  was  notified  to  install  a  fan  for  ventila- 
tion, and  that  one  of  the  regulations  of  the  mining  department  be  ob- 
served regarding  solid,  shooting.  The  superintendent  requested  that  I 
confer  with  the  general  superintendent  regarding  the  recommendations 
made,  which  conference  was  held  without  any  results.     A  conference  was 
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brought  about  with  the  general  manager  at  which  the  chief  of  the  de- 
partment of  mines  was  present,  when  the  general  manager  promised  to 
have  a  fan  installed  at  once.  Several  visits  were  paid  subsequently  to 
learn  if  recommendations  had  been  carried  out,  but  at  the  time  of 
the  closing  of  the  annual  year,  no  fan  had  been  installed,  and  coal  was 
continued  to  be  shot  from  the  solid. 

This  mine  was  reported  last  year  as  Eureka  Splint  No.  14  Mine,  No.  277 
of  the  printed  report. 

H.  G.  STEWART,  Supt.  J.  A.  RICHARDS,  Mine  Boss. 

EDW.  PINKNEY,  Gen.  Supt. 

W.   R.   JOHNSON. 

Series  No.  740.  Eagle  No.  1  Mine— Is  located  on  the  C.  &  O.  R.  R. 
at  Crescent,  aBove  Montgomery,  and  operates  the  Eagle  seam  of  coal. 
The  ventilation  is  produced  by  an  eight-foot  fan,  and  was  exceedingly 
deficient.  The  air  current  did  not  reach  the  head  of  the  workings,  and 
no  means  was  used  to  ventilate  the  rooms.  A  mine  boss's  record  book 
was  produced  with  a  record  of  but  one  air  measurement  having  been 
made,  and  it  was  learned  afterwards  that  the  acting  superintendent 
made  said  record  a  few  moments  before  producing  the  book.  The  drain- 
age was  very  bad.  A  very  poor  quality  of  oil  was  furnished  the  miners, 
which  failed  to  comply  with  the  legal  test  for  oil.  The  company  was 
served  with  a  written  notice  not  to  allow  any  person  to  work  in  any 
place  where  sufficient  ventilation  did  not  obtain  as  required  by  law; 
and  other  necessary  recommendations  were  made.  The  mine  was  idle 
for  several   weeks   following  to   make  the  necessary   improvements. 

This  mine  was  reported  last  year  as  "Eagle  No.  1  Mine,  No.  288  of  the 
printed   report. 
THOS.    BARTLAM,    Supt.  L.    M.    MARTIN,    Mine    Boss. 

Series  No.  741.  No.  5  Splint  Mine. — Is  located  at  Crescent  on  the  C. 
&  O.  R.  R.?  and  operates  the  No.  5  vein.  The  coal  is  handled  over  the 
same  tipple  as  the  Eagle  seam  of  No.  1  Mine.  The  ventilation  depends 
upon  natural  causes,  and  does  not  reach  the  working  places.  When  any 
air  current  exists,  it  passes  from  one  opening  directly  out  of  the  other 
opening.  There  is  no  system  of  drainage  whatever.  When  tracks  have 
been  cleaned  the  dirt  has  been  thrown  on  either  side,  causing  the  middle 
of  the  traveling  ways  to  be  filled  with  water  and  mud.  No  rules  wene 
posted;  a  stretcher  and  rubber  blanket  were  on  hand,  but  no  woolen 
blanket.  No  safety  lamps  were  kept  on  hand  at.  the  mine.  The  com- 
pany was  given  notice  in  writing  to  improve  the  ventilation  and  drain- 
age in  accordance  with  the  law. 

This  mine  was  reported  last  year  as  No.  5  Splint  Mine,  No.  290  of  the 
printed  report. 
THOS.   BARTLAM,    Supt.  HEZ   WEBSTER,   Mine    Boss 

Series  No.  741.  No.  (!  Mine. — This  mine  is  a  drift  mine  located  above 
the  No.  5  Splint  Mine.  The  coal  is  handled  over  the  same  incline  as 
No.  5  Mine  and  operates  the  No.  G  vein.     The  ventilation  depends,  upon 
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natural  causes,  and  at  times  is  deficient.    The  drainage  is  very  bad.     The 
necessary   recommendations   were   made. 

This  mine  was  not  reported  in  last  year's  report. 

The  W.  R.  Johnson  No.  2  Gas  coal  mine  reported  last  year  as  No.  289 
of  the  printed  report,  has  been  worked  out  and  abandoned. 
THOS.   BARTLAM,   Supt.  HEZ  WEBSTER,  Mine   Boss, 

THE  CARVER  BROS.   CO. 

P.    O.,    EAGLE,    W.    VA. 

Series  No.  742.  No.  2  Mine. — Is  located  at  Eagle,  on  the  C.  &  O.  R. 
R.,  and  is  a  drift  and  incline  mine  operating  the  No.  2  Gas  seam.  Th& 
ventilation  is  supposed  to  be  produced  by  the  same  fan  as  at  No!  3 
mine.  Nos.  2  and  3  Mines  at  Eagle  and  the  Mecca  No.  2  Mine  on  Mor- 
ris creek  are  ventilated  together,  the  same  current  of  air  supposed  to 
be  ventilating  all  three  mines.  The  ventilation  in  this  mine  is  bad. 
The  drainage  was  fair,  except  near  the  pit-mouth.  The  roof  and  tim- 
bering were  exceedingly  bad  and  dangerous  in  places  along  the  main 
haulage.  Considerable  black  damp  exists  in  this  mine.  The  company 
was  served  with  notice  in  writing  of  all  violations  of  law  and  was  urged 
to  comply  with  the  law  requirements  in  all  particulars. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  282  of  the  printed 
report. 
JOHN  E.  CARVER,   Supt.  FRANK  CARVER,  Mine  Boss. 

Series  No.  743.  No.  3  Mine. — Is  located  at  Eagle  on  the  C.  &  O.  R.  R., 
and  is  a  drift  and  incline  mine,  operating  the  No.  2  Gas  seam.  The 
ventilation  is  produced  by  a  ten-foot  fan,  and  is  very  bad,  in  fact,  was 
no  ventilation.  Drainage  was  bad  in  places.  Considerable  dust  was 
allowed  to  accumulate.  The  roof  and  timbering  along  the  main  traveling 
way  was  exceedingly  bad  and  dangerous.  Stoppings  were  very  bad. 
The  company  agreed  to  construct  an  additional  sixteen-foot  fan,  and 
every  effort  was  made  to  have  the  conditions  of  the  mine  brought  up  to 
law   requirements. 

This  mine  was  reported  last  year  as  No.  3  Mine,  No.  283  of  the  printed 
report. 

JOHN  E.  CARVER,  Supt.  THOS.  THURMAN,  Mine  Boss. 

• 

Series  No.  744.  No.  X  Mine. — Is  located  at  Eagle  on  the  C.  &  O.  R.  R.. 
and  is  a  drift  and  incline  mine  operating  the  Eagle  seam  of  coal.  Th& 
ventilation  is  produced  by  a  fifteen-foot  fan,  and  was  not  sufficient  at 
the  working  places.  The  drainage  was  bad,  breakthroughs  neglected  and 
doors  were  in  bad  condition.  The  mine  foreman  was  acting  as  drum 
runner  and  doing  other  work.  The  mine  foreman  admitted  never  having 
taken  any  air  measurements,  and  admitted  not  to  be  able  to  do  so.  The 
company  was  notified  in  writing  to  improve  the  ventilation  at  once  to 
law   requirements  and   all   other  necessary   recommendations  were  made. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  284  of  the  printed 
report. 
JOHN  E.  CARVER,  Supt.  JAS.  THURMAN,  Mine  Boss. 
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Series  No.  745.  Eagle  Mine. — Is  located  at  Eagle  on  the  C.  &  O.  R.  R., 
is  a  drift  and  incline  mine.  This  mine  has  been  closed  down  and  no 
inspection  was  made. 

This  mine  was  reported  last  year  as  Eagle  Mine,  No.  285  of  the  printed 
report. 
WM.   CARVER,    Supt. 

Series  No.  746.  No.  5  Mine. — Is  located  at  Eagle  on  the  C.  &  O.  R.  R., 
and  is  a  drift  and  incline  mine  operating  in  the  No.  5  seam.     This  mine 

was  closed  down  and   no  prospects  of  operating  and  no   inspection  was 

made.  . 

This  mine  was  reported  last  year  as  No.  5  Mine,  No.  286  of  the  printed 
report. 
WM.   CARVER,    Supt. 

Series  No.  747.  Diamond  Mine. — The  tipple  for  this  mine  is  located 
above  Eagle  on  the  C.  &  O.  R.  R.  The  openings  are  located  a  short  dis- 
tance up  on  Armstrong  creek  near  Kimberly.  This  mine  consists  of  five 
openings  and  operates  the  No.  2  Gas  seam  of  coal.  The  first  four  open- 
ings are  connected  and  are  ventilated  by  an  eight-foot  fan.  The  ventila- 
tion was  found  to  be  good  except  that  the  air  current  was  not  carried 
into  the  rooms  as  the  law  requires.  Work  was  being  done  to  have  con- 
ditions in  this  mine  first  class.  Stoppings  of  solid  material  were  being 
built,  also  overcasts.  The  No.  5  opening  is  not  connected  with  the 
balance  of  the  mine,  and  is  ventilated  separately  by  a  sixteen-foot  fan. 
The  ventilation  was  found  to  be  good  when  the  fan  was  running,  but 
on  account  of  lack  of  power  the  fan  was  stopped  at  intervals,  when  the 
ventilation  would  be  bad.  Breakthroughs  were  neglected,  and  the  air 
current  was  not  carried  into  the  rooms  as  the  law  provides.  No  safety 
lamps  were  found  on  hand  at  the  mines;  a  stretcher  with  rubber  blankets 
was  kept  at  the  mine  but  no  woolen  blankets.  No  rules  were  posted. 
The  necessary  recommendations  were  made,  and  the  management  prom- 
ised to  comply  with  the  same. 

This  mine  was  reported  last  year  as  Diamond  Mine,  No.  287  of  the 
printed   report. 

JAMES  CARVER,   Supt.  E.   FORBES,  Mine  Boss. 

ST.    CLAIR    COLLIERY    CO. 
P.  o.,  eagle,  \v.  va. 

Series  No.  748.  Eagle  No.  1  Mine.— Is  located  at  Eagle  on  the  C.  &  O. 
R.  R.,  is  a  drift  and  incline  mine.  This  mine  has  been  idle,  and  no  in- 
spection was  made  although  visited  several  times. 

This  mine  was  reported  last  year  as  Eagle  No.  1  Mine,  No.  278  of  the 
printed   report. 

St.  Clair  No.  2  mine  reported  in  last  year's  printed  report  as  No.  279 
has  been  abandoned. 
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M.  B.   COAL   CO.    {FORMERLY   CARDIFF   COAL    CO.) 

P.    O.,    KIMBERLY,    W.    VA. 

Series  No.  750.  Kimberly  Mine. — Is  located  at  Kimberly  on  the  Arm- 
strong Creek  branch  of  the  C.  &  O.  R.  R.,  and  is  a  drift  and  incline 
mine.     This  mine  has  been  idle  and  no  inspection  was  made. 

This  mine  was  reported  last  year  as  Kimberly  Mine,  No.  295  of  the 
printed  report. 
C.  C.   SHARPE,   Supt. 

Series  No.  751.  Columbia  No.  2  Mine. — Is  located  at  Columbia,  on  the 
Armstrong  Creek  branch  of  the  C.  &  0.  R.  R.,  operating  the  No.  2  Gas 
seam;  is  a)  drift  and  incline  mine.  This  mine  has  been  idle  and  no 
inspection  was  made. 

This  mine  was  reported  last  year  as  Columbia,  No.  296  of  the  printed 
report. 
C.  C.   SHARPE,   Supt. 

Series  No.  752.  Columbia  No.  5  Mine. — Is  located  at  Columbia  on  the 
Armstrong  Creek  branch  of  the  C.  &  0.  R.  R.,  is  a  drift  and  incline  mine, 
operating  the  No.  5  seam.  This  is  a  new  mine  receptly  opened,  and  only 
a  few  men  are  employed.  Having  failed  to  find  it  working  on  several 
visits,  no  inspection  was  made. 

This  mine  was  not  reported  in  last  year's  printed  report. 
C.   C.   SHARPE,   Supt. 

Series  No.  753.  Elkridge  No.  1  Mine. — Is  located  on  Armstrong  creek 
above  Powellton,  on  the  Armstrong  Creek  branch  of  the  C.  &  O.  R.  R., 
operating  the  No.  2  Powellton  seam.  The  ventilation  is  produced  by  a 
ten-foot  fan,  which  was  of  sufficient  volume,  but  the  air  current  was  not 
carried  forward  to  the  working  faces  as  the  law  requires.  The  doors 
were  not  self-closing.  The  electric  power  was  conveyed  to  the  fan  motor 
by  connection  from  the  trolley  line.  There  was  no  mine  boss's  record 
book  kept  on  hand  and  no  air  measurements  were  recorded;  for  which 
prosecution   was   entered,   a  conviction   had   and   fine   imposed. 

This  mine  was  reported  last  year  as  Cardiff  Coal  Co.'s  Elkridge  No.  1 
Mine,  No.   297  of  the  printed  report. 
C.  C.   SHARPE,   Supt.  L.  H.  HORNSBY,  Mine  Boss. 

Series  No.  754.  Elkridge  No.  2  Mine. — Is  located  above  Elkridge  Mine 
No.  1,  on  the  Armstrong  Creek  branch -of  the  C.  &  O.  R.  R.,  operates 
the  No.  2  Powellton  seam  of  coal.  This  mine  has  been  idle  during  the 
whole  of  the  last  half  of  the  fiscal  year  and  no  inspection  was  made. 

This  mine  was  'reported  last  year  as  Cardiff  Coal  Co.'s  Elkridge  No.  2 
Mine,  No.  298  of  the  printed  report. 
C.   C.    SHARPE,    Supt. 

THE  MT.  CARBON  CO.,  LIMITED. 

P.    O.,   POWELLTON,    W.    VA. 

Series  No.  755.  Vulcan  and  South  Mine. — Is  located  at  Powellton  on 
the   Armstrong   Creek   branch    of    the   C.    &   O.    R.    R.,    and    operates   the 
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Gas  seam  of  coal.  The  ventilation  is  produced  by  an  eight-foot  fan 
located  inside  the  mine.  At  the  time  of  the  first  inspection  the  ventila- 
tion was  not  sufficient  and  the  air  current  was  not  carried  sufficiently 
into  the  rooms  as  the  law  requires;  but  at  a  subsequent  inspection  the 
ventilation  was  very  much  improved.  The  condition  of  the  roof  and 
timbering  inside  the  pit-mouth  was  considered  dangerous.  The  man- 
agement promised  to  abandon  the  pit-mouth  in  use  and  to  arrange  to 
bring  out  the  coal  at  another  opening.  The  traveling  way  from  the 
interior  of  the  mine  to  a  second  opening  was  not  available  as  the  law 
requires.  This  defect  was  remedied  at  once  when  requested  of  the  man- 
agement. The  miners  complained  that  timber  was  not  supplied  suffi- 
ciently prompt,  and  that  no  cap  pieces  were  furnished 

This  mine  was  reported  last  year  as  Vulcan  and  South  Mine,  No.  291  of 
the   printed   report. 
D.    T.    EVANS,    Supt.  GILBERT    SMITH,    Mine    Boss. 

GREAT   KANAWHA    COLLIERY    CO. 
r.   o.,    irt.    CARBON,    W.   VA. 

Series  No.  756.  Edwards  Mine. — Is  located  at  Mt.  Carbon,  on  the  C 
&  O.  R.  R.,  and  operates  the  Eagle  seam  of  coal.  The  ventilation  had 
been  produced  by  a  ten-foot  fan.  The  fan  had  been  destroyed  by  fire 
about  three  weeks  prior  to  the  time  of  first  inspection,  and  the  manage- 
ment had  continued  to  operate  the  mine  without  any  fan  in  operation. 
The  mine  was  found  to  be  without  any  air  current  in  circulation  except 
for  a  short  distance  on  the  main  entry  where  the  air  entered  the  second 
opening  and  returning  out  the  pit-mouth.  The  men  working  on  the 
first  left  entry  were  ordered  to  cease  work  on  account  of  lack  of  ventila- 
tion, and  the  mine  boss  ordered  the  balance  of  the  men  to  cease  work- 
ing, admitting  that  there  was  no  ventilation.  Safety  lamps  were  kept 
at  the  office  instead  of  at  the  mine.  No  stretcher  or  blankets  could  be 
found.  No  mine  boss's  record  book  was  kept  on  hand  and  no  air  meas- 
urements made  as  law  requires.  Prosecutions  were  entered  against  the 
management  for  operating  the  mine  without  ventilation,  for  neglecting 
to  provide  a  mine  boss's  record  book,  and  not  making  air  measurements, 
and  failing  to  provide  stretcher  and  blankets.  A  conviction  was  had 
for  operating  the  mine  without  ventilation  and  fine  imposed.  The  com- 
pany appealed  the  case.  The  management  was  acquitted  of  the  charge 
of  neglecting  to  furnish  stretcher  and  blankets  because  the  mine  fore- 
man testified  on  the  witness  stand  that  he  had  a  stretcher  and  blankets 
locked  in  a  box  at  the  drum  house.  After  the  case  was  dismissed  the 
mine  boss  volunteered  the  information  that  he  never  had  a  stretcher 
and  blankets.  When  asked  why  he  testified  falsely,  he  said  he  referred 
to  another  adjoining  mine,  and  had  not  been  asked  while  on  the  witness, 
stand  as  to  what  mine  he  referred  to. 

This   mine   was   reported   last   year   as   Edwards   Mine,   No.    293   of  the 
printed   report. 
EDW.  PINKNEY,  Supt.  JOHN   EADES,  Mine  Boss. 


440  Annual  Report  of  [W.  Va. 

Series  No.  757.  Brewster  Mine. — Is  located  at  Mt.  Carbon  on  the  C. 
&  O.  R.  R.,  is  a  drift  and  incline  mine;  the  coal  being  handled  over  the 
same  incline  as  the  Digby  Mine.  The  No.  2  Gas  seam  of  coal  is  operated. 
Only  a  few  men  are  employed,  drawing  pillars.  This  mine  has  never 
been  found  in  operation,  although  several  visits  have  been  made.  No 
inspection  was  made. 

This  mine  was   reported   last  year   as  Brewster  Mine,  No.    292   of  the 
printed   report. 
EDW.  PINKNEY,  Supt.  JOHN   EADES,  Mine  Boss. 

Series  No.  758.  Digby  Mine.— Is  located  at  Mt.  Carbon,  on  the  C  & 
•O.  R.  R.,  is  a  drift  and  incline  mine  operating  the  No.  2  Gas  seam. 
This  mine  is  .provided  with  an  eight-foot  fan  for  ventilation.  Only  a 
few  men  are  employed,  drawing  pillars.  Never  having  found  this  mine 
in  operation,  no  inspection  was  made  although  several  visits  were  made. 

This  mine   was  reported   last  year   as   Rhinolas   Mine,  No.    294   of  the 
printed   report. 
EDW.  PINKNEY,  Supt.  JOHN  EADES,  Mine  Boss. 

LOUP  CREEK  COLLIERY  CO. 

Series  No.  759.  Ansted  Mine. — Is  located  at  Page,  on  the  Virginia 
Railway,  and  consists  of  several  openings  operating  the  Ansted  seam  of 
coal.  Several  furnaces  are  used  to  ventilate,  and  some  of  the  openings 
depend  upon  natural  ventilation.  The  ventilation  was  not  considered 
'sufficient.  The  necessary  recommendations  were  made,  and  it  was  rec- 
ommended that  nameless  explosives  be  used  for  blasting  of  the  coal. 

This    mine   was    reported    last    year    as   Ansted    Mine,    No.    299    of    the 
printed  report. 
J.  J.  MARSHALL,   Supt.  D.   S.   DOOLEY,  Mine   Boss. 

Series  No.  760.  Eagle  Mine.— Is  located  at  Page,  on  the  Virginia 
Railway,  is  a  drift  and  incline  mine  operating  the  Eagle  seam  of  coal. 
The  ventilation  was  produced  by  a  furnace,  and  was  found  to  be  in- 
sufficient. Several  men  were  ordered  to  stop  work  on  account  of  lack  of 
ventilation.  Some  shooting  from  the  solid  was  found  to  be  practiced; 
and  the  mine/  foreman  admitted  that  he  was  unable  to  prevent  holes 
from  being  drilled  into  the  solid.  Notices  were  posted  prohibiting  solid 
shooting.  The  management  was  served  with  written  notice  not  to  per- 
mit men  to  work  where  sufficient  ventilation  does  not  obtain  as  required 
by  law,  and  that  the  regulations  regarding  solid  shooting  as  issued  by 
the  mining  department  be  observed. 

This  mine  was  reported  last  year  as  Eagle  Mine,  No.  300  of  the  printed 
report. 
J.   J.   MARSHALL,   Supt.  D.   S.   DOOLEY,  Mine   Boss. 

HERBERT   COLLIERIES,  INCORPORATED. 

P.    O.,     HERBERTON,    W.    VA. 

Series  No.  761.  Herberton  Mine. — Is  located  at  Herberton,  on  the 
Virginia  Railway  about  27  miles  from  Deepwater;  is  a  drift  mine,  the 
coal  is  conveyed  to  the  tipple  by  means  of  cables  and  buckets.     The  ven- 
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tilation  is  produced  by  two  furnaces,  and  was  found  to  be  fairly  good. 
All  other  conditions  were  found  good.  Very  little  black  powder  was 
used  for  blasting,  flameless  explosives  were  mostly  used;  but  only  four 
or  five  inches  of  fuse  was  used  in  firing  shots  with  flameless  explosives 
which  was  considered  a  dangerous  practice.  The  necessary  recommenda- 
tions were  made. 

This  mine  was  not  reported   in  last  year's  printed  report. 
J.   D.   FRIBBLE,   Supt.  JAMES   KUHN,   Mine   Boss. 

Port  defiance  coal  &  coke  co. 

Series  No.  762.  Fort  Defiance  Mine. — Is.  located  near  Old  Gauley  on 
the  C.  &  O.  R.  R.,  and  is  a  drift  and  incline  mine,  operating  the  No.  2 
Gas  seam  of  coal.  This  mine  consists  of  two  separate  openings,  both 
openings  being  ventilated  with  a  furnace.  This  mine  |has  worked  so 
poorly  that  it  was  found  idle  at  the  time  of  each  visit,  and  no  inspection 
was  made  up  until  the  close  of  the  fiscal  year. 

This  mine  was  reported  last  year  as  Ft.  Defiance  Mine,  No.  301  of  the 
printed  report. 
T.   R.   RAGLAND,   Supt.  K.   E.   SMITH,    Mine   Boss. 

LYNCHBURG  COLLIERY   CO. 

P.    O.,    VENETTA,    W.    VA. 

ies  No.  763.  Lynchburg  Mine. — Is  located  at  Venetta  on  the  Gauley 
_nch  of  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine  and  operates 
the  No.  2  Gas  seam.  The  mine  has  natural  ventilation,  and  at  the  time 
of  inspection  the  ventilation  was  found  good,  and  quite  well  distributed. 
All  other  conditions  were  found  in  accordance  with  the  law.  Some 
shooting  from  the  solid  was  found.  Prosecutions  were  entered  against 
those  found  shooting  from  the  solid,  for  violation  of  th«  company's  rules, 
but  the  parties  disappeared  before  the  time  of  hearing  before  the  justice. 
It  was  recommended  that  flameless  explosives  be  used  for  blasting  in 
order  to  avoid  the  dangers  of  solid  shooting. 

This  mine  was  reported  last  year  as  Lynchburg  Mine,  No.   274   of  the 
printed  report. 
T.  A.  DEITZ,  Supt.  J.  A.  GRISSINGER,  Mine  Boss. 

I  GAMOCA  COAL  CO. 

P.    O.,    GAMOCA,    W.    VA. 

Series  No.  764.  Gas  No.  2  Mine. — Is  located  at  Gamoca  on  the  Gauley 
River  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine  operating 
the  No.  2  Gas  seam.  The  ventilation  is  produced  by  a  furnace  and  was 
found  to  be  very  bad,  no  circulation  of  air  current  at  all  at  head  of  the 
mine.  The  management  promised  to  discontinue  operations  until  a  fan 
was  installed.     The  main  haulage  road  in  some  places  was  dusty. 

This  mine  was  reported  last  year  as  Gas  No.  2  Mine,  No.  270  of  the 
printed  report. 

There  was  no  mine  boss  employed  at  the  time  of  inspection. 
J.    M.   CAMPBELL,    Supt. 
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Series  No.  765.  Splint  No.  5  Mine. — Is  located  at  Gamoca  on  the  Gauley 
River  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine  operating 
the  No.  5  seam  of  coal.  The  ventilation  is  produced  by  a  ten-foot  fan 
and  was  considered  good  in  volume  but  required  to  be  split  in  accordance 
with  the  provisions  of  the  law.  Drainage  was  good  except  inside  the 
pit-mouth.  Only  one  safety  lamp  was  kept  on  hand  for  both  Nos.  5  and 
2  Mines.  A  mine  boss's  record  book  was  found  on  hand  at  the  office  but 
no  air  measurements  were  recorded  therein.  The  necessary  recommenda- 
tions were   made.  , 

This  mine  was  reported  last  year  as  Splint  No.  5  Mine,  No.  271  of  the 
printed  report. 
J.  M.  CAMPBELL,  Supt.  W.  H.  THOMPSON,  Mine  Boss. 

DE1TZ   COLLIERY   CO. 

P.    O.,    WYXDALL,    W.    VA. 

Series  No.  766.  Deitz  No.  2  Mine. — Is  located  at  Wyndall  on  the  Gauley 
River  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine  operating 
the  No.  2  Gas  seam.  It  has  a  furnace  ventilation  and  was  found  only 
fair. 

This  mine  was  reported  last  year  as  Deitz  No.  2  Mine,  No.  272  of  the 
printed  report. 
L.   D.   MORAN,    Supt.  J.    A.    GREINER,    Mine    Boss. 

Series  No.  767.  Deitz  No.  .5  Mine. — Is  located  at  Wyndall  on  the  Gauley 
River  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine  operating 
the  No.  5  seam  of  coal.  The  ventilation  is  produced  by  a  furnace  and 
was  found  to  be  sufficient.  All  other  provisions  of  the  law  were  being 
quite  well  observed.  Both  miners  and  the  management  admitted  that 
there  were  a  number  of  places  in  both  the  Deitz  mines  that  it  was  im- 
possible to  have  the  mining  done  by  pick;  although  the  management  had 
notices  posted  prohibiting  solid  shooting.  The  management  was  re- 
quested to  have  all  solid  shooting  done  in  accordance  with  the  regula- 
tions of  the  mining  department. 

This  mine  was  reported  last  year  as  Deitz  No.  5  Mine,  No.  273  of  the 
printed  report. 
L.  D.  MORAN,  Supt.  JOHN  CHRISTIAN,  Mine  Bos.-; 

NICHOLAS  COUNTY. 
BELL   CREEK   COAL   CO. 

P.    O.,     BELVA,     W.    VA. 

Series  No.  768.  Bell  Creek  Mine. — Is  located  at  Belva  on  the  Gauley 
River  branch  of  the  C.  &  O.  R.  R.,  is  a  drift  and  incline  mine  operating 
the  Coalburg  seam  of  coal.  The  ventilation  is  produced  by  a  six-foot 
fan  and  was  found  of  sufficient  volume  but  was  not  turned  in  the  rooms 
as  the  law  provides.  Drainage  was  not  good;  some  bad  roof,  but  timber- 
ing was   good.     Breakthroughs   were   neglected.     Did   not   find   any   men 
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that  were  given  copies  of  the  mining  laws.     The  necessary  recommenda- 
tions were  made  as  the  conditions  required. 

This  mine  was  reported  last  year  as  Bell  Creek  Mine,  No.   512  of  the 
printed  report. 
CLYDE  WOOD,  Supt.  S.  M.  TAYLOR,  Mine  Boss. 

COLUMBUS   COAL   CO. 

P.    O.,    VAUGHAX,    W.    VA. 

Series  No.  769-770.  Nos.  1  and  2  Mines. — These  mines  are  located  at 
Vaughan  on  the  Gauley  River  branch  of  the  C.  &  0.  R.  R.  No.  1  Mine 
is  a  drift  mine.  No.  2  is  a  drift  and  incline  mine.  The  No.  1  Mine 
operates  the  No.  2  Gas  seam,  and  the  No.  2  Mine  operates  the  Lewiston 
seam.  These  mines  are  in  the  hands  of  a  receiver,  and.  have  not  oper- 
ated since  January  1st,  1908.     No  inspections  were  made. 

These  mines  were  reported  last  year  as  Mines  Nos.  1  and  2,  Nos.  513 
and  514  respectively  of  the  printed  report. 

The  mines  are  in  charge  of  the  receiver. 

RAVEN  COLLIERIES   (FORMERLY  THE  PAINT  CREEK 
COLLIERIES   CO.) 

P.    O.,    GREENDALE,    W.    VA. 

Series  No.  771.  Raven  Mine. — Is  located  at  Greendale  on  Rock  Camp 
creek  at  the  head  of  the  Gauley  River  branch  of  the  C.  &  O.  R.  R., 
is  a  drift  and  incline  mine  operating  the  Lewiston  seam  of  coal.  The 
ventilation  is  produced  by  an  eight-foot  fan  and  was  found  to  be  good, 
and  well  distributed.  It  was  recommended  that  the  trolley  wire  be  pro- 
tected at  crossings.  This  coal  is  extremely  hard.  Miners  and  the  man- 
agement claim  that  it  is  impossible  to  do  mining  by  pick.  Considerable 
machine  mining  is  done.  The  management  gives  assurance  that  all  coal 
that  is  being  shot  from  the  solid  will  be  with  the  use  of  nameless  ex- 
plosive. 

This  mine  was  reported  last  year  as  Raven  or  Greendale  Mine,  No.  519 
of  the  printed  report. 
F.  H.  SNYDER,  Supt.  WALTER  CUTHERBERSON,  Mine  Boss. 

KENTUCKY  COAL  &  LUMBER  CO. 

P.    O.,    CAMBRIA,    W.    VA. 

Series  No.  772-773-774.  Mt.  Carmel  Mine,  Cambria  Mine,  National  Mine 
and  Scott  Mine. — These  mines  are  located  on  Open  Fork  of  Bell  creek  on 
the  Gauley  River  branch  of  the  C.  &  O.  R.  R.  This  company  having  gone 
into,  the  hands  of  a  receiver,  the  mines  have  not  been  in  operation  and 
have  not  been  inspected.  The  Scott  Mine  was  formerly  owned  by  the 
Gauley  Consolidated  Coal  Co. 

The  Cambria,  Mt.  Carmel  and  National  Mines  were  reported  last  year 
in  the  printed  report  as  Nos.   515,   516   and  517   respectively.     The   Scott 
Mine  was  not  reported  in  last  year's  printed  report. 
L.   D.    BURNS,    Supt. 
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ARMINIUS   COAL   CO. 

P.    0.,     SCOTFORD,    \V.    VA. 

Series  No.  775.  Arminius  Mine. — Is  located  at  Scotford  on  the  Open 
Fork  of  Bell  creek,  on  the  Gauley  River  branch  of  the  C.  &  O.  R.  R., 
is  a  drift  and  incline  mine.  The  ventilation  is  produced  by  a  furnace. 
Several  visits  were  made  to  this  mine  but  never  found  working  and  no 
inspection  was  made. 

This  mine  was  reported  last  year  as  Arminius  Mine,  No.   518  of  the 
printed  report. 
G.   E.    SMITH,    Supt.  S.   W.    SMITH,   Mine   Boss. 

CLAY  COUNTY. 

CARTER  COAL  CO. 

P.    O.,     SCOTFORD,    W.    VA. 

Series  No.  777.  Carter  Mine. — Is  located  at  Scotford  on  the  Open 
Fork  of  Bell  creek,  on  the  Gauley  River  branch  of  the  C.  &  O.  R.  R., 
is  a  drift  and  incline  mine  operating  the  Coalburg  seam  of  coal.  The 
ventilation  is  produced  by  a  furnace.  Several  visits  were  made  to  this 
mine,  and  it  has  been  practically  idle,  never  being  able  to  find  it  work- 
ing, no  inspection  was  made. 

This  mine-  was  reported  last  year  as  Carter  Mine,  No.  230  of  the  printed 
report. 
WM.   TAMPLIN,    Supt.  LEONARD   ARTHUR,    Mine    Boss. 

KENTUCKY  COAL  d  LUMBER  CO. 

P.    0.,     SCOTFORD,    W.    VA. 

Series  No.  778.  Scott  Mine. — This  mine  was  formerly  owned  by  the 
Gauley  Consolidated  Coal  Co.,  and  not  being  in  operation,  there  were  no 
inspections  made. 

This  mine  was  reported  last  year  as  Scott  Mine,  No.  231  of  the  printed 
report. 
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EIGHTH    DISTRICT. 


GENERAL  SUMMARY  OF  THE  EIGHTH  MINING  DISTRICT  FOR  THE 
YEAR  ENDING  JUNE  30TH,  1908. 
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Office  of  the  Eighth  District  Mine  Inspector, 

Thurmond,  W.  Va.,   September  19th,   1908. 

Hon.  Jas.  W.  Paul, 

Chief  of  the  Department  of  Mines, 
Charleston,  W.  Va. 

Dear  Sir: — In  compliance  with  the  requirements  of  the  Mining  Law, 
I  herewith  submit  my  first  annual  report,  of  the  Eighth  District,  ending 
June  30,  1908. 

I  was  first  assigned  the  Seventh  District,  comprising  Nicholas,  part 
of  Fayette  and  Kanawha  counties,  in  which  district  I  made  ninety-nine 
regular  inspections  and  five  extra  visits.  I  was  then  transferred  to  the 
Eighth  District  February  1st,  1908,  in  which  district  I  have  made  fifty- 
nine  regular  inspections  and  twenty-five  extra  visits,  making  a  total  for 
the  year  of  one  hundred  and  fifty-eight  regular  inspections  and  thirty 
extra  visits. 

In  addition  to  the  above  inspections  and  visits,  I  was  called  to  the 
Monongah  disaster  for  five  weeks  and  to  the  Pocahontas  coal  field  for 
more  than  one  week. 

The  mines  in  this  district  have  made  great  strides  in  regard  to  con- 
ditions in  and  about  them.  The  greatest  improvement  has  been  in  ven- 
tilation, as  a  good  number  of  mines  in  this  field  had  been  developed  with 
very  little  attention  paid  to  ventilating  them.  The  furnace  and  the 
so-called  natural  ventilation  prevailed  in  a  large  number  of  mines,  but 
at  the  present  time  a  greater  number  have  equipped  their  mines  with 
fans,  and  in  most  cases  are  getting  good  results.     There  is  a  good  deal 
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of  improvement  under  headway  at  this  time,  but  owing  to  the  slack  run 
and  low  market  conditions  that  have  prevailed  in  this  field  for  some 
time,  it  has  been  rather  difficult  to  get  all  the  improvements,  called  for 
by  law,  executed  promptly. 

I  have  had  to  bring  prosecutions  against  the  operator,  mine  foreman 
and  miner  in  a  number  of  cases  the  latter  part  of  this  year,  to  have  the 
law  complied  with,  reports  of  which  will  be  shown  in  the  monthly  bul- 
letin. 

In  conclusion  I  wish  to  say  that  it  is  with  a  feeling  of  gratitude  that 
I  express  my  sincere  thanks  to  you  for  the  wise  counsel  and  advice  you 
have  given  me  in  the  discharge  of  my  duties. 

r  also  wish  to  express  my  sincere  thanks  to  the  operators,  mine  fore- 
men and  miners  for  the  courteous  treatment  shown  me  in  the  execution 
of  my  duties. 

Very  truly  yours. 

J.  A.   Stkaughan, 
Mine  Inspector,  Eighth  District. 

In  my  report  for  the  year  ending  June  30,  1908,  I  am  requested  that 
it   be: 

First: — Completed  and  filed  in  this  office  not  later  than  September  30, 
1908. 

Second: — That  in  my  report  I  make  mention  of: 

(a)  Wherein  I  have  been  handicapped  in  the  exercise  of  my  duties 
through  any  weakness  in  the  law. 

Ans.     I  have  had  no  direct  cases  wherein  I  have  been  handicapped. 

(b)  Wherein  I  have  been  handicapped  through  inability  to  secure  pros- 
ecutions of  violations  of  the  law  in  court  proceedings. 

Ans.     I  have  been  successful  in  all  prosecutions. 

(c)  Wherein  I  think  the  present  law  could  be  strengthened  by  amend- 
ments. 

Ans.  (1)  Sec.  10.  The  present  law  reads,  "No  person  shall  travel  on 
foot  to  or  from  his  work  upon  any  slope  engine  plane  or  motor  roads 
when  other  good  roads  are  provided  for  that  purpose."  The  law  should 
read,  "No  person  shall  travel  on  foot  to  or  from  his  work  upon  any  slope 
engine  plane  or  motor  road  while  the  mine  is  in  operation,  and  no  per- 
son shall  be  allowed  to  ride  in  steel  cars  under  any  electric  voltage." 

(2)  Sec.  11.  The  present  law  reads,  "And  all  breakthroughs  between 
the  intake  and  return  air  ways  not  required  for  the  passage  of  air  shall 
be  closed  with  stoppings  substantially  built,  with  suitable  material,  which 
shall  be  approved  by  the  district  mine  inspector."  The  law  should  say 
-.hat  material  to  be  used  and  where  (taking  the  power  from  the  inspector), 
as  I  am  having  some  trouble  to  get  this  ruling  carriea  out. 

(3)  Sec.  13.  The  law  should  compel  all  gaseous  mines  to  equip  their 
fans  with  self-recording  gauges,  and  records  kept  of  same  for  inspection, 
and  all  fans  driven  by  electric  power  should  have  a  separate  wire  line 
and  this  wire  line  should  be  connected  between  generator  and  switch  or 


19081  Department  of  Mines.  447 


circuit  breaker  so  as  to  avoid  the  fan  stopping  whenever  there  is  a  circuit 
thrown  in  the  mines. 

(4)  The  law  should  demand  that  at  each  and  every  gaseous  mine 
where  locked  safety  lamps  are  used,  there  should  be  a  qualified  person 
to  examine,  clean,  fill,  lock  and  to  know  that  each  lamp  is  in  safe  con- 
dition before  leaving  the  lamp  room  or  house. 

(5)  Sec  15.  There  should  be  a  law  prescribing  the  minimum  area  of 
all  air  ways,  and  this  should  not  be  under  48  square  feet. 

(6)  Sec.  15.  All  shafts  and  slopes  to  be  examined  before  work  time 
each  day;  examine  spreader  chains,  ropes,  rope  sockets,  safety  catches, 
guides  and  steam  knock-offs.  Also  keep  all  signals  in  proper  working 
condition,  anneal  all  chains  once  per  month  and  test  all  safety  catches 
once  each  week.  All  ropes  to  be  turned  end  for  end  every  three  months. 
A  dated  report  of  the  above  to  be  kept  at  the  mine  for  inspection. 

(7)  All  ropes  on  inclines  to  be  changed  end  for  end  every  six  months; 
couplings  and  chains  to  be  annealed  once  per  month. 

(8)  Sec.  23.  The  law  should  prescribe  the  conditions  under  which 
solid  shooting  may  be  permitted.  I  think  it  should  be  prohibited  entirely, 
as  it  is  a  dangerous  practice  under  any  condition. 

(9)  Sec.  24.  The  law  should  prescribe  the  conditions  under  which 
steam  locomotives  may  be  used  within  mines. 

(d)  Wherein  any  particular  section  of  the  law  is  impractical,  and  my 
reasons  therefor. 

Ans.     Reasons  given  above. 

(e)  The  advisability  of  requiring  the  employment  of  shot  firers. 
Ans.     By  placing  shot  firers  at  all  mines  it  would  reduce  the  danger 

of  explosions  a  great  deal,  and  in  case  of  an  explosion  the  number  of 
lives  lost  would  be  greatly  reduced.  The  best  manner  of  dealing  with 
this  would  be  to  remove  the  dangers  as  far  as  possible  and  there  would 
be  very  little  need  of  shot  firers. 

(f)  The  advisability  of  requiring  mine  foremen  to  undergo  an  exam- 
ination as  to   their  competency. 

Ans.  It  would  raise  the  standard  of  mine  foremen  and  give  better  pro- 
tection to  those  employed  under  them  and  better  results  to  their  em- 
ployers. 

(g)  My  idea  as  to  the  most  practical  method  of  preventing  accidents 
on  inclines. 

Ans.  To  allow  no  person  to  ride  on  cars  or  wooden  horses  up  or  down  in- 
clines, and  when  practical  have  safety  hoist  provided  to  take  men  to  and 
from  their  work. 

(h)  Whether  I'  have  the  co-operation  of  the  miners  in  my  efforts  to 
give  them  the  protection  the  law  contemplates. 

Ans.     In  most  cases. 

(i)  Whether  the  operators  are  inclined  to  co-operate  with  me  in  the 
enforcement  of  the  law. 

Ans.     In  most  cases. 

(j)  In  what  important  particular  have  I  been  unable  to  have  a  com- 
pliance with  the  law. 
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Ans.     None  where  we  have  direct  law  to  cover. 

(k)  Cite  instances  where  I  have  brought  prosecutions  for  violations. 
of  the  law  and  been  unsuccessful. 

Ans.     None. 

(1)  Is  the  present  law  sufficient  to  meet  all  the  conditions  in  my  dis- 
trict, if  it  is  fully  observed  by  the  operator  and  miner. 

Ans.     No;  we  haven't  got  direct  law  to  meet  all  conditions. 

(m)  Are  your  duties  such  that  the  number  of  mines  in  your  district 
interferes  with  you  rendering  the  most  efficient  service. 

Ans.     I  think  so.     Am  unable  to  get  over  district  as  prescribed  by  law. 

(n)     Do  your  office  or  clerical  duties  take  up  too  much  of  your  time. 

Ans.     With  the  number  of  mines  I  have  to  inspect  I  would  say  yes. 

(o)  Outline  in  what  way,  in  your  judgment,  the  law  may  be  improved 
upon  in  regard  to  the  liberation  of  gas  in  dangerous  quantity. 

Ans.  Proper  distribution  of  sufficient  ventilation  to  the  working  faces 
to  render  all  gases  harmless,  and  by  placing  bore  holes  from  the  surface 
to  the  strata  to  bleed  off  any  gases  generated. 

(p)     What  character  of  accidents  predominates  in  your  district. 

Ans.     Accidents  resulting  from  falls  of  slate  or  draw  slate. 

(q)  Does  the  method  of  improperly  placing  shots  and  excessive  charges 
of  explosives  cause  unnecessary  accidents  by  falls  of  roof. 

Ans.     I  would  say  in  a  great  many  cases  it  does. 


CONDITION  OF   THE  MINES  IN   THE   EIGHTH   DISTRICT. 

The  last  two  series  numbers  indicate  the  Inspector's  number  of  the 
mine,  while  the  number  or  numbers  preceding  them  indicate  the  number 
of  the  district  in  which  the  mine  is  located,  viz:  815  indicates  the  eighth 
district  and  number  15  mine. 

FAYETTE  COUNTY. 

MILL  CREEK  COLLIERY  CO. 

V.    O.,   ANSTED,   W.    VA. 

Series  No.  801.  Mill  Creek  Mine. — This  mine  is  located  on  the  Mill 
Creek  branch  of  the  C.  &  O.  Ry.,  one-half  mile  from  Hawks  Nest.  This 
is  a  drift  mine  operating  the  Sewell  seam,  averaging  two  feet  ten  inches 
in  thickness.  The  development  is  by  the  double  entry  system,  and  the 
ventilation  is  furnished  by  a  ten-foot  fan  which  gives  good  results.  They 
have  recently  completed  an  air  plant  which  is  in  operation  at  this  time 
to  cut  the  coal.  I  have  given  this  mine  very  close  attention  as  it  has 
been  generating  explosive  gas  in  dangerous  quantities.  It  was  placed  on 
locked  safety  lamps  throughout  but  on  my  last  inspection  there  I  re- 
moved them  except  in  two  entry  headings.  They  have  recently  gone  over 
all  stoppings,  lepairing  and  making  them  air  tight.  All  conditions  in 
and  about  this  mine  are  reasonably  good. 
WM.  H.  EVANS,  Mgr.  JIM  JOHNSON,  Mine  Foreman  and  Fire  Boss. 
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GAULEY  MOUNTAIN   COAL    CO. 

P.    O.,   ANSTED,   W.    VA. 

Series  No.  802-803.  Nova  Scotia  and  Turkey  Creek  Mines. — These  mines 
a^e  drift  mines  located  at  Ansted  on  the  Mill  Creek  branch  of  the  C.  & 
O.  Ry.,  three  miles  from  Hawks  Nest,  operating  the  No.  2  Gas  seam  of 
coal  which  averages  about  five  feet  in  thickness.  These  mines  have  from 
two  to  four  miles  to  haul  their  coal,  principally  outside  tramroad;  elec- 
tric motors  and  steam  locomotives  are  used.  The  mines  are  developed 
on  the  double  entry  system,  having  three  fans  to  ventilate  their  mines. 
On  my  inspection  I  found  the  ventilation  not  distributed  to  the  working 
faces  as  it  should  be.  Their  refuge  holes  were  in  only  parts  of  their 
mine.  Their  top  or  roof  which  is  a  slate  formation  is  very  good  in  the 
rooms  but  bad  on  the  entries,  requiring  a  large  quantity  of  timber  to  be 
used,  which  is  looked  after  very  promptly.  Their  drainage  was  only  fair 
at  this  inspection  on  account  of  a  large  quantity  of  surface  water  coming 
into  the  mine.  All  other  conditions  filled  the  requirements  of  law. 
R.  C.  TAYLOR,  Supt.  JAS.  A.  MARTIN,  Mine  Foreman. 

CROFT  &   EVANS. 

P.    O.,   ANSTED,    W.    VA. 

Series  No.  804.  Pine  Top  Mine. — This  mine  is  located  at  Ansted  on 
the  Mill  Creek  branch  of  the  C.  &  O.  Ry.,  three  miles  from  Hawks  Nest. 
This  mine  has  been  idle  the  greater  part  of  the  year  and  have  made  no 
inspection. 

WM.  H.  EVANS,  Mgr. 

SIGNAL  KNOB   COAL  CO. 

P.    O.,   ANSTED,   W.    VA. 

Series  No.   805.     Signal  Knob  Mine. — This  mine  is  located  at  Ansted 
on  the  Mill  Creek  branch  of  the  C.  &  O.  Ry.,  three  and  one-half  miles 
from  Hawks  Nest.     This  mine  has  been   idle  for   some   time  and   have 
made  no  inspection. 
WM.  H.  EVANS,  Mgr. 

GAYMONT  COLLIERY  CO. 

P.    O.,    ELMO,    W.    VA. 

Series  No.  80G.  Gaymont  Mine. — This  mine  is  located  on  the  main 
line  of  the  C.  &  O.  Ry.,  one  mile  east  of  Hawks  Nest.  It  is  a  drift 
mine  operating  the  Sewell  seam,  which  has  a  thickness  of  three  feet, 
with  a  slate  roof  which  is  very  good  when  taken  care  of.  The  develop- 
ment is  on  the  double  entry  system  and  ventilated  by  a  twelve-foot  steam 
fan  which  furnishes  a  sufficient  volume  of  air,  which  is  not  distributed 
to  the  working  faces  properly.  At  times,  Pollick's  heading  No.  1  gen- 
erates explosive  gas  but  is  well  taken  care  of  with  a  good  volume  of  air. 
The  drainage  on  the  haulage  road  was  not  in  good  condition.     Their  at- 
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tention  was  also  called  to  the  loose  slate  and  refuge  holes  on  their  main 
haulage.     All   other  conditions   were   reasonably  good. 
JNO.   DEMFSEY    AND  THOS.   TOLER,   Mine  Foreman. 

H.   B.   CLARKSON,   SuptS. 

SUNBEURY  COAL  &  COKE  CO. 

p.    O.,    ELMO,    W.    VA. 

Series  No.  807.  Sunny  Side  Mine. — This  is  a  drift  mine  located  on  the 
main  line  of  the  C.  &  O.  Ry.,  two  miles  east  of  Hawks  Ne'st  operating 
the  Sewell  seam,  which  has  a  thickness  of  about  three  feet.  The  roof 
is  slate  and  very  good  except  on  main  motor  haulage.  Parts  of  this 
haulage  have  been  affected  by  squeezes  in  past  years.  This  mine  gen- 
erates small  quantities  of  explosive  gas  but  is  well  taken  care  of  with 
a  seven-foot  electric  exhaust  fan.  The  second  opening  did  not  meet  the 
requirements.  Their  refuge  holes  were  not  in  good  condition  and  drain- 
age was  only  fair  in  parts  of  mine.  All  other  conditions  were  in  reason- 
ably good  shape. 

JNO.  DEMPSEY    AND  R.  J.  MORTON,  Mine  Foreman, 

H.   B.   CLARKSON,   Supts. 

BEURY-NEW   RIVER    COAL    CO. 

P.    0.,    ELMO,    W.    VA. 

Series  No.  808.  Elmo  Mine. — This  is  a  drift  mine  located  at  Elmo  on 
the  main  line  of  the  C.  &  O.  Ry.,  three  miles  east  of  Hawks  Nest,  oper- 
ating the  Sewell  seam  which  has  a  thickness  of  about  three  feet.  The 
roof  is  slate  and  very  good  except  some  loos 2  slate  on  motor  haulage. 
Their  drainage  is  only  fair  in  parts  of  mine.  The  ventilation  is  produced 
by  a  ten-foot  Thayer  fan  located  twenty-five  hundred  feet  inside  of  mine 
and  only  gives  fair  results.  They  are  preparing  to  remove  the  fan  to 
the  outside  where  it  will  give  better  results.  Their  refuge  holes  did  not 
meet  the  requirements.  At  this  time  they  are  only  working  the  entries 
preparing  to  start  a  retreating  system  of  long  wall  equipped  with  the 
latest  machinery  to  cut  and  load  the  coal.  All  other  conditions  were  in 
reasonably   good   condition.    . 

JNO.  DEMPSEY    AND  J.   E.   PERKINS.  Mine   Foreman. 

H.   B.   CLARKSON,   Supts. 

MICHIGAN   COAL    CO. 

P.    O.,    FAYETTE,    W.    VA. 

TSeries  No.  809.  Michigan  Mine. — This  is  a  drift  opening  located  on 
the  main  line  of  the  C.  &  O.  Ry.,  three  and  one-half  miles  east  of  Hawks 
Nest,  operating  the  Sewell  seam  with  a  thickness  of  about  three  feet. 
The  roof  is  slate  and  is  very  good  except  on  the  entries  in  places  where 
it  gives  trouble  if  not  looked  after  very  closely.  The  mine  is  developed 
on  the  double  entry  system  and  ventilated  by  furnace  which  does  not 
give  good  satisfaction.  They  promised  to  place  a  fan  in  the  near  future. 
This    mine    generates    small    quantities    of    explosive    gas    in    their    main 
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straight  headings  also  in  Musgrave  entry.     Their  cross-cuts  between  en- 
tries and  roojns  were  made  at  required  distance  but  not  large  enough  to 
permit  any  air  to  pass  through.     I  found  this  was  a  very  common  prac- 
tice throughout  this  field.     All  other  conditions  were  reasonably  good. 
JAS.   D.   BOONE,   Supt.  E.   E.    SIMS,   Mine   Foreman. 

MANUFACTURERS  &   CONSUMERS  COAL   CO. 

P.    O.,    FAYETTE,    W.    VA. 

Series  No.  810.  Newlyn  Mine. — This  is  a  drift  mine  located  on  the 
main  line  of  the  C.  &  O.  Ry.,  four  miles  east  of  Hawks  Nest  or  one  mile 
west  of  Fayette  Station.  They  are  operating  the  Sewell  seam  with  a 
thickness  of  about  three  feet.  The  roof  is  slate  and  is  very  good  when 
taken  care  of.  Their  ventilation  is  produced  by  an  eight-foot  Thayer 
exhaust  fan,  which  gives  a  good  volume  of  air  but  was  not  distributed 
to  the  working  faces  properly.  Their  drainage  was  not  in  good  condi- 
tion but  they  were  making  preparation  to  improve  it.  Other  conditions 
were  reasonably  good. 
P.  H.  HENRY,  Supt.  JAS.  W.  SIMS,  Mine  Foreman. 

THE  FAYETTE  COAL  &  COKE  CO. 

P.    O.,    FAYETTE,    W.    VA. 

Series  No.  811.  Fayette  Mine. — This  mine  is  located  at  Fayette  Sta- 
tion on  the  main  line  of  the  C.  &  O.  Ry.,  five  miles  east  of  Hawks  Nest. 
It  is  a  drift  mine  operating  the  Sewell  seam  on  the  double  entry  system. 
They  have  an  average  thickness  of  near  three  feet  with  slate  roof  which 
is  good  when  looked  after.  Their  ventilation  is  produced  by  a  furnace 
which  does  not  give  good  satisfaction.  As  this  is  an  old  mine,  the  air 
lias  to  travel  a  long  distance  and  the  furnace  does  not  balance  the  con- 
ditions at  times.  Their  drainage  is  only  fair  in  sections.  All  other  con- 
ditions were  reasonably  good. 
DAVE  REECE,  Supt.  D.  W.  RHODES,  Mine  Foreman. 

NUTTALLBURG   COAL   &    COKE    CO. 

P.    O.,    NUTTALLBURG,    W.    VA. 

Series  No.  812.  Nuttallburg  Mine. — This  mine  is  located  on  the  main 
line  of  the  C.  &  O.  Ry.,  seven  miles  east  of  Hawks  Nest  and  at  Nuttall 
Station.  It  is  a  drift  mine  operating  the  Sewell  seam  with  a  thickness 
of  four  feet.  The  roof  is  slate  and  is  very  good,  when  looked  after. 
Their  ventilation  is  produced  by  an  eighteen-foot  electric  exhaust  fan 
which  gives  a  large  volume  of  air  but  owing  to  this  being  a  very  old 
mine  and  a  long  distance  under  ground,  and  their  stoppings  only  in  fair 
condition  the  volume  of  air  in  their  advance  workings  was  limited.  The 
second  opening  was  placed  in  condition  to  travel  at  a  considerable  cost. 
The  refuge  holes  do  not  meet  the  requirements  at  this  inspection.  The 
fine  coal  dust  was  allowed  to  accumulate  on  the  entries.  They  were  in- 
structed to  water  and  remove  this  at  once.  All  other  conditions  meet 
the  requirements  of  the  law. 
L.  C.  BEIRNE,  Supt.  J.  G.  EDWARDS,  Mine  Foreman. 
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HOLLIDAY   COAL   CO. 

P.    O.,    BEAUTY,    W.    VA. 

Series  No.  813.  Keeneys  Creek,  Mine. — This  mine  is  located  on  the 
main  line  of  the  C.  &  O.  Ry.,  eight  miles  east  of  Hawks  Nest  and  ten 
miles  west  of  Thurmond.  There  are  a  number  of  openings  from  a  tram- 
way on  the  outside  in  the  Sewell  seam  which  averages  about  three  feet 
six  inches  in  thickness.  This  is  a  slate  roof  and  owing  to  them  working 
very  close  to  the  crop  surface  it  is  full  of  slips  and  rotten,  making  them 
use  a  large  quantity  of  timber.  Their  drainage  is  also  bad  at  a  certain 
time  of  the  year.  Their  second  opening  does  not  meet  the  requirements, 
in  part  of  their  mine,  but  are  driving  to  make  one.  In  parts  of  this 
mine  the  ventilation  is  produced  by  the  Nuttallburg  fan;  other  parts 
they  depend  on  natural  ventilation  which  is  very  bad  at  times.  In  this 
mine  the  miners  are  inclined  to  shoot  their  coal  from  the  solid  and  I 
am  having  trouble  to  stop  it,  also  the  powder  law  is  violated  here.  Other 
conditions  meet  the  requirements. 
L.  C.  BEIRNE,   Supt.  J.  W.   SIMS,  Mine  Foreman. 

KEENEYS  CREEK  COLLIERY  CO. 

P.    O.,    BOONE,    W.    VA. 

Series  No.  814.  Boone  Mine. — This  mine  is  a  drift  opening  located 
three  miles  from  Keeneys  Creek  Junction  on  the  Keeneys  Creek  branch 
of  the  C.  &  O.  Ry.,  operating  the  Sewell  seam  which  averages  about 
three  feet  six  inches  in  thickness.  The  roof  is  slate  and  takes  very  close 
attention,  and  plenty  of  timber.  The  mine  is  developed  on  the  double 
entry  system  and  ventilated  with  an  eight-foot  exhaust  electric  fan 
which  gives  fair  results.  The  refuge  holes  and  stoppings  on  main  entry 
do  not  meet  the  requirements.  This  mine  has  practically  changed  the 
location  of  all  their  work  and  remodeled  everything,  making  a  great  im- 
provement in  conditions. 
LEE   LONG,   Mgr.  CHAS.    HIGGINS,   Mine    Foreman. 

BALLENGER  COAL  CO. 

P.    O.,    NUTTALLBURG,    W.    VA. 

Series  No.  815.  Ballenger  No.  2  Mine. — This  mine  is  located  three 
and  one-half  miles  from  Keeneys  Creek.  Junction  on  the  Keeneys  Creek 
branch  of  the  C.  &  0.  Ry.  This  is  a  drift  mine  operating  the  Sewell 
seam  with  natural  ventilation  which  was  fairly  good  on  my  inspections. 
They  only  work  a  few  men,  principally  all  pillar  work.  The  life  of  this 
mine  is  very  short  unless  they  open  up  other  property.  The  drainage 
on  the  haulage  was  only  fair.  The  roof  is  slate  with  draw  slate  that 
comes  down  in  most  of  the  work.  The  loose  slate  on  entries  was  brought 
to  the  attention  of  mine  foreman.  All  other  conditions  were  in  fairly 
good  shape. 
GEORGE  HOLLAND,   Supt.  F.  M.   OHLINGER,   Mine  Foreman. 

Series  No.  816.    Ballenger  No.  1  Mine. — This  mine  is  located  four  miles 
from  Keeneys  Creek  Junction  on  the  Keeneys  Creek  branch  of  the   C. 
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&  O.  Ry.  It  is  a  drift  mine  operating  the  Sewell  seam  of  coal  which 
averages  three  and  one-half  feet  in  thickness  with  a  slate  roof  and  draw 
slate  which  eomes  down  usually  as  the  coal  is  taken  out.  The  mine  is 
developed  on  the  double  entry  system.  The  ventilation  is  produced  by 
a  gasoline  eight-foot  fan  and  furnace  and  with  the  improvement  that 
has  recently  been  made  in  repairing  stoppings,  placing  check  doors  on 
•entry,  etc.,  they  have  excellent  air.  All  other  conditions  in  and  about 
the  mine  were  found  to  be  fairly  good. 
GEORGE  HOLLAND,   Supt.  JOHN  OHLINGER,   Mine  Foreman. 

KEENEYS  CREEK  COLLIERY  CO. 

P.    O.,    WINONA,    W.    VA. 

Series  No.  817.  Smokeless  No.  1  Mine. — This  mine  is  located  on  the 
Keeneys  Creek  branch  of  the  C.  &  O.  Ry.,  five  miles  from  Keeneys  Creek 
Junction.  They  are  operating  the  Sewell  seam  which  averages  nearly 
four  feet.  They  have  a  slate  roof  which  is  very  good  when  taken  care  of. 
Their  drainage  in  their  new  mine,  with  the  improvement  they  have 
made,  is  in  fairly  good  condition,  but  not  so  good  in  the  old  mine.  They 
work  all  their  entries  at  this  time  double.  Their  ventilation  is  produced 
by  an  eight-foot  electric  exhaust  fan  which  gives  good  results,  after 
making  several  changes.  All  other  conditions  were  found  to  be  reason- 
ably good. 
LEE   LONG,   Mgr.  THOMAS   SEACREST    AND 

FRANK  BIERD,  Mine  Foremen. 

ROTHWELL   COAL   CO. 
p.  o.,  dubree,  w.  va. 
Series  No.  818-819.     Dubree  Nos.  1  and  2  Mines.— These  mines  are  lo- 
cated on  the  Keeneys  Creek  branch  of  the  C.  &  0.  Ry.,  five  and  one-half 
miles  from  Keeneys  Creek  Junction.    These  are  drift  mines  operating  the 
Sewell   seam   which   averages   in   thickness   about   three   feet   six   inches. 
Their  roof  is  sand  rock  which  makes  a  good  roof.     The  men  are  very 
•careless  in  regard  to  timbering.    The  ventilation  is  produced  by  a  twelve- 
foot  electric  exhaust  fan  which  gives  good  results.     Their  second  opening 
is  a  shaft  sixty  feet  deep  equipped  with  a  ladder.     All  other  conditions 
were  found  to  be  reasonably  good. 
H.  H.  ROTHWELL,  Supt.  M.  E.  COPLEY,  Mine  Foreman. 

BLUME    COAL   &    COKE    CO. 

P.    0.,    LOOKOUT,    W.    VA. 

Series  No.  820.  Blume  iYine.— This  mine  is  located  on  the  Keeneys 
Creek  branch  of  the  C.  &  O.  Ry,  seven  miles  from  Keeneys  Creek 
Junction,  operating  the  Sewell  seam  which  has  a  thickness  of  three  feet 
to  three  feet  six  inches,  with  a  slate  roof  which  is  very  good  except  in 
patches  where  it  needs  very  close  attention.  This  mine  is  on  the  double 
entry  system  and  is  aired  with  a  ten-foot  steam  exhaust  fan  which  is 
giving  fairly  good  results,  after  a  good  deal  of  improvement  on  this 
line.     Their  drainage  is  not  up  to  requirements.     Their  refuge  holes  and 
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stoppings  do  not  meet  the  requirements.    All  other  conditions  were  found 

to  be  in  fairly  good  shape. 

D.  W.  BOONE,  Supt.  J.  A.  McCALLISTBR,  Mine  Foreman. 

LOOKOUT  COAL  &   COKE  CO. 

P.    O.,    LOOKOUT,    W.    VA. 

Series  No.  821.  Lookout  Mine. — This  mine  is  located  on  Keeneys  creek 
on  a  branch  of  the  C.  &  O.  Ry.,  seven  and  one-half  miles  from  Keeneys 
Creek  Junction,  operating  the  Sewell  seam  which  averages  three  feet  in 
their  left  mine.  In  their  right  mine  they  have  been  in  to  rock  faults 
for  some  time  and  at  this  time  they  are  doing  nothing.  These  are  drift 
mines  with  a  slope  to  get  leading  to  the  tipple.  Their  right  side  is  ven- 
tilated with  a  ten-foot  steam  exhaust  fan  with  good  results.  Their  left 
side  ventilation  is  produced  by  a  furnace  with  only  fair  results.  Their 
roof  is  slate  which  is  very  good  when  looked  after.  Their  drainage  and 
stoppings  could  be  improved.  All  other  conditions  meet  the  require- 
ments. 
D.    W.    BOONE,    Supt.  J.  A.  McCALLISTER    AND 

ANDY   BOONE,    Mine    Foremen. 

MOSLEY  &   WALKER. 
P.   O.,   CLIFF  TOP,   W.   VA. 

Series  No.  822-823-824.  Cliff  Top  Nos.  J,  2  and  3  Mines.— These  are 
drift  mines  located  at  Cliff  Top  on  a  narrow  gauge  road  nine  miles  from 
Sewell  Station.  The  Sewell  seam  is  operated  with  a  thickness  varying 
from  two  and  a  half  to  three  feet. 

Mine  No.  1. — This  is  an  old  mine  with  very  little  solid  work  left,  prin- 
cipally pillars.  This  is  natural  ventilation,  with  slate  roof  which  is  very 
good  when  taken  care  of.  The  refuge  holes  in  this  mine  do  not  meet  the 
requirements.  They  were  not  using  any  check  doors  to  conduct  air  cur- 
rent to  working  faces.     All  other  conditions  were  fairly  good. 

Mine  No.  2. — This  is  a  new  mine  opened  on  the  double  entry  system 
in  which  they  were  only  employing  two  men  at  time  of  inspection,  using 
the  coal  produced  for  home  consumption. 

Mine  No.  3. — This  mine  is  operated  on  the  double  entry  system  and 
ventilated  by  a  Thayer  electric  eight-foot  exhaust  fan  which  gives  good 
satisfaction.  The  second  opening  does  not  meet  the  requirements  in  this 
mine  but  I  instructed  them  to  cut  door  in  fan  casing  until  their  second 
opening  could  be  finished.  All  other  conditions  meet  the  requirements, 
except  solid  shooting  with  dynamite,  which  has  been  a  practice  with  the 
miners  at  this  mine  for  a  long  time.  Mr.  Mosley  joined  me  in  stop- 
ping it. 
H.  A.  MOSLEY,  Supt.  W.  L.  HERNDON,  Mine  Foreman. 

PENNSYLVANIA  &  NEW  RIVER  COAL  CO. 

P.    O.,    PENNBROOKE,    W.    VA. 

Series  No.  825.  Kohinoor  Mine. — This  mine  is  located  five  miles  west 
of  Thurmond  on   the  main  line   of  the  C.  &  O.  Ry.,   operating  the  Fire 
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Creek  seam  of  coal  which  averages  about  three  feet  in  thickness.  It  is 
developed  on  the  single  and  double  entry  systems  with  ventilation  pro- 
duced by  a  sixteen-foot  electric  exhaust  fan  which  gives  good  results. 
The  right  side  of  this  mine  has  been  up  against  a  roqk  fault  but  they 
are  tramming  around  the  hill  further,  with  the  hopes  of  getting  around 
this  fault.  There  was  a  quantity  of  fine  dry  coal  dust  on  the  entries. 
Their  second  opening  did  not  meet  the  requirements.  This  mine  is  re- 
locating its  incline,  as  the  present  one  is  very  expensive  to  operate  and 
the  longest  in  the  State.  All  other  conditions  meet  the  requirements. 
SMEDLEY   BUTLER,    Supt.        EDWARD   LITTLEJOHN,   Mine    Foreman. 

FIRE  CREEK  COAL  &  COKE  CO. 

P.    O.,    FIRE    CREEK,    W.    VA. 

Series  No.  827-828,  Fire  Creek  and  Buffalo  Mines. — These  mines  are 
located  on  the  main  line  of  the  C.  &  O.  Ry.,  at  Fire  Creek  Station,  four 
miles  west  of  Thurmond.  This  is  one  of  the  oldest  drifts  in  this  section 
which  is  operating  the  Fire  Creek  seam  with  an  average  thickness  of 
three  feet  six  inches.  The  old  mine  has  been  suspended  on  account  of 
insufficient  ventilation.  Their  present  working  is  on  Buffalo  creek  where 
they  operate  on  the  single  and  double  entry  systems.  Their  ventilation 
is  at  present  produced  by  furnace  but  they  have  a  fan  on  the  ground  to 
install.  Still  with  the  improvement  that  has  been  made  their  furnace 
gives  good  results.  Their  drainage  and  stoppings  could  be  improved.  All 
other  conditions  meet  the  requirements. 
H.   L.   ATKINSON,   Supt.  ZEB   ARINGTON,   Mine   Foreman. 

BEURY  BROS.  COAL  &  COKE  CO. 

P.    O.,    BEURY,    W.    VA. 

Series  No.  830.  Echo  Mine.— This  mine  is  located  three  miles  west  of 
Thurmond  on  the  main  line  of  the  C.  &  O.  Ry.  It  is  a  drift  mine  oper- 
ating the  Fire  Creek  seam  with  an  average  thickness  of  four  feet,  and 
a  slate  roof  which  is  very  good  except  on  haulage  which  has  been  very 
expensive  to  get  in  a  fairly  safe  condition  to  travel  on.  Their  ventila- 
tion is  produced  by  an  eight-foot  electric  exhaust  Thayer  fan  located  at 
Stone  Cliff  mine  which  gives  fairly  good  results  with  the  improvement 
that  has  been  made  on  this  line.  This  mine  is  developed  on  the  double 
entry  system  except  on  the  third  and  fourth  left  entries  which  are  on 
the  single  entry  style.  These  two  left  entries  are  coupled  to  old  Central 
.Mine  where  they  are  troubled  at  times  with  black  damp,  and  owing  to 
their  being  single  entries  this  black  damp  is  likely  to  give  them  future 
trouble.  There  is  a  small  amount  of  fine  coal  dust  on  their  rope  haulage. 
Other  conditions  were  in  fairly  good  shape. 
H.   B.   BEURY,   Supt.  PETER  WOLF,  Mine  Foreman. 

BIG  BEND    COAL   CO. 

P.    0.,    DIMMOCK,    W.    VA. 

Series  No.  831.     Big  Bend  Mine. — This  mine  is  located  one  mile  .west 
of  Thurmond   on   the  main  line   of  the  C.   &  O.   Ry.,   operating   the  Fire 


456  Annual  Report  of  [W.  Va. 

Creek  seam  which  averages  about  three  feet.  The  roof  is  slate  and  fairly- 
good  when  timbered.  The  mine  is  developed  on  the  double  entry  system 
at  present,  and  is  ventilated  by  an  eight-foot  steam  exhaust  fan  recently 
installed,  which  gives  better  results  than  the  old  system.  The  refuge 
holes,  loose  slate  on  entries  and  drainage  were  not  up  to  the  requirements, 
also  air  records  were  not  filled  out  properly.  All  other  conditions  filled 
the  requirements. 
JNO.  DEMPSEY,  Supt.  O.  C.  WISEMAN,  Mine  Foreman. 

STONE   CLIFF   COAL   &    COKE   CO. 

P.    O.,    STONE    CLIFF,    W.    VA. 

Series  No.  832.  Stone  Cliff  Mine. — This  mine  is  located  one  and  one-half 
miles  east  of  Thurmond  on  the  main  line  of  the  C.  &  O.  Ry.  The  de- 
velopments are  in  the  Fire  Creek  seam  which  is  three  and  one-half  feet 
in  thickness.  The  ventilation  is  produced  by  an  eight-foot  electric  ex- 
haust fan.  With  the  improvements  recently  made  it  gives  good  results. 
The  roof  is  slate  principally,  and  in  parts  of  mine  not  very  good,  requir- 
ing close  attention.  The  drainage  and  stoppings  could  be  improved. 
Other  conditions  found  in  reasonably  good  shape. 
JNO.  DEMPSEY,  Supt.  G.  D.  McDANIELS,  Mine  Foreman. 

THE  BEECHWOOD   COAL  &   COKE   CO. 

P.   O.,    CLAREMONT,    W.    VA. 

Series  No.  833-834.  Beechwood  Xo.  1  and  2  Mines. — These  mines  are 
drifts  located  about  three  miles  east  from  Thurmond  on  the  main  line 
of  the  C.  &  0.  Ry.,  and  operate  in  the  Fire  Creek  seam. 

Mine  No.  1. — This  mine  is  developed  on  the  double  entry  system.  The 
average  thickness  of  the  coal  is  four  and  one-half  feet  with  a  slate  and 
rock  roof  which  is  very  good  when  taken  care  of.  The  ventilation  is 
produced  by  a  twelve-foot  steam  fan,  and  with  the  improvement  that  has 
been  made  along  this  line  the  ventilation  is  good.  This  mine  has  a 
gravity  incline  inside  of  mine  which  no  other  mine  in  this  field  has.  On 
my  last  inspection  of  this  mine  I  found  a  small  quantity  of  fine  dry  coal 
dust  on  the  entry,  also  the  miners  were'  using  dynamite  to  blast  their 
coal  in  wet  places.  All  other  conditions  were  in  reasonably  good  shape. 
C.  C.  BEURY,  Mgr.  R.  B.  HANNA,  Mine  Foreman. 

Z.  E.  KITCHEN,  Supt. 

Mine  No.  2. — This  mine  has  been  separated  from  Mine  No.  1,  and  is 
developed  on  the  single  and  double  entry  systems.  They  have  recently 
installed  a  five-foot  Robinson  fan  which  they  hops  to  get  good  results 
from,  but  at  present  their  ventilation  is  very  poor,  on  account  of  their 
stoppings  and  air  ways  in  bad  condition.  The  average  thickness  is  four 
feet,  the  roof  is  slate  and  very  good  when  taken  care  of.  All  other  con- 
ditions were  found  to  be  in  fairly  good  shape. 

C.  C.  BEURY,  Mgr.  J.  H.  NEAL,  Mine  Foreman. 

Z.  E.  KITCHEN.   Supt. 
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ALASKA   COAL  &   COKE  CO. 
P.  O.,  CLAREMONT,  w.  va. 

Series  No.  835.  Alaska  Mine. — This  is  a  drift  mine  located  four  miles 
east  of  Thurmond  on  the  main  line  of  the  C.  &  O.  Ry.  The  developments 
are  in  the  Fire  Creek  seam  and  are  conducted  on  the  single  and  double 
entry  systems.  The  average  thickness  is  about  four  feet.  The  ventila- 
tion is  produced  by  an  eight-foot  Thayer  steam  fan  but  owing  to  the 
mine  being  operated  for  years"  with  no  attention  to  making  and  main- 
taining air  ways  it  is  very  difficult  to  properly  ventilate  it  at  present  in 
the  way  it  should  be.  Their  second  opening  was  a  proposition  to  them 
for  some  time  but  have  one  at  present  which  meets  the  requirements. 
Other  conditions  were  found  to  be  fairly  good. 
GEO.  LAWTON,  Supt.  S.  M.  PETERS,  Mine  Foreman. 

EPHRIAM   CREEK   COAL  £   COKE   CO. 

P.    O.,    THAYER,    W.    VA. 

Series  No.  836.  Buffalo  and  Slater  Mines. — These  are  drift  mines  located 
about  six  miles  east  of  Thurmond  on  the  main  line  of  the  C.  &  O.  Ry.  The 
development  is  in  the  Fire  Creek  seam  with  a  thickness  of  about  three 
and  one-half  feet.  The  roof  is  slate  and  rock  and  is  good  when  taken 
care  of.  Their  ventilation  is  produced  by  three  seven-foot  fans.  Two  of 
these  fans  are  placed  inside  of  mine  giving  fairly  good  results.  The 
grades  are  very  steep  in  these  mines  and  they  have  adopted  the  electric 
haulage  throughout  their  mines  giving  good  results.  All  other  conditions 
were  up  to  requirements. 
GEO.    FRAZER,    Supt.  JOHN  FILBIN    AND 

CHAS.    FINK,    Mine   Foremen. 

RIDGEVIEW  COAL   CO. 

P.    O.,    THAYER,    W.    VA. 

Series  No.  837.  Ridgeview  Mine. — This  mine  is  located  at  Thayer  on 
the  main  line  of  the  C.  &  O.  Ry.,  six  miles  east  of  Thurmond.  It  is  a 
drift  mine  operating  the  Fire  Creek  seam  which  has  an  average  thick- 
ness of  three  feet,  and  is  ventilated  by  an  eight-foot  Thayer  steam  ex- 
haust fan.  With  the  improvements  that  have  been  made  it  gives  good 
results.  The  coal  from  this  mine  is  handled  over  two  inclines.  The 
drainage  could  be  improved.  The  roof  is  slate  and  very  good  when  looked 
after.  Other  conditions  found  in  good  shape. 
J  NO.  DEMPSEY,  Supt.  JOHN  HARRIS,  Mine  Foreman. 

EXPORT  COAL   CO. 

P.    0.,    ROBINS,    W.    VA. 

Series  No.  838.  Export  Mine,. — This  mine  is  located  on  the  Laurel 
Creek  branch  of  the  C.  &  O.  Ry.,  about  three  miles  from  Quinnimont. 
It  is  a  drift  mine  and  operating  the  Fire  Creek  seam  which  averages 
three  feet  in  thickness.     T  have  only   inspected  this  mine   once,  and   on 
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this  trip  all  conditions  were  in  bad  shape,  but  was  assured  by  the  man- 
agement that  they  would  install  a  fan  and  improve  other  conditions. 
E.  E.  HUDDLESTON,  Supt.  S.  S.  ANDERSON,  Mine  Foreman. 

LAUREL   CREEK  COAL  CO. 

T.   O.,   LAUREL   CREEK,   W.   VA. 

Series  No.  839.  Laurel  Creek,  Mine. — This  mine  is  located  on  Laurel 
Creek  branch  of  the  C.  &  O.  Ry.,  four  miles  from  Quinnimont.  It  is  a 
drift  mine  developed  on  the  single  and  double  entry  systems  in  the 
Fire  Creek  seam  with  a  thickness  of  three  and  one-half  to  four  feet. 
Their  ventilation  is  of  natural  source  and  not  good.  Their  drainage  on 
their  haulage  is  bad.  Their  refuge  holes,  cross-cuts,  and  oil  do  not  come 
up  to  requirements.  The  miners  were  blasting  coal  with  dynamite. 
Their  stoppings  were  in  bad  condition.  No  mine  foreman's  air  records 
were  produced.  The  above  conditions  were  found  on  my  first  inspection, 
but  at  this  date  they  are  undergoing  a  general  improvement,  such  as  in- 
stalling a  fan,  pumps  and  other  improvements  to  get  their  mine  up  to 
the  requirements  of  law. 

GEO.  LAWTON,  Mgr.  WM.  WHITLOCK,  Mine  Foreman. 

J.  W.  LAWTON,  Supt. 

GLENDALE  COLLIERY  CO. 

V.    O.,    LAWTOX,    W.    VA. 

Series  No.  840.  Glendale  Mine. — This  is  a  drift  mine  located  four  and 
one-half  miles  from  Quinnimont  on  the  Laurel  Creek  branch  of  the  C. 
&  O.  Ry.  Owing  to  the  way  this  mine  has  run  I  have  never  been  able  to 
make  inspection. 

C.  B.  HELWIG,   Supt. 

QUINNIMONT  COAL  CO. 

P.    O.,    LAWTON,    W.    VA. 

Series  No.  841-842.  Big  Q.  and  Lick  Branch  Mines. — These  are  drift 
mines  located  on  the  Laurel  Creek  branch  of  the  C.  &  0.  Ry.,  four  and 
one-half  miles  from  Quinnimont.  They  operate  in  the  Fire  Creek  seam 
which  averages  in  thickness  about  four  feet,  with  a  slate  roof  which  is 
very  good  when  taken  care  of.  They  have  no  ventilation  except  by  natu- 
ral causes.  The  management  as  well  as  a  large  number  of  their  miners 
give  ventilation  very  little  attention,  as  I  found  men  working  as  far  as 
six  hundred  and  fifty  feet  ahead  of  the  ventilating  current  or  last  cross- 
cut, and  the  men  said  the  air  wasn't  bad.  Their  ventilation  as  to  volume 
and  distribution,  cross-cuts,  stoppings,  drainage,  powder  law  and  mine 
foreman  air  records  did  not  meet  the.  requirements  of  law.  They  had 
no  rules  posted  and  used  no  light  on  rear  end  of  trips. 
J.   C.   GALLANDET,   Mgr.  ED.   GORDON,   Mine   Foreman. 

D.  H.  PHELPS,  Supt. 
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GREENWOOD  COAL  CO. 

P.    O.,    LAWTON,    W.    VA. 

Series  No.  843.  Greenwood  Mines  Nos.  1  and  2.— These  are  drifts  lo- 
cated five  miles  from  Quinnimont  and  on  the  Laurel  Creek  branch  of 
the  C.  &  O.  Ry.  Their  operations  are  in  the  Fire  Creek  seam  which 
averages  four  feet  in  thickness  with  a  slate  top  or  roof  which  as  a  rule 
is  good  when  timbered.  The  development  is  by  double  entry  system 
and  ventilated  by  one  ten-foot  steam  exhaust  fan  on  their  number  two 
side  and  natural  ventilation  on  their  number  one  side.  The  result  is  not 
satisfactory  on  either  side.  The  management  promised  to  place  another 
fan  at  once.  Their  stoppings,  air  checks,  refuge  holes  and  second  open- 
ing in  Gentry  entry  did  not  meet  the  requirements,  also  the  powder  law 
was  violated.  Other  conditions  were  in  shape. 
WM.   A.    BROWN,    Supt.  J.  H.  WOOD    AND 

H.  C.  PETERS,  Mine  Foremen. 

HEMLOCK  HOLLOW  COAL  &  COKE  CO. 

P.    O.,    LAWTON,    W.    VA. 

Series  No.  844.  Hemlock  Mine. — This  is  a  drift  mine  located  on  the 
Laurel  Creek  branch  of  the  C.  &  O.  Ry.,  five  miles  and  one-half  from 
Quinnimont,  operating  the  Fire  Creek  seam  which  averages  four  feet  in 
thickness  with  a  good  slate  roof.  The  ventilation  is  produced  by  a 
twelve-foot  steam  exhaust  fan  which  gives  a  large  volume  of  air  but 
could  be  distributed  to  the  working  faces  in  better  form.  Their  stoppings 
on  main  entries  could  be  better.  The  men  were  allowed  to  use  dynamite 
to  blast  coal.  I  found  no  mine  foreman's  records.  Other  conditions  were 
up  to  the  requirements. 

WM.  A.  BROWN,  Mgr.  D.  S.  BROWN,  Mine  Foreman. 

J.  A.  BROWN,  Supt. 

NEW  RIVER   &   POCAHONTAS   CONSOLIDATED    COAL    CO. 

P.    O.,    GENTRY,    W.    VA. 

Series  No.  845-84G-847.  Layland  Nos.  1,  2  and  3  Mines. — These  are 
drift  mines  located  on  the  Laurel  Creek  branch  of  the  C.  &  0.  Ry.,  seven 
miles  from  Quinnimont,  operating  the  Fire  Creek  seam  which  averages 
four  feet  in  thickness  with  a  slate  roof  which  is  very  good  when  taken 
care  of.  The  ventilation  is  produced  by  a  twelve-foot  electric  Capell  fan 
in  Nos.  1  and  2  with  good  results.  The  No.  3  Mine  has  been  idle  for 
some  time  on  account  of  installing  a  duplicate  fan  to  the  one  at  Nos.  1 
and  2  Mines.  These  mines  use  nothing  but  electric  haulage  throughout. 
All  conditions  in  and  about  this  mine  meet  the  requirements  of  law. 
H.  M.  BERTOET,  Supt.  LEWIE  NIHOLEN    AND 

ROBT.  MEIRS,  Mine  Foremen. 

NEW  RIVER  VALLEY  COAL   CO. 

P.    0.,    FAYETTE,    W.    VA. 

Series  No.  848.  BacJiman  Mine. — This  is  a  drift  mine  located  on  the 
south  side  of  New  river  on  the  C.  &  O.  Ry.,  one  mile  east  of  Hawks  Nest, 
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operating  the  Sewell  seam  which  averages  close  to  three  feet  in  thick- 
ness, and  its  development  is  by  the  double  entry  system,  with  furnace 
ventilation  which  gives  good  results.  This  mine  was  idle  for  some  little 
time  after  it  blew  up  in  January,  1908.  Their  second  opening  does  not 
meet  the  requirements.  All  other  conditions  were  found  in  reasonably 
good  and  sate  condition. 

JAS.   D.   BOONE,  Mgr.  FRANK  HESS,   Mine   Foreman. 

DANIEL  BOONE,   Supt. 

MARRS  BRANCH   COAL   CO. 

P.    O.,    FAYETTE,    W.    VA. 

Series  No.  849.  Whitney  Mine. — This  is  a  drift  mine  located  on  the 
south  side  of  New  river  three  miles  east  of  Hawks  Nest  on  the  C.  &  O. 
Ry.,  operating  the  Sewell.  seam  which  averages  near  three  feet.  Ventila- 
tion is  produced  by  a  furnace  with  only  fair  results.  The  roof  is  slate 
and  very  good  when  taken  care  of.  Their  second  opening  does  not  meet 
the  requirements.  Other  conditions  were  in  fairly  good  shape,  except 
the  management  still  permits  their  men  to  shoot  their  coal  from  the 
solid  or  in  other  words  they  do  not  enforce  their  rules  which  they  have 
posted  on  this  line.  Other  conditions  meet  the  requirements. 
JAS.    D.    BOONE,   Mgr.  P.   A.    OHLINGER,   Mine   Foreman. 

LOW   MOOR   IRON    COMPANY    OF    VIRGINIA. 

P.   0.,   KAY   MOOR,   W.   VA. 

Series  No.  850.  Kay  Moor  No.  2  Mine. — This  is  a  drift  mine  located 
on  the  south  side  of  New  river  at  Fayette  Station  on  the  C.  &  O.  Ry., 
five  miles  east  of  Hawks  Nest,  operating  the  Sewell  seam,  which  aver- 
ages near  three  feet  with  a  slate  roof  which  is  fairly  good  when  taken 
care  of.  The  development  is  by  double  entry  system  and  ventilation 
with  furnaces  which  give  fairly  good  results  when  attended  to  as  they 
should  be.  The  drainage  is  very  bad  in  parts  of  this  mine.  Loose  slate 
on  entry  was  called  to  the  attention  of  mine  foreman.  All  other  condi- 
tions were  in  fairly  good  shape. 
WM.  BARRACK,  Supt.  D.  H.   STULL,  Mine  Foreman. 

Series  No.  851.  Kay  Moor  No.  1  Mine. — This  is  a  drift  mine  located 
on  the  south  side  of  New  river  on  the  C.  &  O.  Ry.,  six  and  one-half  miles 
east  of  Hawks  Nest,  operating  the  Sewell  seam  which  averages  three  and 
one-half  feet  in  thickness  with  a  slate  and  rock  roof  which  is  usually 
good.  Their  development  is  by  double  entry  system.  Their  ventilation 
is  produced  by  a  twenty-foot  force  fan,  but  owing  to  their  cramped  air 
ways  and  temporary  stoppings  their  air  conditions  do  not  meet  the  re- 
quirements. Their  drainage  is  bad  in  sections.  Also  refuge  holes  and 
the  oil  law  do  not  meet  requirements.  All  other  conditions  were  in  com- 
pliance with  law. 
WM.  BARRICK,  Supt.  F.  H.  TIBBET,  Mine  Foreman. 
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BROWN  COAL   CO. 

P.    O.,    NUTTALLBURG,    W.    VA. 

Series  No.  852.  Brown  Mine. — This  is  a  drift  mine  located  on  the  south 
side  of  New  river  on  the  C.  &  O.  Ry.,  seven  miles  east  of  Hawks  Nest, 
operating  the  Sewell  seam  which  averages  three  and  one-half  feet,  with 
a  good  slate  roof  when  taken  care  of.  Their  development  is  by  double 
entry  and  ventilated  by  a  five-foot  electric  Stine  fan  located  about  two 
thousand  feet  inside  of  mine.  With  the  improvements  which  have  been 
made  on  this  line  it  gives  fairly  good  results.  Their  drainage  could  be 
greatly  improved.  Their  refuge  holes  on  motor  and  rope  haulage  do  not 
meet  the  requirements.  The  practice  of  shooting  coal  from  the  solid  is 
still  followed  by  some  of  the  men  at  times.  Section  seventeen  of  the 
mining  law  in  regard  to  working  boys  under  fourteen  years  of  age  was 
violated  in  this  mine.  The  mine  foreman's  air  record  was  not  kept.  All 
other  conditions  were  to  the  requirements  of  law. 
J.  A.  BROWN,   Supt.  A.  R.  JONES,  Mine  Foreman. 

ELVERTON  COAL  &  COKE  CO.,  FORMERLY  THE  GOSHEN  IR.ON  CO. 

P.    O.,    CAPERTON,    W.   VA. 

Series  No.  853.  Elverton  Mine. — This  is  a  drift  mine  located  on  the 
south  side  of  New  river  on  the  C.  &  O.  Ry.,  eight  and  one-half  miles 
east  of  Hawks  Nest.  They  are  operating  in  the  Sewell  seam,  but  have 
been  idle  for  some  time  and  no  regular  inspection  has  been  made. 

SOUTH  SIDE  COAL  CO. 

P.   O.,    CAPERTON,   W.    VA. 

Series  No.  854.  South  Side  Mine. — This  is  a  drift  mine  located  on  the 
south  side  of  New  river  about  nine  miles  east  of  Hawks  Nest  and  one 
mile  west  of  Sewell  on  the  C.  &  O.  Ry.,  operating  in  the  Sewell  seam 
which  averages  near  four  feet  in  thickness  with  a  slate  roof  which  is 
good  in  rooms  and  fair  on  entries  when  taken  care  of,  and  is  ventilated 
by  a  six-foot  electric  fan  placed  inside  of  mine  which  gives  fair  results, 
on  account  of  stoppings  and  check  doors  not  in  good  condition.  Atten- 
tion was  called  to  the  mine  foreman  of  the  loose  slate  on  the  entries. 
Drainage  is  not  good  partially  on  account  of  natural  causes.  Refuge 
holes  do  not  meet  the  requirements.  Dynamite  is  used  to  some  extent 
in  shooting  coal.  Other  conditions  meet  the  requirements. 
G.  H.  CAPERTON,   Supt.  ROBT.  BOYD,   Mine  Foreman. 

NEW  RIVER  COLLIERIES  CO. 
P.    O.,    FINEOW,    W.    VA. 

Series  No.  855.  Cunard  Mine. — This  mine  is  a  drift,  mine  located  on 
the  south  side  of  New  river,  and  on  the  C.  &  O.  Ry.,  about  six  miles 
west  of  Thurmond  and  opposite  Sewell  Station.  The  development  has 
been  in  the  Sewell  seam  but  has  been  idle  for  some  time  and  no  inspec- 
tion has  been  made. 
ELI  T.  CONNOR,  Mgr. 
A.  J.  KING,  Dist.  Supt 
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Series  No.  856.  Brooklyn  Mine. — This  mine  is  located  on  the  south 
side  of  New  river  and  on  the  C.  &  0.  Ry.,  five  and  one-half  miles  west 
of  Thurmond.  It  is  a  drift  mine  operating  the  Sewell  seam  which 
averages  about  four  feet  with  a  slate  roof  which  takes  very  good  tim- 
bering. The  ventilation  is  produced  by  a  seven-foot  Stine  electric  fan 
which  gives  a  good  volume  of  air,  but  it  is  not  properly  conducted  to 
the  working  faces.  This  mine  has  recently  installed  electric  haulage 
through  the  greater  part  of  the  mine,  making  a  great  improvement  over 
the  old  way.  Their  refuge  holes  do  not  meet  the  requirements.  The 
drainage  in  parts  of  mine  could  be  improved.  Some  solid  shooting  is 
practiced  in  this  mine.  Other  conditions  were  found  in  reasonably  good 
shape. 

ELI  T.  CONNOR,  Mgr.  EDWARD  JONES,  Mine  Foreman. 

A.  J.  KING,  Dist.  Supt. 

NEW  RIVER  COLLIERIES  CO. 

P.    0.,    BUSH    EUX,    W.    VA. 

Series*NTo.  857.  Red  Ash  Mine. — This  is  a  drift  mine  located  on  the 
south  side  of  New  river,  and  on  the  C.  &  O.  Ry.,  three  and  one-half  miles 
west  of  Thurmond,  operating  the  Fire  Creek  seam  which  averages  from 
five  to  six  feet  in  thickness  with  a  slate  and  rock  roof  which  is  usually 
good.  Their  ventilation  is  produced  by  a  twelve-foot  Capell  exhaust 
electric  fan  which  produces  a  large  volume  of  air  but  could  be  distrib- 
uted in  better  form.  This  mine  is  worked  exclusively  on  locked  safety 
lamps  as  it  generates  explosive  gas  and  is  very  dusty  especially  on  the 
pillar  work,  and  this  is  principally  what  is  worked,' as  all  the  advanced 
entries  have  struck  rock  faults.  All  other  conditions  were  found  to  be 
up  to  the  requirements. 

ELI  T.  CONNOR,  Mgr.  R.  WALLACE,  Mine  Foreman. 

A.  J.  KING,  Dist.  Supt.  JAMES  McMILLEN,  'Fire  Boss. 

Series  No.  858.  Rush  Run  Mine. — This  mine  is  located  on  the  south 
side- of  New  river  two  and  one-half  miles  west  of  Thurmond  on  the  C. 
&  O.  Ry,  and  is  a  drift  mine  operating  the  Fire  Creek  seam  which 
averages  from  four  to  seven  feet  in  thiskness.  The  old  mine  has  been 
very  faulty  and  is  worked  exclusively  on  looked  safety  lamps,  as  it  gen- 
erates explosive  gas  and  is  very  dusty  throughout;  the  ventilation  is 
produced  by  a  twelve-foot  Capell  electric  exhaust  fan  which  would  give 
good  results  if  properly  distributed.  This  mine  is  undergoing  some  im- 
provements which  will  make  the  air  conditions  better.  They  have  also 
opened  up  two  drifts  further  up  the  river  which  are  called  Needmore 
and  Oncemore.  The'se  drifts  average  about  five  feet  in  height  with  a 
slate  top  which  requires  a  good  deal  of  watching.  These  drifts  are  aired 
by  an  eight-foot  electric  Stine  fan  with  good  results.  As  yet  there  has 
been  no  explosive  gas  generated  and  the  open  lights  are  used.  Other  con- 
ditions were  found  to  be  fairly  good. 

ELI  T.  CONNOR,  Mgr.  J.  R.  KING,  Mine  Foreman. 

A.    J.    KING,    Dist.    Supt.  W.  C.  BELL,  Fire  Boss. 
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THE   THURMOND   COAL   CO. 

P.    O.,    CONCHO,    W.    VA. 

Series  No.  859.  Concho  No.  1  Mine. — This  is  a  drift  mine  located  on 
the  south  side  of  New  river  on  the  C.  &  O.  Ry.,  one  mile  east  of  Thur- 
mond, operating  the  Sewell  seam  which  averages  four  to  four  and  one-half 
feet  in  thickness  with  a  slate  top  which  is  fairly  good  when  taken  care  of. 
The  ventilation  is  produced  by  a  six-foot  Thayer  electric  fan  located  in- 
side of  mine.  This  mine  has  improved  their  stoppings,  doors,  etc.,  and 
they  get  as  good  results  from  their  fan  as  possible,  but  it  has  too  much 
to  do.  At  present  they  are  preparing  to  place  a  larger  fan  in  and  split 
their  air  which  will  be  better.  The  men  are  inclined  to  shoot  their  coal 
from  the  solid.  All  other  conditions  meet  the  requirements,  except  drain- 
age. This  could  be  improved. 
H.  L.  ATKINSON,  Supt.  W.  E.  MORTON,  Mine  Foreman. 

THURMOND  COAL   CO. 

P.    O.,    ERSKINE,    W.    VA. 

Series  No.  8G0.  Erskine  No.  2  Mine. — This  is  a  drift  mine  located  on 
the  south  side  of  New  river  on  the  C.  &  O.  Ry.,  one  mile  east  of  Thur- 
mond, operating  the  Fire  Creek  seam  of  coal  which  averages  about  five 
feet  in  thickness  with  a  slate  roof  which  is  usually  good  when  taken 
care  of.  This  mine  is  ventilated  with  a  twelve-foot  Capell  fan  which 
gives  good  results.  This  mine  has  been  very  unfortunate  in  regard  to 
running  into  rock  faults.  I  found  some  fine  coal  dust  on  the  haulage 
which  I  instructed  to  be  removed  at  once.  All  other  conditions  meet  the 
requirements. 
H.  L.  ATKINSON,  Supt.  T.  G.  BIRK,  Mine  Foreman. 

NEW  RIVER    &   POCAHONTAS   CONSOLIDATED    COAL    CO. 

P.    O.,    MINDEN,    W.    VA. 

Series  No.  861.  Minden  No.  1  Mine. — This  is  a  drift  mine  located  on 
the  south  side  of  New  river  one-half  mile  east  of  Thurmond  on  the  C. 
&  0.  Ry.  This  mine  is  in  the  Fire  Creek  seam  which  averages  about 
five  to  six  feet  in  thickness.  This  is  all  pillar  work  as  the  solid  has 
been  worked  out  some  time.  Owing  to  the  slack  work  at  this  mine  there 
has  been  no  inspection  made. 
ROBT.  WATSON,  Supt. 

Series  No.  862.  Minden  No.  2  Mine. — This  is  a  drift  mine  located  at 
Minden  on  the  Rend  branch  of  the  C.  &  O.  Ry.,  three  miles  from  Thur- 
mond, operating  the  Sewell  seam  on  the  double  and  triple  entry  systems, 
which  averages  about  four  to  five  feet  in  thickness  with  a  slate  roof 
very  good  when  taken  care  of  very  closely.  Ventilation  is  produced  by 
two  Thayer  electric  fans  twelve  and  ten-foot,  but  is  not  distributed  to 
the  working  faces  as  it  should  be.  There  was  no  regular  refuge  holes 
cut.  The  stoppings  could  be  improved.  Attention  of  the  mine  foreman 
was  called  to  the  loose  slate  on  the  entries  and  elsewhere.     The  powder 
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section  was  violated  by   the  men  and   dynamite  was   used   in   the   coal. 

Other  sections  of  the  law  were  complied  with. 

ROBT.   WATSON,    Supt.  H.   T.   WOOD,   Mine   Foreman. 

Series  No.  863.  Minden  No.  3  Mine. — This  is  a  drift  mine  located  at 
Minden  on  the  Rend  branch  of  the  C.  &  O.  Ry.,  three  miles  from  Thur- 
mond operating  the  Sewell  seam  which  averages  about  five  feet  in  thick- 
ness with  slate  roof  which  takes  careful  timbering.  It  is  worked  on  the 
double  and  triple  entry  systems,  and  ventilated  by  two  ten-foot  fans 
which  give  fair  results.  All  other  conditions  meet  the  requirements. 
ROBT.  WATSON,  Supt.  JNO.  HUFFMAN,  Mine  Foreman. 

Series  No.  864.  Minden  No.  \  Mine. — This  is  a  drift  mine  located  at 
Minden  on  the  Rend  branch  of  the  C.  &  O.  Ry.,  three  miles  from  Thur- 
mond operating  the  Sewell  seam  which  averages  about  five  feet  in  thick- 
ness with  slate  and  rock  roof  which  is  very  good.  This  mine  is  devel- 
oped by  double  and  triple  entry  systems  and  ventilated  with  a  fifteen- 
foot  Clifford  Capell  electric  fan  which  would  give  excellent  results  if 
cheek  doors  ^re  used  in  all  right  entries.  This  mine  generates  explo- 
sive gas  on  the  left  side  where  locked  safety  lamps  are  in  use.  The 
powder  law  was  violated.  All  electric  wires  on  right  entry  were  in  posi- 
tion so  men  had  to  go  under  them  going  to  their  rooms.  Mr.  Watson 
agreed  to  change  them  and  use  two  trolley  poles  on  the  motor.  All  other 
conditions  were  found  to  be  in  fairly  good  shape. 

ROBT.  WATSON,  Supt.  L.  EPPERLY,  Mine  Foreman. 

WM.  ROTHWELL,  Fire  Boss. 

Series  No.  865.  Minden  No.  5  Mine. — This  is  a  drift  mine  located  at 
Minden  on  the  Rend  branch  of  the  C.  &  0.  Ry.,  three  miles  from  Thur- 
mond and  operating  the  Sewell  seam  which  averages  about  four  feet  in 
thickness  with  a  slate  roof  which  is  usually  good  when  taken  care  of. 
The  development  is  by  double  and  triple  entry  systems  ventilated  by  a 
fifteen  foot  Capell  electric  fan,  which  gives  good  results.  A  small  amount 
of  fine  coal  dust  was  found  on  motor  road  also  5th  and  6th  left.  Other 
conditions  were  found  in  fairly  good  shape,  except  no  rules  posted. 
ROBT.  WATSON,  Supt.  J.  T.  SHEARER,  Mine  Foreman. 

JOHN  LINDLEY,  Fire  Boss. 
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NINTH    DISTRICT. 


GENERAL  SUMMARY  OF  THE  NINTH  MINING  DISTRICT  FOR  THE 
YEAR  ENDING  JUNE  30TH,  1908. 
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Office  of  the  Ninth  District  Mine  Inspector, 

Beckley,  W.  Va.,  September  21,  1908. 
Hon.  Jas.  W.  Paul, 

Chief  of   the   Department   of   Mines, 
Charleston,  W.  Va. 

Dear  Sir: — In  compliance  with  the  requirements  of  the  Mining  Law,  I 
herewith  submit  my  first  annual  report  of  the  Ninth  District  ending 
June  30,  1908,  of  which  I  was  assigned  Raleigh  county,  and  the  upper 
part  of  Fayette  county,  in  which  district  I  made  one  hundred  and  twenty- 
five  regular  inspections  and  forty-seven  extra  visits. 

In  addition  to  the  above  inspections  and  visits  I  was  called  to  the 
Monongah  disaster  for  five  weeks  and  to  the  Pocahontas  coal  field  three 
times. 

The  mines  in  this  district  have  made  great  strides  in  regard  to  con- 
ditions in  and  about  the  mines.  The  greatest  improvement  has  been  in 
ventilation.  A  good  number  of  mines  in  this  field  have  been  developed 
with  very  little  attention  paid  to  ventilation,  as  the  furnace  and  the  so- 
called  natural  ventilation  prevailed  in  a  large  number  of  mines,  but  at 
the  present  time  a  greater  number  have  equipped  their  mines  with  fans 
and  in  most  cases  are  giving  good  results.  Still  there  is  a  good  deal  of 
improvement  under  headway  at  this  time,  but  owing  to  the  slack  run 
and  low  market  conditions  that  have  prevailed  in  this  field  for  some 
time,  it  has  been  rather  difficult  to  get  all  the  improvements  called  for 
by  law  executed  promptly. 

In  conclusion   I  wish   to  say  that  it  is  with  feeling  of  gratitude  that 
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I  express  my  sincere  thanks  to  you  for  the  wise  counsel  and  advice  you 
have  given  me  in  the  discharge  of  my  duties. 

I  also  wish  to  express  my  sincere  thanks  to  the  operators,  mine  foremen 
and  miners  for  their  courteous  treatment  shown  me  in  the  execution  of 
my  duties. 

Very  truly  yours, 

Jonx  Phillips, 
Mine  Inspector  of  the  Ninth  District. 

In  my  report  for  the  year  ending  June  30,  1908,  I  am  requested  that 
it  be: 

First:  Completed  and  filed  in  your  office  not  later  than  September 
30,  1908. 

Second:      That  in  my  report  I  make  mention  of: 

(a)  Wherein  I  have  been  handicapped  in  the  exercise  of  my  duties 
through  any  weakness  in  the  law. 

.  Ans.     I  have  no  direct  cases  wherein  I  have  been  handicapped. 

(b)  Wherein  I  have  been  handicapped  through  inability  to  secure  pros- 
ecutions of  violations  of  the  law  in  court  proceedings. 

Ans.     I  have  been  successful  in  all  prosecutions. 

(c)  Wherein  I  think  the  present  law  could  be  strengthened  by  amend- 
ments. 

Ans.  (1)  Sec.  10.  The  present  law  reads:  "No  person  shall  travel 
on  foot  to  or  from  his  work  upon  any  slope,  engine  plane  or  motor  roads, 
when  other  good  roads  are  provided  for  that  purpose."  The  law  should 
read:  "No  person  shall  travel  on  foot  to  or  from  his  work  upon  any 
slope,  engine  plane  or  motor  road  while  the  mine  is  in  operation,  and  no 
one  allowed  to  ride  in  steel  cars,  under  any  electric  voltage." 

(2)  Sec.  11.  The  present  law  reads:  "And  all  breakthroughs  between 
the  intake  and  return  air  ways  not  required  for  the  passage  of  air  shall 
be  closed  with  stoppings  substantially  built  with  suitable  material  which 
shall  be  approved  by  the  district  mine  inspector."  The  law  should  show 
what  material  to  be  used  and  where,  taking  the  power  from  the  inspector, 
as  I  am  having  some  trouble  to  get  this  ruling  carried  out. 

(3)  Sec.  13.  The  law  should  compel  all  gaseous  mines  to  equip  their 
fans  with  self  recording  gauges,  and  records  kept  of  same-  for  inspection, 
and  all  fans  driven  by  electric  power  should  have  a  separate  wire  line 
and  this  wire  line  should  be  connected  between  generator  and  switch  or 
circuit  breaker  so  as  to  avoid  the  fan  stopping  whenever  there  is  a  short 
circuit  thrown  in  the  mines. 

(4)  The  law  should  demand  that  at  each  and  every  gaseous  mine 
where  locked  safety  lamps  are  used,  there  should  be  a  qualified  person 
to  examine,  clean,  fill,  lock,  and  to  know  that  each  lamp  is  in  safe  condi- 
tion before  leaving  the  lamp  room  or  house. 

(5)  Sec.  15.  There  should  be  a  law  prescribing  the  minimum  area  of 
all  air  ways,  and  this  should  not  be  under  forty-eight  feet. 

(6)  Sec.  15.  All  shafts  and  slopes  should  be  examined  before  work 
time    each    day,    examining   spreader    chains,    ropes,    rope    sockets,    safety 
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catches,  guides,  steam  knock-offs;  also  all  signals  to  be  kept  in  proper 
working  condition,  and  all  chains  to  be  annealed  once  per  month;  all 
safety  catches  tested  once  each  week;  all  ropes  should  be  turned  end  for 
■end  every  three  months,  and  a  monthly  report  of  same  to  be  kept  at  mines 
for  inspection. 

(7)  All  ropes  on  inclines  to  be  changed  end  for  end  every  six  months: 
couplings  and  chains  to  be  annealed  once  per  month. 

(8)  Sec.  23.  The  law  should  prescribe  the  conditions  under  which 
solid  shooting  should  be  done.  I  think  it  should  be  cut  out  exclusively, 
as  it  is  a  dangerous  practice  under  any  condition. 

(9)  Sec.  24.  The  law  should  prescribe  the  conditions  under  which 
steam  locomotives  could  be  used  within  mines. 

(d)  Wherein  any  particular  section  of  the  law  is  impractical  and  my 
reasons  therefor. 

Ans.     Reasons  given  above. 

(e)  The  advisability  of  requiring  the  employment   of  shot  firers. 
Ans.     By  placing  shot  firers  at   all  mines  it  would  reduce   the  danger 

of  explosions  a  great  deal,  and  in  case  of  an  explosion  the  number  of 
lives  lost  would  be  greatly  reduced.  The  best  manner  of  dealing  with 
this  would  be  to  remove  the  dangers  as  far  as  possible  and  there  would 
be  very  little  use  of  shot  firers. 

(f)  The  advisability  of  requiring  mine  foremen  to  undergo  an  exam- 
ination as  to  their  competency. 

Ans.  It  would  raise  the  standard  of  mine  foremen  and  give  better 
protection  to  those  employed  under  them,  and  better  results  to  their  em- 
ployers. 

(g)  My  idea  as  to  the  most  practical  method  of  preventing  accidents 

•on  inclines. 

Ans.  To  allow  no  person  to,  ride  on  cars  or  wooden  horses  up  or  down 
inclines,  and  when  practical  have  safety  hoist  provided  to  take  men  to 
and  from  their  work. 

(h)  "Whether  I  have  the  co-operation  of  the  miners  in  my  effort  to 
.give  them  the  protection  the  law  contemplates. 

Ans.     In  most  cases. 

(i)  Whether  the  operators  are  inclined  to  co-operate  with  me  in  the 
•enforcement  of  the  law. 

Ans.     In  most  cases. 

(j)  In  what  important  particular  have  I  been  unable  to  have  com- 
pliance with  the  law. 

Ans.     None  where  we  have  direct  law  to  cover. 

(k)  Cite  instances  where  I  have  brought  prosecutions  for  violations 
•of  the  law  and  been  unsuccessful. 

Ans.     None. 

(1)  Is  the  present  law  sufficient  to  meet  all  the  conditions  in  my  dis- 
trict, if  it  is  fully  observed  by  the  operator  and  miner. 

Ans.     No,  we  haven't  got  direct  law  to  meet  all  conditions. 

(m)  Are  your  duties  such  that  the  number  of  mines  in  your  district 
interferes  with  your  rendering  the  most  efficient  service. 
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Ans.     I  think  so.     Am  unable  to  get  over  district  as  prescribed  by  law. 

(n)     Do  your  office  or  clerical  duties  take  up  too  much  of  your  time. 

Ans.     The  number  of  mines  I'  have  to  inspect,  I  would  say  yes. 

(o)  Outline  what,  in  your  judgment,  the  law  may  be  improved  upon 
in  regard  to  the  liberation  of  gas  in  dangerous  quantity. 

Ans.  Proper  distribution  of  sufficient  ventilation  to  the  working  faces 
to  render  all  gases  harmless,  and  by  placing  bore  holes  from  the  surface 
to  the  strata  to  bleed  off  any  gases  given  off. 

(p)      What  character  of  accidents  predominates  in  your   district. 

Ans.     From  falls  of  slate  or  draw  slate. 

(q)  Does  the  method  of  improperly  placed  shots  and  excessive  charges 
of  explosives  cause  unnecessary  accidents  by  falls  of  roof. 

Ans.     I  would  say  in  a  great  many  cases  it  does. 

The  law  should  read  in  Sec.  9:  "Where  no  provision  is  made  as  to 
sinking  shafts  after  the  shaft  is  down  100  feet  guides  should  be  put  in 
and  a  cross-over,  or  a  so-called  'billy  and  block'  used,  so  as  to  steady  the 
bucket  and  keep  it  from  striking  the  timber  while  the  bucket  is  being 
hoisted  to  the  top  and  the  block  kept  within  30  feet  of  the  bottom." 


.       CONDITION    OP   THE    MINES    IN    THE   NINTH    DISTRICT. 

The  last  two  series  numbers  indicate  the  Inspector's  number  of  the 
mine,  while  the  number  or  numbers  preceding  them  indicate  the  number 
of  the  district  in  which  the  mine  is  located,  viz:  916  indicates  the  Ninth 
District  and  number  16  mine. 

FAYETTE  COUNTY. 
THE  DUNGLEN  COAL  CO. 

Series  No.  901-902.  Dunglen  Nos.  1  and  2  Mines. — These  mines  are 
located  one  mile  south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup 
creek.  They  are  a  series  of  drift  openings  operating  the  Sewell  seam 
on  the  double  entry  system.  The  ventilation  now  being  produced  by  a 
six-foot  fan  of  the  Stine  type,  gives  very  good  results  through  the  mines. 
The  No.  2  Mine  is  ventilated  by  a  furnace  which  gives  very  good  results. 
The  drainage  being  moderate  in  both  mines.  Both  carry  a  dangerous  draw 
slate. 
LEO  SCHAFFER,  Gen.  Mgr  and  Supt.     GEO.  W.  EASTHMAN,  Mine  Boss. 

NEWLYN  COAL  CO. 

Series  No.  903.  '~Newlyn  Mine. — This  mine  is  located  one  mile  south 
of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek.  It  is  a  series 
of  drift  openings  operating  the  Fire  Creek  seam  on  the  double  entry  sys- 
tem. As  yet  very  little  work  is  being  done,  as  faults  and  rolls  prevent 
development.  The  mine  is  still  in  faults  and  rolls.  Ventilation  is  pro- 
duced by  a  furnace. 
EDWARD  THOMAS,   Supt.  and  Mine  Boss. 
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MEADOW   FORK    COAL    CO. 

Series  No.  904.  Meadow  Fork  Mine. — This  mine  is  about  three  miles 
south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek.  It  is 
opened  up  on  the  double  entry  system,  operating  the  Sewell  seam.  All 
haulage  ways  are  well  timbered;  drainage  good;  ventilation  being  pro- 
duced by  seven-foot  Thayer  fan.  The  roof  being  of  a  soft  nature  needs 
careful  timbering.  The  vein  ranges  from  four  feet  six  inches  to  five 
feet. 
EDWARD    THOMAS,    Supt.  HOGUE    MEADOWS,    Mine    Boss. 

HARVEY  COAL  &   COKE   CO. 

Series  No.  905.  Harvey  No.  1  Mine. — This  mine  is  located  five  miles 
south"  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek.  It  is 
opened  up  on  the  double  entry  system,  operating  the  Sewell  seam.  The 
ventilation  being  produced  by  a  ten-foot  Thayer  fan  is  satisfactory.  The 
roof  is  slate  chiefly  of  a  variable  character,  and  is  well  timbered.  Drain- 
age fair.  Rules  posted,  lamps,  blankets  and  stretchers  kept  on  hond. 
FRED  DIXON,   Supt.  JOHN   DUNN,  Mine  Boss. 

Series  No.  906.  Harvey  No.  2  Mine. — This  mine  is  located  five  miles 
south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek.  It  is 
a  drift  opening  operating  the  Sewell  seam  on  the  double  entry  system. 
The  ventilation  produced  by  a  ten-foot  fan  is  giving  good  results  and  is 
well  supported  with  stone  stoppings  along  its  main  entries.  The  oil  and 
powder  laws  are  well  enforced.  These  mines  have  made  great  improve- 
ments within  the  last  year.  Rules  posted;  stretchers,  blankets  and  lamps 
kept  on  hand. 
FRED  DIXON,  Supt.  JOHN   DUNN,  Mine  Boss. 

LAURA  MINING  CO. 

Series  No.  907.  Laura  Mine. — This_mine  is  located  six  miles  south  of 
Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek.  It  is  a  drift  opening 
operating  the  Sewell  seam,  double  entry  system.  The  ventilation  pro- 
duced by  a  ten-foot  Stine  fan  gives  sufficient  ventilation  for  the  extent 
.  of  the  working  developed.  The  mine  is  damp  throughout.  The  roof  is 
variable  but  well  timbered.  This  mine  gives  off  a  small  amount  of  gas 
but  is  well  cared  for  by  the  distribution  of  the  ventilation.  Drainage  is 
fair.  The  oil  and  the  powder  laws  were  enforced.  Rules  posted  at  this 
mine;  lamps,  stretchers  and  blankets  kept  on  hand. 
THOMAS  NICHOL,  Gen.  Mgr.  THOMAS  MORGAN,  Mine  Boss. 

PRUDENCE   COAL   CO. 

Series  Nos.  908-909-910.  Prudence,  Lyman  and  Jones  Mines. — These 
mines  are  located  four  miles  south  of  Thurmond  on  the  C.  &  O.  R.  R., 
and  on  Loup  creek,  by  a  branch  one  and  one-fourth  miles  west  of  Harvey 
Mines.  They  are  drift  openings  in  the  Sewell  seam  on  the  double  entry 
system.  The  ventilation  is  produced  by  three  ten-foot  fans,  which  are 
giving    satisfaction.      The    different    mines    are    damp    throughout.      The 
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roof  is   a  very  free   slate   requiring  very   close  timbering  which   is   well 
looked   after.     These  mines  have  made  great  improvements   in  the  last 
year.     The   powder    and    oil    laws    are    enforced.      Rules    posted,    lamps, 
stretchers  and  blankets  are  kept  on  hand. 
JOSEPH   SWITZER,   Supt.  JAMES  ROBERTSON,  Mine  Boss. 

THE  STAR  COAL  &  COKE  CO. 

Series  No.  911.  Star  Mine. — This  mine  is  located  about  six  miles 
south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek.  It  is 
a  drift  opening  operating  the  Sewell  seam  on  the  double  entry  system. 
The  ventilation  is  produced  by  a  twelve-foot  fan  which  is  giving  reason- 
able satisfaction,  with  the  improvement  they  are  adding  to  their  mine 
by  enlarging  their  air  ways  throughout  the  mine,  and  their  improved 
overcasts  and  concrete  stoppings.  This  mine  gives  off  considerable  gas 
but  is  well  looked  after,  safety  lamps  being  installed  in  parts  of  their 
mine.  The  mine  is  damp  generally  throughout.  The  roof  is  of  hard 
nature.  The  powder  and  oil  laws  are  being  observed  and  shot  firers  em- 
ployed. Rules  posted,  lamps,  stretchers  and  blankets  are  kept  on  hand. 
DAVID  EVANDOLL,    Supt.  P.    B.   EVANDOLL,   Mine   Boss. 

HENRY  RICE    AND 
EDWARD  OWENS,  Fire  Bosses. 

COLLINS  COLLIERY  CO. 

Series  No.  912.  Collins  No.  1  Mine. — This  mine  is  located  seven  miles 
south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek.  It  is 
a  drift  opening  operating  the  Sewell  seam  on  the  double  entry  system. 
The  ventilation  produced  by  an  eighteen-foot  fan  gives  good  results.  The 
roof  in  this  mine  is  generally  good.  The  mine  is  dry  but  not  dusty. 
This  mine  has  made  great  improvements  in  the  last  year  by  placing  its 
fan  on  No.  6  entry  on  the  outside,  places  the  ventilation  close  to  the 
face  of  the  working  which  is  giving  good  results.  Drainage  fair.  Rules 
posted,  lamps,  stretchers  and  blankets  are  kept  on  hand. 
GEO.  DIXON,  Supt.  J.  W.  WEDGWOOD,  Mine  Boss. 

Series  No.  913.  Collins  No.  2  Mine.- -This  mine  is  located  seven  miles 
south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek.  It  is 
a  drift  opening  operating  the  Sewell  seam  on  the  double  entry  system. 
Ventilation  is  produced  by  an  eighteen-foot  fan.  The  ventilation  is  sat- 
isfactory. The  mine  is  damp  throughout.  Its  principal  work  is  robbing. 
The  roof  is  a  variable  slate  requiring  very  much  timber  which  is  well 
leoked  after  and  attended  to.  The  powder  and  oil  laws  are  very  well 
enforced.  There  are  several  outlets  to  this  mine,  which  affords  several 
splits  from  different  points.  Rules  posted;  lamps,  stretchers  and  blankets 
are  kept  on  hand. 
GEO.  DIXON,  Supt.  J.  W.  WEDGWOOD,  Mine  Boss. 

WHITE   OAK  FUEL   CO. 
Series   No.   914.     Wingrove  Mine. — This   is   a   shaft  mine   located   one- 
mile  west  of  Glen  Jean  on  the  C.  &  O.  R.  R.,  and  on  White  Oak  branch. 
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It  is  a  shaft  opening  operating  the  Sewell  seam.  The  ventilation  pro- 
duced by  a  twenty-foot  fan,  gives  desired  results  throughout  the  mine. 
Some  gas  is  found  in  face  of  advanced  entries,  but  a  strict  vigilance  in 
the  necessary  elimination  of  the  same,  is  observed  and  practiced.  The 
roof  in  this  mine  is  variable,  but  well  attended  to  by  timbering.  There 
has  been  great  improvements  made  throughout  this  mine  .by  enlarging 
the  air  ways  and  building  overcasts.  The  second  opening  meets  lawful 
requirements.  The  powder  and  oil  laws  are  enforced.  The  rules  are 
posted  at  this  mine,  lamps,  stretchers  and  blankets  are  kept  on  hand. 
A.  J.  CALAHAN,   Supt.  JOHN   HOMES,  Mine  Foreman. 

GEO.  SCOTT,  Fire  Boss. 

Series  No.  915.  Scarbro  Mine. — This  is  a  shaft  mine  located  two  miles 
west  of  Glen  Jean  on  the  C.  &  O  R.  R.,  and  on  White  Oak  branch.  It 
is  a  shaft  opening  operating  the  Sewell  seam  on  the  double  and  triple 
entry  systems.  The  ventilation  produced  by  an  eighteen-foot  fan  gives 
generally  excellent  results.  Some  gas  is  found  in  the  advanced  develop- 
ments of  this  mine  but  carefully  controlled  by  brattice  cloth  and  a  good 
volume  of  air.  This  mine  is  damp  throughout.  The  roof  in  this  mine 
is  generally  good.  The  powder  and  oil  laws  are  enforced.  The  principal 
part  of  work  in  this  mine  at  the  present  time  is  robbing.  Drainage  is 
fair.  This  mine  having  the  second  opening  to  the  Scarbro  No.  2  shaft 
using  it  as  an  air  shaft  and  second  opening,  meets  all  the  requirements 
of  the  law.  This  mine  is  damp  throughout.  Rules  posted;  lamps,  stretch- 
ers and  blankets  are  ikept  on  hand. 

A.  J.  CALAHAN,  Supt.  RALPH  BRABBON,  Mine  Boss. 

FRED  DIXON, 
JOHN  HERRENDEN    AND 
JAMES  GRAHAM,  Fire  Bosses. 

Series  No.  916.  Whipple  Mine. — This  mine  is  located  four  miles  north- 
west of  Glen  Jean  on  Dunn  Loup  branch  of  the  C.  &  0.  R.  R.,  and  on 
the  White  Oak  branch  of  same  R.  R.  It  is  a  shaft  opening  operating 
the  Sewell  seam  on  the  double  entry  system.  The  ventilation  produced 
by  a  sixteen-foot  Capell  fan  gives  good  results.  There  is  gas  found  in 
the  rock  entry  in  this  mine  in  the  advanced  workings,  but  is  kept  clear 
by  the  proper  distribution  of  ventilation,  brattice  cloth  being  used. 
There  are  some  safety  lamps  used  in  this  section.  The  general  workings 
of  this  mine  are  damp.  The  roof  in  parts  of  this  mine  is  good,  while  in 
other  parts  it  has  a  heavy  draw  slate.  The  second  opening  in  this  mine 
meets  all  requirements  of  law.  Safety  powder  being  used  throughout 
this  mine.  The  oil  law  is  strictly  observed.  Rules  are  posted,  lamps, 
stretchers  and  blankets  kept  on  hand. 

H.  H.  MORRISON,  Supt.  WILLIAM  BRABBON,  Mine  Boss. 

S.  S.  COOPER,  Fire  Boss. 

Series  No.  917.  Carlisle  Mine. — This  is  a  shaft  mine  located  four  miles 
west  of  Glen  Jean  on  the  C.  &  O.  R.  R.,  and  on  White  Oak  branch.     It 
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is  a  shaft  opening  operating  the  Sewell  seam  on  the  double  and  triple 
entry  systems.  The  ventilation  produced  by  an  eighteen-foot  by  seven- 
foot  Capell  fan  which  is  erected  at  the  Oakwood  shaft  makes  Carlisle 
shaft  the  downcast  and  Oakwood  the  upcast,  which  is  crossed  over  to 
the  Oakwood  side  by  an  overcast,  which  gives  Carlisle  a  separate  split 
of  air  from  the  Oakwood  current.  This  fan  is  giving  very  good  results. 
There  has  been  some  gas  found  in  the  northwest  workings,  but  given 
off  in  very  small  quantities  and  is  well  taken  care  of  by  the  proper  dis- 
tribution of  the  ventilation.  The  roof  varies  but  generally  good.  Safety 
powder  is  used  in  this  mine  throughout.  This  mine  is  damp  throughout 
with  the  exception  of  the  east  main.  The  oil  laws  are  well  enforced. 
Oakwood  shaft  being  the  second  opening  to  this  mine  meets  the  require- 
ments of  the  law.  Rules  are  posted;  lamps,  stretchers  and  blankets 
kept  on  hand. 

EDWARD   COCKBURN,    Supt.  ISAAC  PELTRY,  Mine  Boss. 

STEVEN  HOGG    AND 
THOMAS  LIGHTFO0T,  Fire  Bosses. 

Series  No.  918.  Oakwood  Mine. — This  mine  is  located  four  and  one- 
fourth  miles  west  of  Glen  Jean  on  the  C.  &  O.  R.  R.,  and  on  the  White 
Oak  branch.  It  is  a  shaft  mine  on  the  double  and  triple  entry  systems 
operating  the  Sewell  seam.  The  ventilation  produced  by  an  eighteen  by 
seven-foot  fan  is  satisfactory.  There  is  some  gas  found  in  advance  work- 
ings. This  mine  is  generally  damp.  The  roof  in  this  mine  is  generally 
good.  The  second  opening  to  this  mine  is  the  Carlisle  shaft  which  ful- 
fills the  requirements  of  the  law.  There  is  a  small  trace  of  gas  seen  in 
the  north  section  at  times  but  is  well  taken  care  of  by  the  proper  dis- 
tribution of  air.  Safety  powder  is  used  throughout  this  mine.  This 
mine  is  damp  throughout.  Its  roof  being  of  a  soft  nature  needs  careful 
timbering.  Shot  inspectors  employed  in  both  mines.  Rules  posted; 
lamps,  stretchers  and  blankets  kept  on  hand. 
EDWARD   COCKBURN,    Supt.  ISAAC  PELTRY,  Mine  Boss. 

THOMAS  HERRING,  Fire  Boss. 

OWEN   FITZPATRICK,   Fire   Boss. 

STUART  COLLIERY  CO. 

Series  No.  919.  Parral  Mine. — This  mine  is  located  eight  miles  west 
of  Glen  Jean  on  the  Loup  Creek  branch  of*  the  C.  &  O.  R.  R.,  and  on 
the  company's  line  from  Scarbro.  This  is  a  shaft  operation  in  the  Sewell 
seam.  The  ventilation  produced  by  an  eighteen  by  seven-foot  fan  gives 
good  results.  This  mine  generates  very  much  gas  but  it  is  controlled  by 
an  abundance  of  ventilation  and  conducted  to  the  face  of  its  working  by 
brattice  cloth,  the  air  shaft  being  now  finished  which  adds  to  its  safety 
as  a  second  opening,  its  air  connection  now  being  in  operation  which 
adds  to  its  safety.  They  are  now  beginning  to  clean  up  the  abandoned 
workings  on  the  west  side  which  is  done  exclusively  by  locked  safety 
lamps.     The  east  side  of  the  mine  does  not  generate  gas,  but  for  proper 
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precaution   this  is  done.     Rules  posted;    lamps,   stretchers   and   blankets 
are  kept  on  hand.     This  mine  is  worked. exclusively  by  safety  powder. 
EVAN  COCKBURN,   Supt.  SAMUEL  HALE,  Mine  Boss. 

H.  WEBB,  Fire  Boss. 

Series  No.  920.  Beech  Creek  Mine. — This  mine  is  located  on  the  sur- 
face at  Parral  shaft,  is  a  contract  operation  on  a  small  scale  in  the  No.  1 
or  Eagle  seam  which  is  sometimes  found  in  the  hill  tops  of  this  vicinity. 
This  mine  is  principally  robbing.  The  ventlation  is  produced  by  a  fur- 
nace. There  are  only  thirteen  men  working  in  this  mine.  Its  drainage 
being  only  moderate.  Rules  posted;  lamps,  stretchers  and  blankets  kept 
at  this  mine.  The  oil  and  powder  law  being  strictly  obeyed. 
EVAN  COCKBURN,   Supt.  GEO.  POWELL,  Mine  Boss. 

Series  No.  921.  Stuart  Mine. — This  mine  is  located  one  mile  west  of 
Parral  on  the  company's  private  railroad.  It  is  a  shaft  opening  oper- 
ating the  Sewell  seam  on  the  double  entry  system.  The  ventilation  pro- 
duced by  an  eighteen  by  seven-foot  fan  gives  excellent  results.  There  is 
a  slight  generation  of  gas  in  the  advanced  operations  of  this  mine  but 
is  carefully  bratticed  and  is  of  a  very  free  and  weak  character  making 
it  extremely  difficult  to  keep  air  courses  clear.  Extra  precautions  are  being 
put  into  effect  to  maintain  the  air  way  which  under  existing  conditions 
is  necessary.  This  mine  is  dry  in  the  east  sections.  The  air  shaft  is 
now  sunk,  and  the  air  tunnel  is  now  being  driven  to  connect  with  the 
fan  which  makes  a  second  opening  to  this  mine  which  will  add  to  its 
safety.  There  are  but  twenty  men  working  in  this  mine  as  yet,  but  as 
soon  as  the  air  trunk  is  finished  and  the  safety  equipments  arranged  they 
will  then  start  to  clean  up  the  abandoned  workings  which  will  be  done 
exclusively  by  locked  safety  lamps,  which  are  now  partly  installed  in 
this  mine.  The  powder  and  oil  laws  are  well  enforced.  This  mine  is 
worked  exclusively  with  safety  powder.  There  has  been  great  improve- 
ments made  in  this  mine  as  to  air  ways,  stone  stoppings  and  overcasts. 
Rules  are  posted;  lamps,  stretchers  and  blankets  kept  on  hand. 
EVAN  COCKBURN,  Supt.  JAMES  RAISBACK,  Mine  Foreman. 

THOMAS  FRICKLETON,   Fire  Boss. 

% 

NICHOL    COLLIERY   CO. 

Series  No.  922.  Nichol  Mine. — This  mine  is  located  seven  miles 
south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek.  It  is 
a  drift  opening  operating  the  Sewell  seam  on  the  double  entry  system. 
The  ventilation  produced  by  a  twelve-foot  Capell  fan  gives  very  good 
results.  The  roof  in  this  mine  is  generally  good  throughout.  This  mine 
is  dry  but  not  dusty.  It  generates  considerable  gas  in  the  advanced 
workings,  but  is  well  taken  care  of.  Safety  lamps  have  been  installed  in 
the  main  entries.  This  mine  is  well  equipped  with  large  air  ways^  stone 
stoppings  and  overcasts,  and  the  ventilation  is  properly  looked  after.  The 
men  in  charge  are  well  up  to  date  in  ventilation.  The  seam  ranges  from 
five   feet   to   five   feet   six   inches.     This   mine   is   worked   exclusively   on 
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safety  powder.     Rules  are  posted;    safety  lamps,  blankets  and  stretchers- 
on  hand. 

W.   J.  HEATHERMAN,   Supt.         WILLIAM  H.  WHATKEYS,  Mine   Boss. 

WILLIAM  HERRON,  Fire  Boss. 

NEW  RIVER  COLLIERIES  CO. 
Series  No.  923.  Sun  No.  1  Mine. — This  mine  is  located  seven  miles- 
south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Ben's  branch  of  Loup 
creek.  This  is  a  slope  opening  operating  the  Sewell  seam.  The  ventila- 
tion produced  by  a  twelve-foot  fan  gives  excellent  results.  There  is  some 
gas  generated  in  the  advance  development  which  is  carefully  taken  cave 
of  by  day  and  night  fire  bosses.  The  roof  is  generally  good.  This  mine 
is  damp  throughout.  It  is  worked  on  the  double  and  triple  entry  sys- 
tems. At  the  present  time  it  has  a  squeeze  which  they  have  got  pretty 
well  under  control.  The  seam  varies  from  four  feet  six  inches  to  six 
feet.  Drainage  is  good  by  its  vast  improvements  that  is  to  the  enlarging 
their  air  ways,  concrete  stoppings  and  overcasts.  They  have  made  great 
improvements  in  this  mine.  The  law  is  being  fully  complied  with.  There 
are  still  great  improvements  under  way.  This  mine  is  worked  exclusively 
by  safety  powder.  Rules  are  posted;  lamps,  stretchers  and  blankets  kept 
on  hand. 
G.  W.  SHUMAKER,  Supt.  WILLIAM  ELLIS,  Mine  Boss. 

WILLIAM  COPE,  Fire  Boss. 

A.  L.  ELLISON,  Fire  Boss. 

JOHN  ALLENBAUGH,   Fire  Boss. 

Series  No.  924-925.  Sun  Nos.  2  and  3  Mines. — These  mines  are  located 
seven  and  one-half  miles  south  of  Thurmond  on  the  C.  &  0.  R.  R.,  on 
Loup  creek  and  Ben's  branch.  It  is  a  shaft  opening  operating  the  Sewell 
seam.  In  conjunction  with  Sun  Slope  No.  1  the  ventilation  is  produced 
by  a  fifteen  by  seven-foot  fan  which  gives  satisfaction  throughout  beta 
mines.  Small  traces  of  gas  are  found  in  the  advanced  workings  of  both 
mines,  but  is  well  taken  care  of  with  the  great  amount  of  ventilation 
which  is  being  distributed  throughout  both  mines  in  a  lawful  manner, 
with  overcasts  from  main  air  way.  The  Price  section  of  the  mine  is. 
damp,  the  Tucker  property  going  to  the  right  has  a  tendency  to  be  dry. 
No.  "2  mine  has  a  separate  split  from  No.  3.  The  fan  is  set  on  the  No.  3 
slope,  which  is  second  to  none  in  the  district,  gives  one  hundred  and 
twenty  thousand  cubic  feet  of  air  per  minute,  which  gives  to  the  separate 
mines  a  separate  and  distinct  split  of  air,  which  ventilates  both  mines 
good  throughout.  The  seam  ranging  from  four  feet  to  four  feet  eight 
inches  which  carries  with  it  a  very  weak  roof,  which  requires  close  watch 
and  careful  timbering  which  is  being  done.  This  mine  is  worked  ex- 
clusively with  safety  powder.  Rules  are  posted;  lamps,  stretchers  and 
blankets  kept  on  hand. 

G.  M.  .SHUMAKER,   Supt.  WILLIAM  ELLI"S,  Mine  Boss. 

WILLIAM  COPE, 
A.  L.  ELLISON    AND 
JOHN  ALLENBAUGH,  Fire  Bosses. 
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McKELL   COAL   £    COKE   CO. 

Series  No.  926.  Derryhale  Mine. — This  mine  is  located  eight  miles 
south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek.  It  is  a 
drift  opening  operating  the  Sewell  seam.  The  ventilation  produced  by 
an  eight-foot  Stine  fan  gives  fair  results.  The  roof  in  this  mine  is 
chiefly  slate  of  a  weak  nature,  but  is  well  posted.  This  mine  has  made 
great  improvements  in  the  last  year  as  to  its  drainage  and  to  its  dis- 
tribution of  ventilation  throughout  the  mine  by  enlarging  their  air  ways 
and  putting  in  stone  stoppings  and  overcasts  and  enlarging  their  haul- 
ways.  The  seam  ranges  from  four  feet  six  inches  to  five  feet.  Rules  are 
posted;  lamps,  stretchers  and  blankets  kept  on  hand. 
THOMAS    A.    LEWIS,    Supt.  S.  W.  BRYAN,  Mine  Boss. 

JOHN   SWEENEY,   Fire   Boss. 

DUNN  LOUP  COAL  &   COKE   CO. 

Series  No.  927.  Dunn  Loup  No.  1  Mine. — This  mine  is  located  eight 
and  one-half  miles  south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on 
Loup  creek.  It  is  a  series  of  drift  openings  on  the  double  entry  system, 
in  the  Sewell  seam.  The  work  is  principally  pillar  work.  The  ventilation 
is  taken  in  by  Collins  No.  1,  by  a  separate  split  provided  for  that  pur- 
pose. Cross  entry  being  driven  from  No.  1  drift  to  No.  3  drift  and  con- 
necting doors  provided,  distributes  the  ventilation  to  the  different  sec- 
tions. The  drainage  is  good  in  these  mines.  The  roof  being  of  a  weak 
nature  needs  careful  timbering.  This  mine  is  damp  throughout.  Powder 
is  carried,  into  this  mine  in  five  pound  cans.  The  seam  ranges  from  four 
feet  six  inches  to  five  feet.  Rules  are  posted;  lamps,  stretchers  and 
blankets  kept  on  hand. 
JAMES    MARTIN,    Supt.  JOHN    BURNS,    Mine    Boss. 

Series  No.  928.  Dunn  Loup  No.  2  Mine. — This  mine  is  located  nine  mile? 
south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek.  It  is  a 
drift  mine  operating  the  Sewell  seam  on  the  double  entry  system.  The 
ventilation  produced  by  an  eight-foot  Stine  fan  is  giving  very  good  results 
by  being  properly  maintained  by  having  a  good  air  course.  The  air 
courses  at  this  mine  have  been  all  reopened.  The  roof  being  of  a  very 
brittle  nature  requires  very  close  watch  and  careful  timbering.  With 
good  overcasts  and  stone  stoppings  this  mine  is  well  ventilated.  Seam 
ranges  four  feet  six  inches  to  five  feet.  The  person  in  charge  of  this 
mine  deserves  great  credit  for  the  vast  improvements  and  the  good  man- 
agement that  prevail  at  these  mines.  The  oil  and  the  powder  laws  are 
strictly  observed.  Rules  are  posted;  lamps,  stretchers  and  blankets  kept 
on  hand. 

JAMES   MARTIN,    Supt.  ODEY   WILLIAMS,   Mine^Boss. 

Series  No.  929.  Dunn  Loup  No.  3  Mine. — This  mine  is  located  nine 
and  one-half  miles  south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup 
creek.  It  is  a  drift  mine  operating  the  Sewell  seam  on  the  double  entry 
system.     The  ventilation  produced  by  a  seven-foot  Stine  fan  gives  good 
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results.  This  is  a  new  opening,  its  capacity  being  about  150  tons.  Its 
coal  is  dumped  over  the  No.  2  tipple.  The  roof  is  of  a  hard  slate.  The 
seam  ranges  from  five  feet  to  five  and  one-half  feet.  Drainage  is  good. 
Oil  and  powder  laws  are  well  observed.  Rules  are  posted;  lamps,  stretch- 
ers and  blankets  kept  on  hand. 
JAMES   MARTIN,    Supt.  ODEY   WILLXAMS,   Mine   Boss. 

TURKEY  KNOB  COAL  CO. 

Series  No.  930.  Turkey  Knob  Mine. — This  mine  is  located  nine  miles 
south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek.  It  is  a 
drift  opening  operating  the  Sewell  seam  on  the  double  entry  system.  The 
ventilation  produced  by  a  ten-foot  Stine  fan  gives  good  results  through- 
out. The  roof  in  this  mine  is  of  a  bad,  heavy  draw  slate  and  is  very 
treacherous  and  hard  to  keep  the  air  ways  open,  but  is  being  well  tim- 
bered and  looked  after,  and  are  making  great  improvements  in  their 
air  ways,  as  the  air  is  a  little  slack  in  some  sections  of  the  mines.  There 
are  some  parts  of  the  mines  closed  down  until  the  air  ways  are  re- 
opened. Drainage  is  poor,  this  mine  being  damp  throughout.  The  oil 
and  powder  laws  are  observed.  Rules  are  posted;  lamps,  stretchers  and 
blankets  kept  on  hand. 
JAMES  HEATHERMAN,  Supt.         EDWARD  McCALLISTER,  Mine  Boss. 

MACDONALD   COLLIERY  CO. 

Series  No.  931.  Macclonald  Mine. — This  mine  is  located  ten  miles 
south  of  Thurmond  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek.  It  is  a 
drift  opening  operating  the  Sewell  seam  on  the  double  entry  system.  The 
ventilation  is  produced  by  a  seven-foot  Thayer  fan  which  is,  as  yet,  not 
giving  the  best  satisfaction,  but  under  the  new  management  and  the  im- 
provements they  are  making  in  remodeling  their  air  ways  and  installing 
concrete  stoppings  and  overcasts  they  will  be  able  to  ventilate  the  mine 
in  proper  shape.  This  mine  is  damp  throughout.  The  roof  being  of  a 
brittle  nature  needs  very  careful  timbering.  Drainage  is  good  at  this 
mine.  The  seam  ranges  from  four  and  one-half  to  five  feet.  Oil  and 
powder  laws  are  being  enforced  at  this  mine.  Rules  are  posted;  lamps, 
stretchers  and  blankets  kept  on  hand. 
JAMES  MARTIN,   Supt.  ZACHARIAH   EVANS,   Mine   Boss. 

SUGAR  CREEK  COAL  &  COKE  CO. 

Series  No.  932.  Sugar  Creek  No.  1  Mine. — This  mine  is  located  one 
mile  west  of  Macdonald  on  the  Loup  Creek  branch  of  the  C.  &  O.  R.  R., 
and  on  Sugar  creek.  It  is  a  slope  opening  operating  the  Sewell  seam 
on  the  double  entry  system.  The  ventilation  produced  by  an  eight-foot 
fan  gives  fair  results.  As  to  the  vast  improvements  which  are  now  under 
way  of  opening  up  their  main  air  way  which  is  almost  completed,  when 
completed  will  make. a  great  improvement  to  the  mine,  as  before,  its  air 
ways  were  too  small  to  support  the  mine.  With  the  stone  stoppings  tnat 
they  are  taking  in  from  the  pit  mouth  end,  and  cleaning  up  their  haul- 
ways  it  will   be  comparatively  a  new  mine.     The   roof  being  of  a  very 
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weak  nature  needs  close  watching  and  requires  careful  timbering.  The 
Superintendent,  Mr.  Martin,  now  in  charge  deserves  great  credit  for  the 
improvements  he  has  made  at  this  mine.  The  seam  ranges  from  five  to 
five  and  one-half  feet.  Drainage  is  only  moderate.  Rules  are  posted; 
lamps,  blankets  and  stretchers  kept  on  hand. 
JAMES  MARTIN,   Supt.  F.  L.  RAMEY,  Mine   Boss. 

Series  No.  932  a.  Hugar  Creek  No.  2  Mine. — This  mine  is  located  one 
and  one-fourth  miles  west  of  Macdonald  on  the  Loup  Creek  branch  of 
the  C.  &  0.  R.  R.,  and  on  Sugar  creek.  It  is  a  slope  opening  operating 
the  Sewell  seam  on  the  double  entry  system,  in  the  right  hand  vhill.  The 
ventilation  being  produced  by  a  six-foot  Stine  fan  is  giving  very  good 
results.  This  mine  is  wet  throughout,  the  drainage  as  yet  being  poor. 
Coal  ranges  from  four  and  one-half  to  five  feet.  The  roof  carries  with 
it  a  heavy  draw  slate  which  is  very  dangerous  and  needs  close  watch 
and  careful  timbering.  This  mine  is  a  new  mine;  as  yet  its  output  is 
about  150  -tons  per  day.  Its  coal  is  being  dumped  over  the  No.  1  Mine 
tipple.  Powder  and  oil  laws  are  carefully  observed.  Rules  are  posted; 
lamps,  blankets  and  stretchers  kept  on  hand. 
JAMES  MARTIN,   Supt.  F.  L.  RAMEY,  Mine  Boss. 

MT.   HOPE   COAL   &    COKE   CO. 

Series  No.  933.  Baby  Mine. — This  mine  is  located  one  and  one-half  miles 
south  of  Macdonald  on  the  Loup  Creek  branch  of  the  C.  &  O.  R.  R.,  and 
on  Loup  creek.  It  is  a  drift  opening  operating  in  the  Sewell  seam  on 
the  double  entry  system.  Ventilation  is  produced  by  a  furnace  but  work 
has  been  suspended.  They  have  built  their  tipple  and  installed  a  rope 
haulage  and  are  now  waiting  to  have  the  side  track  finished.  The  seam 
ranges  from  five  to  five  and  one-half  feet. 
A.  P.  BAILEY,   Supt. 

McKELL   COAL  &    COKE   CO. 

Series  No.  934.  Kilsyth  Mine. —  This  mine  is  located  two  miles 
south  of  Macdonald  on  the  Loup  Creek  branch  of  the  C.  &  O.  R.  R.,  and 
is  a  series  of  drift  openings  operating  the  Sewell  seam  on  the  triple  entry 
system.  The  ventilation  being  produced  by  a  sixteen  by  five  and  one- 
half-foot  Capell  fan  gives  excellent  results  throughout  the  mine.  This 
mine  is  damp  throughout.  The  roof  is  of  a  brittle  nature.  This  is  one 
of  the  largest  and  best  equipped  mines  on  the  Loup  Creek  branch.  It 
is  equipped  with  latest  and  most  modern  improvements  as  there  are  only 
two  doors  in  this  whole  mine.  The  seam  ranges  from  four  feet  eight 
inches  to  five  feet.  With  stone  stoppings  and  concrete  overcasts  the 
ventilation  is  well  taken  care  of.  The  men  in  charge  deserve  great  credit 
for  the  condition  of  this  mine.  Oil  and  powder  laws  are  observed.  Rules 
are  posted;  lamps,  blankets  and  stretchers  kept  on  hand. 
THOMAS  NICHOL,   Gen.  Mgr.  THOMAS  T.  LEWIS,  Mine  Boss. 

R.  A.  McCLURE,   Supt. 


478  Annual  Report  of  .  [W.  Va. 

PRICE  HILL  FUEL  CO. 

Series  No.  935.  Sherwood  Mine. — This  mine  is  located  two  miles  south 
of  Macdonald  on  the  C.  &  O.  R.  R.,  and  on  Loup  creek,  via  the  company's 
own  railroad.  It  is  a  new  shaft  opening  and  as  yet  not  shipping  much 
coal.  The  developments  are  in  the  Sewell  seam  which  is  very  much 
faulty  and  has  been  for  the  last  year.  The  ventilation  is  produced  by 
an  eighteen  by  seven-foot  Capell  fan  which  gives  very  good  results 
throughout  the  mines.  The  vein  ranges  from  two  feet  to  three  feet, 
carrying  with  it  about  fifteen  inches  of  bone  coal  on  the  top.  The  roof 
is  of  a  dangerous  character.  The  mine  is  damp  throughout.  The  drain- 
age is  orfly  moderate.  Oil  and  powder  laws  are  observed.  Rules  are 
posted;  blankets,  lamps  and  stretchers  kept  on  hand. 
H.  H.  PINKNEY,  Supt.  S.  HILDRICTAH,  Mine  Boss. 

RALEIGH  COUNTY. 
PRICE  HILL  FUEL  CO. 

Series  No.  936..  Price  Hill  Mine. — This  mine  is  located  two  and  one- 
half  miles  south  of  Macdonald  on  the  Loup  Creek  branch  of  the  C.  &  O. 
R.  R.,  and  on  Loup  creek  via  the  company's  own  railroad  from  Macdon- 
ald. It  is  a  shaft  operation  in  the  Sewell  seam  on  the  triple  entry  sys- 
tem. This  mine  is  comparatively  new.  It  is  in  faults  and  rolls  for  the 
past  year.  Seam  ranges  from  two  to  two  and  one-half  feet  thick  and 
carries  with  it  about  fifteen  inches  of  bone  on  the  top  and  is  shipping 
very  little  coal.  Ventilation  being  produced  by  an  eighteen  by  seven 
Capell  fan  which  gives  very  good  results  throughout  the  mine.  Second 
opening  meets  all  requirements.  The  roof  being  of  a  brittle  nature  and 
the  drainage  only  moderate.  The  mine  is  damp  throughout.  Oil  and 
powder  law  being  observed  in  this  mine.  Rules  are  posted;  lamps, 
stretchers  and  blankets  kept  on  hand. 
H.   H.   PINKNEY,    Supt.  GILBERT    SMITH,   Mine    Boss. 

McEELL   COAL  &    COKE   CO. 

Series  No.  937.  Oswald  Mine. — This  mine  is  located  on  the  Big  Loup 
Creek  branch  of  the  C.  &  O.  R.  R.,  about  thirteen  miles  south  of  Thur- 
mond, about  seventy-eight  miles  east  of  Charleston,  on  the  triple  entry 
system.  The  seam  ranges  in  thickness  from  four  to  five  feet.  The  ven- 
tilation at  this  mine  is  produced  by  a  ten  by  five  and  one-half-foot  Capell 
fan  which  is  giving  very  good  satisfaction  throughout  the  mine.  They 
have  enlarged  their  main  air  way  from  pit  mouth  in,  and  enlarged  their 
air  ways  on  their  cross  entries  which  is  giving  great  support  to  the  fan. 
This  mine  is  damp  throughout  and  carries  with  it  about  six  inches  of 
bone  coal  on  top  and  a  very  treacherous  roof  which  needs  close  watching 
and  careful  timbering.  They  have  made  great  improvements  in  this 
mine  by  complying  with  all  requirements  of  the  law.  The  oil  and  powder 
laws  are' carefully  observed.  Rules  are  posted;  lamps,  blankets  and 
stretchers  kept  on  hand. 
F.  B.  IMBODEN,   Supt.  LON  HUNLEY,  Mine  Boss. 


1908]  Department  of  Mixes.  479 

Series  No.  93S.  Sidney  Mine. — This  mine  is  located  on  the  Big  Loup 
Creek  branch  of  the  C.  &  O.  R.  R.,  about  thirteen  miles  south  of  Thur- 
mond, seventy-eight  miles  east  of  Charleston.  This  mine  is  operating 
the  Sewell  seam  on  the  double  entry  system.  Seam  ranges  in  thickness 
from  three  and  one-half  to  four  feet,  carrying  with  it  about  five  inches  of 
bone  on  the  top.  The  conditions  of  the  mine  is  of  mixed  character.  In 
parts  it  is  a  sand  rock  top  and  in  other  sections  it  is  slate  of  a  brittle 
nature.  The  drainage  is  good.  The  ventilation  in  this  mine  is  produced 
by  a  twelve  by  five-foot  Capell  fan  which  gives  very  good  results.  They 
are  now  opening  up  a  second  air  way  which  will  greatly  improve  the 
mine.  The  oil  and  powder  laws  have  been  observed.  Rules  are  posted; 
lamps,  blankets  and  stretchers  kept  on  hand. 
F.  B.   1MBODEN,   Supt.  LON  HUNLEY,  Mine  Boss. 

Series  No.  939.  Graham  Mine. — This  is  a  drift  mine  located  on  Big 
Loup  Creek  branch  of  the  C.  &  O.  R.  R.,  about  fifteen  miles  south  of 
Thurmond,  eighty  miles  east  of  Charleston.  This  mine  is  operating  the 
Sewell  seam,  conducted  on  the  double  entry  system.  The  seam  ranges 
in  thickness  from  three  to  four  feet.  The  ventilation  is  produced  by  a 
nine  by  five  and  one-half-foot  Capell  fan  which  gives  very  good  results 
throughout  the  mine.  They  have  made  great  improvements  in  this  mine 
in  the  last  year  in  regard  to  their  air  ways  and  enlarging  their  haul  ways 
and  their  concrete  stoppings.  Their  drainage  is  moderate.  Mine  is  wet 
and  a  roof  of  a  strange  character,  in  sections  having  a  very  brittle  slate 
while  in  other  sections  it  was  firm  and  strong,  needs  very  close  watching 
and  careful  timbering.  The  oil  and  powder  laws  are  enforced.  Rules 
are  posted;  lamps,  blankets  and  stretchers  ikept  on  hand. 
J.   F.  H1NSON,   Supt.  LEWIS  LEWIS,  Mine  Boss. 

Series  No.  910.  Ta'nroy  Mine. — This  mine  is  located  on  the  Big  Loup 
Creek  branch  about  sixteen  miles  south  of  Thurmond,  eighty-one  miles 
east  of  Charleston,  and  operating  the  Sewell  seam  on  the  four  entry  sys- 
tem. The  seam  ranges  from  about  four  to  four  and  one-half  feet  in 
thickness.  The  ventilation  is  being  produced  at  present  by  a  furnace 
which  is  only  giving  fair  results  but  they  have  got  their  sub-station  built 
and  are  now  building  the  foundation  for  a  large  fan  of  the  Capell  type. 
The  mine  is  being  equipped  with  all  modern  improvements  and  has  the 
future  of  being  one  of  the  largest  mines  in  the  upper  end  of  Loup  creek. 
Its  drainage  is  good.  Its  roof  is  of  a  hard  nature.  Oil  and  powder  laws 
are  observed.  Rules  are  posted;  lamps,  blankets  and  stretchers  kept  on 
hand. 
J.  F.  HINSON,  Supt.  LEMUEL  SMITH,  Mine  Boss. 

NEW  RIVER  COLLIERIES   CO. 

V.    O.,    TRINCE,    W.    VA. 

Series  No.  941.     Royal  and  Mill  Creek  Mines. — These  mines  are  drifts 
located  on  the  south  side  of  New  river  opposite  Prince  Station.     The  de- 
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velopments  are  in  the  Fire  Creek  seam.     They  have  been  idle  since  Jan- 
uary, 1908,  wherein  no  inspections  have  been  made. 

This  mine  was  inspected  by  Mr.  J.  A.  Straughan,  mine  inspector  of  the 
Eighth,  District  during  the  first  six  months  of  1908. 
ELI  T.  CONNOR,  Mgr. 

WRIGHT  COAL  &  COKE  CO. 

Series  No.  942.  Wright  No.  1  Mine. — This  is  a  drift  mine  located  on 
Piney  Creek  branch  of  the  C.  &  O.  Ry.,  about  three  miles  west  of  Prince 
and  seventy-six  miles  east  of  Charleston.  The  operations  are  in  the  Fire 
Creek  seam.  The  developments  are  conducted  principally  on  the  double 
entry  system.  The  ventilation  in  the  No.  1  Mine  is  produced  by  a  seven- 
foot  disc  fan,  operated  by  electric  power,  which  is  giving  fairly  good  re- 
sults at  the  present  time.  This  mine  being  principally  robbing.  The 
drainage  is  fair.  The  grades  in  this  mine  are  very  irregular.  The  roof 
is  good  and  the  general  safety  of  all  haul  ways  in  very  good  condition. 
The  mine  is  dry  but  not  dusty.  The  seam  ranges  in  thickness  from  three 
and  one-half  to  four  and  one-half  feet.  They  have  made  great  improve- 
ments in  this  mine  in  the  last  six  months  in  regard  to  ventilation.  Oil, 
and  powder  laws  are  being  observed  in  this  mine.  Rules  are  posted; 
lamps,  blankets  and  stretchers  kept  on  hand. 
C.  C.  GRESSANG,  Supt.  ARNOLD  FORD,  Mine  Boss. 

Series  No.  943-944.  The  Wright  Nos.  2  and  3  Mines. — These  are  drift 
mines  located  on  the  Piney  branch  of  the  C.  &  O.  R.  R.,  four  miles  west 
of  Prince  and  seventy-six  miles  east  of  Charleston.  These  operations  are 
in  the  Fire  Creek  seam  conducted  on  the  double  entry  system.  The  ven- 
tilation is  produced  by  two  seven-foot  Thayer  fans  which  are  giving  very 
good  results.  These  mines  are  damp  throughout,  carrying  with  them  a 
very  good  roof.  They  are  very  irregular  in  their  graces.  The  seam  ranges 
from  three  to  five  feet.  The  No.  3  Mine  is  yet  new  and  both  mines  em- 
ploy very  few  men.  Powder  and  oil  laws  are  being  observed.  Rules  are 
posted;  lamps,  blankets  and  stretchers  kept  on  hand. 
C.   C.  GRESSANG,   Supt.  J.   A.   DAVIS,   Mine  Boss. 

STONEWALL   COAL  &   COKE   CO. 

Series  No.  945-946.  Stonewall  Nos.  3  and  4  Mines. — These  are  drift  mines 
located  on  the  Piney  branch  of  the  C.  &  O.  R.  R.,  about  four  miles  from 
Prince  and  seventy-seven  miles  from  Charleston.  The  operations  are  in 
the  Fire  Creek  and  Sewell  seams. 

The  developments  of  the  Stonewall  No.  3  Mine  are  in  the  Fire  Creek 
seam,  which  at  this  point  is  about  two  feet  six  inches  to  two  feet  ten 
inches  in  thickness  and  on  account  of  the  thin  condition  of  the  seam 
very  little  work  has  been  done  during  the  year. 

The  development  of  the  No.  4  Mine  is  in  the  Sewell  seam,  which  av- 
erages four  feet  six  inches  to  five  feet  in  thickness.  The  work  is  all 
conducted  on  the  double  entry  system.  The  ventilation  is  produced  by 
a  small  furnace  in  No.  3  which  is  giving  very  good  results  as  there  are 
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only  thirteen  men  working  in  that  mine.  No.  4  Mine  is  ventilated  with 
a  large  furnace  which  has  not  been  giving  good  results.  They  are  now 
preparing  to  install  a  fan  of  the  Stine  type.  They  have  remodeled  their 
air  ways  and  stoppings.  The  roof  in  both  mines  being  of  a  brittle  nature 
needs  careful  timbering  and  makes  it  very  hard  to  keep  their  air  ways 
open.  The  drainage  is  only  moderate.  Powder  and  oil  laws  are  observed. 
Rules  are  posted;  lamps,  blankets  and  stretchers  kept  on  hand. 
FRANK  M.   LEE,   Supt.  WILLIAM  E.   QUICKMAN    AND 

FRANK  SAMPLES,  Mine  Foremen. 

P.    O.,     TERRY,    W.    VA. 

Series  No.  947.  Terry  Mine.— This,  is  a  drift  mine  located  on  the  south 
side  of  New  river  and  on  the  Piney  branch  of  the  C.  &  O.  Ry.,  two  miles 
west  of  Prince,  operating  the  Fire  Creek  seam  which  averages  four  feet 
in  thickness  with  slate  roof  and  good  when  taken  care  of.  The  develop- 
ment is  by  double  entry  system,  ventilated  with  a  furnace  which  gives 
fair  results,  on  account  of  stoppings  and  air  checks  not  in  good  condition. 
The  refuge  holes  did  not  meet  the  requirements.  Found  a  small  amount 
of  dust  in  parts  of  mine.  No  mine  foreman's  air  records  were  shown  me. 
All  other  conditions  meet  the  requirements. 

This  *nine  was  inspected   by  Mr.   J.  A.   Straughan,   Mine    Inspector   of 
the  Eighth  District,   during  the  first  six  months  of  1908. 
F.   M.    LEE,    Supt.  W.    H.   CROSS,    Mine    Foreman. 

NEW  RIVER   COLLIERIES   CO. 

Series  No.  948.  Lanark  No.  3  Mine. — This  mine  is  located  on  the  Piney 
Cfeek  branch  of  the  C.  &  0.  R.  R.,  five  miles  west  of  Prince  and  eighty- 
one  miles  east  of  Charleston.  Operations  are  in  the  Fire  Creek  seam. 
The  development  is  conducted  principally  on  the  double  entry  system. 
The  ventilation  is  produced  by  a  furnace  which  gives  very  good  results 
to  this  mine.  The  principal  work  is  robbing.  This  mine  is  robbed  out 
within  300  feet  of  the  pit  mouth  which  may  last  from  six  to  eight  months 
longer.  Its  roof  being  very  brittle  is  very  treacherous,  and  needs  very 
close  observing  and  close  timbering.  Oil  and  powder  laws  are  being 
observed.  Rules  are  posted;  lamps,  blankets  and  stretchers  kept  on 
hand. 
H.  T.  CONNARS,  Supt.  CHAS.  A.  LAWSON,  Mine  Boss. 

Series  No.  949.  Lanark  No.  .'/  Mine. — This  is  a  drift  mine  located  on 
the  Piney  branch  of  the  C.  &  O.  R.  R.,  about. five  miles  west  of  Prince 
and  eighty-one  miles  east  of  Charleston,  operating  the  Sewell  seam  on 
the  double  entry  system.  The  seam  varies  in  thickness  from  four  feet 
to  five  feet.  Ventilation  is  produced  by  a  seven-foot  Thayer  fan  which 
gives  good  results  throughout  the  mine.  This  mine  has  concrete  stop- 
pings in  all  its  entries  and  is  up  to  date  with  all  the  requirements  of 
the  law.  Oil  law  is  being  well  observed.  Rules  are  posted;  lamps, 
blankets  and  stretchers  kept  on  hand. 
H.  T.  CONNARS,  Supt.  CHAS.  A.  LAWSON,  Mine  Boss. 
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PINEY  COAL  &   COKE   CO. 

Series  No.  950.  Stanaford  Xo.  2  Mine. — This  is  a  drift  mine  located 
on  the  Piney  branch  of  the  C.  &  O.  R.  R.,  about  seven  miles  from  Prince. 
The  development  of  the  No.  2  Mine  is  in  the  Fire  Creek  seam,  which  at 
this  point  is  somewhat  irregular  in  thickness,  ranging  from  four  to  five 
and  one-half  feet.  The  work  is  conducted  principally  on  the  double  en- 
try system.  The  ventilation  is  produced  by  a  ten-foot  Stine  fan  which 
gives  fairly  good  results,  but  they  are  enlarging  their  main  air  way 
which,  when  completed,  will  put  the  mine  in  good  shape.  This  mine  is 
damp  throughout.  Seam  ranges  from  four  to  five  and  one-half  feet.  Main 
haul  way_  in  good  condition.  This  mine  generates  some  gas,  small  quan- 
tities, in  its  advanced  workings,  but  is  well  taken  care  of.  This  mine 
is  worked  exclusively  on  safety  powder.  The  oil  and  powder  laws  ara 
being  well  observed.  Rules  are  posted;  lamps,  blankets  and  stretchers 
kept  on  hand. 

CHAS.  JASPER,  Supt.  EDWARD  NELSON,  Mine  Foreman. 

JOHN  DOUGLAS,  Fire  Boss. 

Series  No.  951.  Stanaford  Xo.  .?  Mine. — This  is  a  drift  mine  located 
•on  the  Piney  branch  of  the  C.  &  O.  R.  R.,  nine  miles  from  Prince.  The 
•development  of  this  mine  is  in  the  Sewell  seam  conducted  on  the  double 
entry  system.  The  ventilation  in  this  mine  is  produced  by  a  seven-foot 
Thayer  fan  which  is  giving  very  good  results  throughout  the  mine.  Drain- 
age is  good.  Haulways  are  regular  and  properly  timbered  and  are  in  a 
safe  condition.  Separate  traveling  way  is  provided  for  the  men  going 
to  and  from  their  work  so  as  not  to  come  in  contact  with  high  voltage 
wires.  The  seam  varies  from  three  to  five  feet,  with  a  heavy  draw  slate. 
Oil  and  powder  laws  are  being  observed.  Rules  are  posted;  lamps, 
blankets  and  stretchers  kept  on  hand. 
CHAS.  JASPER,  Supt.  M.  L.  McGUIRE,  Mine  Boss. 

Series  No.  952-953.  Stanaford  Xos.  .'/  and  5  Mines. — These  mines  are 
drift  mines  located  on  the  Piney  branch  of  the  C.  &  O.  R.  R.,  about  nine 
miles  from  Prince.  The  development  of  these  mines  is  in  the  Fire  Creek 
seam  which  at  these  points  is  very  irregular  in  thickness,  ranging  from 
four  to  'six  feet,  carrying  with  it  from  four  to  six  inches  of  bone  in  the 
middle.  The  work  is  conducted  principally  on  the  double  entry  system. 
The  ventilation  produced  is  with  an  eight-foot  disc  fan,  which  is  giving 
fairly  good  results  throughout  the  mine.  No.  5  Mine  suspended  work  one 
year  ago.  The  No.  4  Mine  is  still  in  operation.  This  mine  is  wet  through- 
•  oiit,  drainage  being  poor,  but  they  are  installing  a  larger  pump  which 
will  remedy  the  No.  4  Mine.  Haulways  are  in  good  shape;  has  separate 
traveling  ways  for  the  men  to  go  to  and  from  their  work  so  that  they 
may  not  come  in  contact  with  the  rope  haulage.  The  roof  being  of  a 
variable  character  needs  careful  timbering.  Powder  and  oil  laws  are 
being  observed.  Rules  are  posted;  lamps,  blankets  and  stretchers  kept 
on  hand. 
CHAS.  JASPER,  Supt.  G.  J.  RICHARDSON,  Mine  Foreman 
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Series  No.  954.  Stanaford  No.  6  Mine. — This  is  a  drift  mine  located 
on  the  Piney  branch  of  the  C.  &  0.  R.  R.,  about  eight  miles  from  Prince. 
The  development  is  in  the  Fire  Creek  seam  which  at  this  point  is  very- 
irregular  in  thickness,  ranging  from  three  to  six  and  one-half  feet.  The 
■work  is  conducted  principally  on  the  double  entry  system.  The  ventila- 
tion is  produced  by  a  seven-foot  Thayer  fan  which  is  giving  fairly  good 
results,  not  as  good  as  if  it  was  supported  with  a  larger  air  way,  which 
they  are  now  arranging.  This  mine  generates  a  small  amount  of  gas  in 
the  east  workings,  but  is  well  cared  for  by  the  proper  distribution  of 
ventilation.  This  mine  is  damp  throughout.  The  drainage  is  good  and 
the  haulways  are  in  good  order.  Oil  and  powder  laws  are  observed. 
Rules  are  posted;  lamps,  blankets  and  stretchers  kept  on  hand.  This 
seam  carries  with  it  about  six  inches  of  draw  slate  which  is  treacherous. 
CHAS.   JASPER,   Supt.  EDWARD   NELSON,    Mine  Bess. 

GEO.  J.  BURNS,  Fire  Boss. 

RALEIGH  COAL  &  COKE   CO. 

Series  No.  955-956.  Raleigh  Xos.  1  and  2  Mines. — These  are  drift  mines 
located  on  the  Piney  branch  of  the  C.  &  O.  R.  R.,  fourteen  miles  from 
Prince  and  about  eighty-eight  miles  from  Charleston.  The  operations 
are  all  in  the  Fire  Creek  seam,  and  are  conducted  on  the  double  entry 
system.  At  each  mine  there  is  a  six  by  two-foot  Stine  type  high  speed 
fan  installed,  and  operated  by  electricity,  which  were  at  one  time  boosters 
on  the  inside  but  now  are  exhaust  fans  on  the  outside  which  are  oper- 
ated by  electricity  under  high  speed,  which  are  giving  fair  results.  A 
new  air  way  has  been  driven  from  the  outside  in  3000  feet,  which  makes 
it  a  double  entry  system.  One  year  ago  there  was  no  air  way.  The 
seam  varies  in  thickness  from  four  to  six  feet.  These  mines  are  very 
•damp  throughout,  and  the  drainage  is  only  moderate,  carrying  with  it 
about  eight  inches  of  draw  slate  which  is  very  treacherous.  Separate 
traveling  way  is  provided  between  these  two  mines  for  the  men  to  go 
to  and  from  their  work.  Powder  and  oil  laws  are  being  observed.  Rules 
•are  posted;  lamps,  blankets  and  stretchers  kept  on  hand. 
JAMES  WHITE,  Supt.  TERRANCE  CONWAY,  Mine   Boss. 

Series  No.  057.  Raleigh  Xo.  3  Mine. — ■  This  mine  is  a  drift  mine, 
located  on  the  Piney  branch  of  the  C.  &  O.  R.  R.,  fourteen  miles  from 
Prince  and  about  eighty-eight  miles  from  Charleston.  The  operations 
are  all  in  the  Fire  Creek  seam,  and  are  conducted  on  the  double  entry 
system.  At  this  mine  ventilation  is  produced  by  two  fans,  two  by  six- 
foot  fans,  one  as  a  booster  and  one  as  an  exhaust,  under  high  speed, 
•driven  by  electric  power  which  are  giving  very  good  results.  The  drain- 
age is  good.  The  west  section  of  this  mine  is  somewhat  dusty  but  is  well 
taken  care  of,  sprinkled  by  water  car  and  by  small  pump.  The  roof  is 
good,  and  the  general  conditions  of  all  haulways  are  good.  The  seam 
varies  between  four  and  five  feet.  Oil  and  powder  laws  are  being  ob- 
served. Rules  are  posted;  lamps,  blankets  and  stretchers  kept  on  hand. 
JAMES   WHITE,    Supt.  JOHN    McCARTHERN,    Mine    Boss. 
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Series  No.  958.  Raleigh  No.  Jt  Mine. —  This  is  a  drift  mine, 
located  on  the  Piney  branch  of  the  C.  &  O.  R.  R.,  fourteen  miles  from 
Prince  and  about  eighty-eight  miles  from  Charleston.  The  operations 
are  all  in  the  Fire  Creek  seam,  and  are  conducted  on  the  double  entry 
system.  This  mine  is  ventilated  by  a  five-foot  double  fan  driven  by  elec- 
tric power  under  high  speed  which  gives  very  good  results,  as  the  ven- 
tilation is  good  throughout  this  mine.  The  seam  varies  in  this  mine, 
ranging  from  two  to  four  feet,  and  is  full  of  dips  and  rolls.  It  carries 
with  it  a  very  heavy  draw  slate  and  is  very  treacherous  and  needs  close 
watching  and  careful  timbering.  The  drainage  is  only  moderate  as  this 
mine  is  going  to  the  dip  very  heavy.  The  powder  and  oil  laws  are  being 
observed.  Rules  are  posted;  lamps,  blankets  and  stretchers  kept  on 
hand. 
JAMES  WHITE,  Supt.  TERRANCE  CONWAY,  Mine  Boss. 

Series  No.  959.  Raleigh  No.  o  Mine. — This  mine  is  a  drift  mine  located 
on  the  P.  R.  &  P.  C.  R.,  a  branch  of  the  C.  &  O.  R.  R.,  on  Piney,  from 
Piney  branch,  sixteen  miles  from  Prince,  and  ninety  miles  from  Charles- 
ton, located  on  Little  White  Stick,  operating  the  Sewell  seam  on  the 
double  entry  system.  Ventilation  is  produced  by  a  six-foot  double  disc 
fan  driven  by  steam  power.  This  mine  is  in  about  3500  feet,  producing 
about  300  tons  of  coal  per  day.  Its  ventilation  is  good;  drainage  good. 
The  mine  is  damp  throughout.  The  seam  ranges  from  three  to  three 
and  one-half  feet,  and  carries  with  it  about  twenty  inches  of  draw  slate 
which  has  to  be  taken  down.  The  main  slate  being  of  a  hard  nature. 
Oil  and  powder  laws  are  observed.  Rules  are  posted;  lamps,  stretchers 
and  blankets  kept  on  hand. 
JAMES  WHITE,  Supt.  J.  T.  ROBERTSON,  Mine  Boss. 

Series  No.  960.  Raleigh  No.  0  Mine. — This  is  a  series  of  drift  opening.-? 
located  on  the  Piney  branch  of  the  C.  &  O.  R.  R.,  fifteen  miles  from 
Prince,  about  eighty-nine  miles  from  Charleston.  They  are  operating  the 
Fire  Creek  seam  and  conducted  on  the  four  entry  system.  The  two  cen- 
ter entries  are  the  haulage  ways  and  the  side  entries  are  the  two  returns, 
making  the  haulage  the  intake  and  the  two  side  entries  the  returns,  as 
both  fans  are  seven-foot  fans  of  the  disc  type  and  double,  and  all  are 
giving  very  good  results.  The  roof  is  of  a  hard  nature  and  the  drainage 
is  well  taken  care  of  as  this  is  a  new  mine.  It  is  producing  at  the 
present  time  about  700  tons.  Well  equipped  with  all  modern  improve- 
ments. The  seam  ranges  from  four  to  four  feet  six  inches.  This  mine  is 
worked  exclusively  by  safety  powder.  All  stone  and  brick  stoppings  inlaid 
with  cement.  Separate  traveling  way  for  the  men  to  go  to  and  from  their 
work.  The  oil  ahd  powder  laws  are  being  observed.  Rules  are  posted; 
lamps,  stretchers  and  blankets  kept  on  hand. 
JAMES  WHITE,  Supt.  EDWARD  ZWILLING,  Mine  Boss. 

BLUE  JAY  LUMBER   CO. 

Series   No.   961.     Blue   Jay  Mine. — Is   a    drift    opening    located    on    the 
Beaver  &  Blue  Jay  Railroad  on  Little  Beaver,  leading  from  a  branch  of 
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the  Piney  Railroad  eighteen  miles  from  Prince  and  about  ninety-two 
miles  from  Charleston.  The  operations  are  in  the  Fire  Creek  seam  con- 
ducted on  the  double  entry  system.  The  ventilation  is  produced  by  a 
furnace.  Its  principal  workings  now  being  robbing.  This  mine  is  damp 
throughout.  This  mine  carries  with  it  a  very  brittle  roof  as  there  is 
only  about  150  feet  of  covering.  It  becomes  very  hard  to  hold  this  roof. 
Seam  ranges  from  two  to  five  feet,  very  rolling.  Oil  and  powder  laws 
are  being  observed.  Rules  are  posted;  lamps,  stretchers  and  blankets 
kept  on  hand. 
P.  C.  LYNCH,   Supt.  PATRICK  McQUADE,  Mine  Boss. 

SULLIVAN  COAL  &  COKE  CO. 

Series  No.  962-963-964-965.  Sullivan  Nos.  1,  2,  3  and  Jf  Mines.— Are 
a  series  of  ten  drift  openings  located  on  the  Piney  branch  of  the  C.  & 
O.  R.  R.,  twenty-one  miles  from  Prince,  111  miles  from  Charleston.  The 
operations  are  all  in  the  Fire  Creek  seam.  Located  on  the  north  and 
south  of  Takein  creek.  Opened  up  on  the  double  entry  system.  Prep- 
arations are  being  made  for  the  coal  to  be  hauled  from  the  ten  different 
openings  and  to  be  dumped  from  the  one  tipple  on  the  north  and  south 
sides,  it  being  a  double  tipple  built  across  the  little  valley  which  span 
is  about  300  feet.  The  tipple  being  erected  midway  in  between  these 
different  openings,  and  natural  conditions  being  such  that  it  has  made  it 
very  practical  for  all  coal  to  be  dumped  over  the  same  tipple.  The 
company  has  arranged  to  place  two  fans  on  the  north  and  two  on  the 
south,  and  are  preparing  to  install  the  same,  all  to  be  ten-foot  of  the 
Capell  type.  The  seam  ranges  from  four  feet  six  inches  to  five  feet.  The 
roof  being  of  a  hard  nature  makes  these  mines  among  the  best  and  most 
promising,  through  natural  conditions  in  this  section  of  the  county.  The 
work  is  suspended  at  the  present  time  awaiting  for  a  side  track.  Oil 
and  powder  laws  are  observed.  Rules  are  posted;  lamps,  blankets  and 
stretchers  kept  on  hand. 
J.  A.  WOOD,  Gen.  Mgr.  and  Supt.  EDWARD  HOPE,  Mine  Boss. 

CRANBERRY  FUEL  CO. 

Series  No.  966.  Sprague  Mine. — This  is  a  slope  mine  located  on  the 
P.  R.  &  P.  C.  R.,  a  branch  rdad  from  the  Piney  branch  of  the  C.  &  O. 
R.  R.,  eighteen  miles  from  Prince  and  ninety-two  miles  from  Charleston. 
The  development  is  in  the  Sewell  seam  which  at  this  point  is  somewhat 
irregular  in  thickness,  ranging  from  two  to  four  feet.  The  work  is  con- 
ducted principally  on  the  double  entry  system.  The  ventilation  is  pro- 
duced by  a  ten-foot  disc  fan  which  is  giving  very  good  results  throughout 
the  mine.  This  is  a  very  wet  mine  as  it  is  going  to  the  dip  about  2%^ 
with  a  fireclay  bottom  and  a  heavy  draw  slate,  which  at  most  time3 
comes  with  the  coal,  makes  it  very  dangerous  and  difficult  to  handle. 
The  water  i»  being  taken  from  the  mine  with  two  large  pumps,  and  at 
times  are  inadequate  for  the  work.  This  mine  is  in  about  4000  feet  on 
an  average  of  7%  grade  from  point  to  point.     Rules  are  posted;    lamps, 
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stretchers   and   blankets   kept  on   hand.     The   oil   and    powder   laws   are 

observed. 

W.   C.  THURMAN,   Supt.  E.   T.   HUDSON,   Mine   Boss. 

Series  No.  967.  Skelton  Mine. — This  is  a  slope  mine  located  on  the 
P.  R.  &  P.  C.  R.,  a  branch  road  from  the  Piney  branch  of  the  C.  &  O. 
R.  R.,  twenty  miles  from  Prince  and  ninety-four  miles  from  Charleston. 
The  development  is  in  the  Sewell  seam  which  at  this  point  is  somewhat 
irregular  in  thickness,  ranging  from  two  to  four  feet.  The  work  is  con- 
ducted principally  on  the  double  entry  system.  The  ventilation  is  pro- 
duced by  a  ten-foot  Robinson  fan  which  is  giving  good  results.  This 
mine  is  going  to  the  dip  at  the  rate  of  about  7%  and  is  in  3500  feet,  and  is 
very  wet,  the  seam  being  very  irregular  ranging  from  two  to  four  feet 
but  is  very  full  of  rolls  carrying  with  it  a  very  treacherous  top  making 
it  very  dangerous  and  hard  to  handle.  The  water  is  taken  from  the 
mine  by  two  five-inch  pumps  operated  by  air.  A  separate  traveling  way 
is  being  provided  for  the  men  of  this  mine  going  to  and  from  their  work. 
The  powder  and  oil  laws  are  being  observed.  Rules  are  posted;  lamps, 
stretchers  and  blankets  kept  on  hand. 
W.  C.  THURMAN,  Supt.  JESSE  THOMAS,  Mine  Boss. 

Series  No.  968.  Cranberry  Mine. — This  is  a  shaft  mine  located  on  the 
P.  R.  &  P.  C.  R.,  a  branch  road  from  the  Piney  branch  of  the  C.  &  O. 
R.  R.,  twenty-two  miles  from  Prince  and  ninety-six  miles  from  Charleston. 
The  development  is  in  the  Sewell  seam  which  at  this  point  is  somewhat 
irregular  in  thickness,  ranging  from  three  feet  to  four  feet  six  inches. 
The  work  is  conducted  principally  on  the  triple  entry  system.  The  ven- 
tilation is  produced  by  a  fifteen  by  six  Capell  fan  which  is  giving  good 
results  throughout  the  mine.  With  the  improvements  that  they  are 
making,  by  enlarging  their  air  ways,  concrete  stoppings  and  brick  over- 
casts, they  have  made  great  improvements  in  this  mine  in  the  last  eight 
months.  This  mine  generates  a  small  amount  of  gas  in  the  east  workings 
but  is  being  well  cared  for  by  the  proper  distribution  of  ventilation.  This 
mine  is  worked  exclusively  by  safety  powder.  This  mine  carries  with 
it  a  very  good  roof.  Powder  and  oil  laws  are  being  observed.  Rules  are 
posted;    lamps,  blankets  and  stretchers  kept  on  hand. 

ARCHIBALD  BLACK,  Supt.  THOMAS  BRADLEY,  Mine  Boss. 

WILSON  HOME,  Fire  Boss. 

Series  No.  969.  Prosperity  Mine. — This  is  a  shaft  mine  located  on  the 
P.  R.  &  P.  C.  R.,  a  branch  r;oad  from  the  Piney  branch  of  the  C.  &  O. 
R.  R.,  twenty  three  miles  from  Prince  and  97  miles  from  Charleston. 
The  development  is  in  the  Sewell  seam  which  at  this  point  is  somewhat 
irregular  in  thickness,  ranging  from  three  to  four  feet.  This  work  is 
conducted  principally  on  the  double  entry  system.  The  ventilation  is 
produced  by  a  ten  by  five  Capell  fan  which  is  giving  very  good  results 
throughout  the  mine.  This  mine  being  connected,  makes  Cranberry  mine 
a  second  opening  for  Prosperity,  and  Prosperity  mine  a  second  opening 
for  Cranberry  mine.     There  are  two  heavy  concrete  stoppings  fifty  feet 
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apart  at  the  connecting  point  and  a  small  door  two  by  four  and  one-half 
feet,  just  enough  for  a  man  to  go  through,  one  door  on  the  left  hand  of 
the  first  stopping  and  the  other  on  the  right  hand  side.  These  doors  are 
made  of  boiler  plate.  This  has  been  done  in  order  to  take  proper  pre- 
caution against  anything  that  might  happen.  They  are  now  making  large 
partings  at  the  bottom  of  the  shafts  preparing  for  a  large  output.  This 
roof  is  of  a  hard  nature.  The  haulways  are  in  good  condition.  Drainage 
is  fair.  Safety  powder  is  used  exclusively  in  this  mine.  Oil  and  powder 
laws  are  observed.  Rules  are  posted;  lamps,  blankets  and  stretchers 
kept  on  hand. 
ARCHIBALD  BLACK,  Supt.      ■  JAMES  NESBET,  Mine  Boss. 

MABSCOTT  COAL  &  COKE  CO. 

Series  No.  970.  Mabscott  Mine. — This  is  a  drift  mine  located  on  the- 
Piney  branch  of  the  C.  &  O.  Ry.,  about  sixteen  miles  from  Prince.  The 
developments  are  in  the  Sewell  seam,  which  ranges  in  thickness  from 
four  feet  four  inches  to  four  feet  eight  inches.  The  work  is  conducted 
on  the  double  entry  system.  The  ventilation  is  produced  by  a  ten  by 
four  and  one-half  Robinson  fan  which  is  giving  very  good  results  through- 
out the  mine,  but  they  have  had  to  reopen  an  air  way  3500  feet  in  order 
to  give  proper  support  to  the  fan.  With  the  improvements  of  concrete 
stoppings,  the  mine  is  well  ventilated  throughout.  The  greater  part  of 
this  mine  is  robbing.  The  draw  slate  being  of  a  brittle  nature  about 
eight  inches  thick  is  very  dangerous  and  difficult  to  handle.  Haulways 
are  in  a  fair  condition,  the  refuge  holes  being  installed  according  to 
law.  Drainage  is  good.  The  powder  and  oil  laws  are  being  observed. 
Rules  are  posted;  lamps,  blankets  and  stretchers  kept  on  hand. 
W.  J.  ELGIAN,  Supt.  W.  D.  LEE,  Mine  Boss. 

HOME  COAL  CO. 
Series  No.  971.  Lewis  Mine. — This  is  a  drift  mine  located  on  the 
Piney  branch  of  the  C.  &  O.  Ry.,  about  sixteen  miles  from  Prince.  The 
developments  are  in  the  Sewell  seam,  which  ranges  in  thickness  from 
four  to  six  feet.  The  work  is  conducted  on  the  double  entry  system. 
The  ventilation  is  produced  by  a  furnace  which  gives  very  good  results. 
The  roof  is  very  dangerous,  carrying  with  it  from  two  to  two  and  one-half 
feet  of  draw  slate  which  is  very  difficult  to  handle,  having  over  it  about 
eighty  feet  of  covering.  This  mine  has  suspended  work  and  closed  up 
accounts. 
JESSE  THOMAS,   Supt.  and  Mine  Boss. 

BECKLEY  COAL  &  COKE  CO. 
Series  No.  972.  Beckley  Mine. — This  is  a  slope  mine  located  on  the 
Piney  branch  of  the  C.  &  O.  R.  R.,  about  seventeen  miles  from  Prince 
and  by  rail  ninety-one  miles  from  Charleston.  The  developments  are  in 
the  Sewell  seam  and  are  conducted  on  the  double  entry  system.  The 
ventilation  is  produced  by  a  twelve  by  five  and  one-half-foot  fan,  which 
gives  good  results.  The  ventilation  arrangements  including  doors,  stop- 
pings,   etc.,    are   good.     The   drainage    is   accomplished   by    steam    pumps, 
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together  with  the  general  condition  of  the  mine  are  good.  All  necessary 
provisions  for  the  taking  care  and  removal  of  anyone  injured,  keeping 
on  hand  safety  lamps,  posting  special  rules,  etc.,  are  all  observed  and 
regularly  enforced. 

Three   regular   inspections   of   this   plant   were   made   during   the  year, 
at  which  times  the  general  condition  existing  were  found  safe  and  satis- 
factory in  every  respect. 
W.  J.  ELGAIN,   Supt.  JOHN  ABSOLAM,  Mine  Foreman. 

NEW  RIVER  COLLIERIES  CO. 
Series  No.  973.  Eccles  No.  11  Mine. — This  is  a  shaft  mine  located  at 
the  junction  of  Piney  branch  of  the  C.  &  O.  R.  R.  and  Virginia  Ry., 
25  miles  from  Prince,  and  100  miles  from  Charleston.  The  developments 
are  in  the  Beckley  seam  and  conducted  on  the  triple  entry  system.  Ven- 
tilation is  produced  by  an  eighteen  by  seven-foot  Capell  fan,  which  gives 
good  results  throughout  the  mine.  The  air  shaft  is  down  and  completed 
which  constitutes  the  second  opening  to  this  mine.  This  mine  generates 
considerable  amount  of  gas  throughout  the  mine.  This  mine  is  worked 
exclusively  by  locked  safety  lamps.  The  seam  at  this  point  is  very  ir- 
regular. The  bottom  seam  which  is  being  worked  at  the  present  time, 
varies  from  two  to  four  feet.  The  upper  split  runs  from  two  to  seventeen 
feet,  in  between  slate.  The  coal  on  the  upper  part  runs  from  one  to  four 
feet,  with  a  very  scaly  roof,  needs  very  careful  timbering.  The  mine  is 
well  equipped  with  all  the  modern  requirements,  and  the  hoisting  ma- 
chinery is  well  up  to  date.  Safety  powder  is  used  exclusively  in  this 
mine.  Rules  are  posted;  lamps,  blankets  and  stretchers  kept  on  hand. 
J.   S.  CHANEY.  Supt.  E.   S.  BIGGS,  Mine  Foreman. 

E.  P.  FLEMAN,  Fire  Boss. 

Series  No.  974.  Eccles  No.  12  Mine. — This  is  a  shaft  mine  located  at 
the  junction  of  Piney  branch  of  the  C.  &  O.  R.  R.  and  Virginia  Ry., 
25V>  miles  from  Prince  and  100%  miles  from  Charleston.  This  shaft  has 
been  sunk  to  the  depth  of  500  feet.  They  have  passed  the  point  where 
the  seam  should  have  been.  The  air  shaft  is  down  150  feet.  This  work 
has  been  suspended  until  further  developments  of  No.  11  Mine. 
J.   S.  CHANEY,   Supt. 

SLAB  FORK  COAL  CO. 
Series  No.  975.  Slab  Fork  No.  1  Mine.— Thas  is  a  drift  mine  located  on 
the  Virginia  Ry.,  37V_>  miles  from  Prince  and  112V_.  miles  from  Charles- 
ton. The  developments  are  in  the  Beckley  seam  and  are  conducted  on 
the  double  entry  system.  The  ventilation  is  produced  by  a  ten-foot 
Thayer  fan  driven- by  electric  power  at  high  speed,  which  gives  good 
satisfaction  throughout  the  mine.  The  doors  and  the  stoppings  are  ac- 
cording to  law.  The  seam  is  a  little  irregular,  ranging  from  three  to 
five  feet,  carrying  with  it  a  good  slate  roof.  The  drainage  is  fair,  and 
general  conditions  good.  Oil  and  powder  laws  are  observed.  Rules  are 
posted;  lamps,  blankets  and  stretchers  kept  on  hand. 
W.  G.  CAPERTON,    Supt.  -  J.   M.   PRICE,  Mine  Boss. 
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Series  No.  976.  Slab  Fork  No.  2  Mine. — This  is  a  series  of  drift  mines. 
These  mines  are  located  on  the  Virginia  Ry.,  37%  miles  from  Prince 
and  112%  miles  from  Charleston.  This  is  a  new  opening  just  being 
prepared  for  operation.  Developments  are  in  the  Beckley  seam  which 
varies  in  thickness  from  three  to  four  and  one-half  feet.  Its  roof  is 
slate  of  a  hard  nature.  Its  ventilation  at  present  is  produced  by  a  fur- 
nace. There  are  only  ten  men  working  in  this  mine.  They  are  pre- 
paring to  erect  a  fan  to  this  mine.  Haulage  and  drainage  "are  fair.  Oil 
and  powder  laws  are  being  observed.  Rules  are  posted;  lamps,  blankets 
and  stretchers  kept  on  hand. 
W.  G.   CAPERTON,    Supt.  J.  M.   PRICE,  Mine   Boss. 

E.  E.  WHITE  COAL  CO. 

Series  No.  977-978.  Nos.  1  and  2  Mines. — Are  a  series  of  shafts  being 
sunk  at  Whiteside,  21/)  miles  from  Lester  on  the  Virginia  Ry.,  on  Shockey 
creek,  located  about  30  miles  from  Prince  and  105  miles  from  Charleston. 
The  main  shafts  are  twenty-six  by  thirteen  and  one-half  feet,  and  when 
completed  will  be  down  about  385  feet  to  Beckley  seam.  The  distance 
between  thg  two  main  shafts  is  460  feet.  These  mines  will  be  situated 
on  a  branch  of  the  Virginia  Ry.,  which  is  now  well  under  way. 
~E.  E.  WHITE,  Supt. 
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TENTH    DISTRICT. 


GENERAL  SUMMARY  OF  THE  TENTH  MINING  DISTRICT  FOR  THE 
YEAR  ENDING  JUNE  30 TH,  1908. 
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Office  of  the  Tenth  District  Mine  Inspector, 

Bramwell,  W.  Va.,  September  11,  1908. 

Hon.  James  "W.  Paul, 

Chief  of  the  Department  of  Mines, 
Charleston,  W.   Va. 

Sir: — In  compliance  with  the  requirements  of  the  Mining  Law,  I  here- 
with submit  my  first  report,  dating  from  the  time  of  my  appointment, 
August  1,  1907,  and  ending  June  30,  1908. 

During  the  year  I  made  101  regular  inspections  and  44  special  visits- 
for  various  purposes  connected  with  my  duties. 

There  occurred  from  various  causes,  inside  and  outside  of  the  mines, 
17  fatal  and  106  non-fatal  accidents.  The  fatal  accidents  were  investi- 
gated as  soon  after  the  accident  occurred  as  opportunity  permitted.  With- 
out entering  into  details  as  to  the  causes  of  the  accidents,  I  beg  to  advise 
that  my  investigations  show  the  majority  of  cases  to  have  been  due  to 
gross  ignorance  or  negligence  on  the  part  of  the  victims  themselves,  the 
greater  number  of  whom  were  negroes  and  foreigners. 

There  were  many  interruptions  in  the  work  of  inspection  during  the- 
year,  from  various  causes;  calls  were  frequently  made  for  assistance  in 
other  districts;  the  mines  during  the  last  six  months  worked  less  than 
half  time,  which  occasioned  considerable  interruption. 

The  awful  calamity  which  occurred  in  the  Monongah  Mines  December 
6th,  1907,  to  which  all  the  mine  inspectors  were  called  to  the  rescue,, 
consumed  with  its   attendant  investigations,  nearly  two  months  time. 
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It  was  my  unpleasant  duty  to  prosecute  a  large  number  of  miners  and 
other  employes,  for  violations  of  the  mining  laws  relating  to  solid  shoot- 
ing, taking  powder  into  the  mine  in  large  quantities,  and  the  use  of 
kerosene  oil.  The  parties  prosecuted  were  in  every  instance  found  guilty 
and  fined  as  the  law  directs.  In  several  instances  it  has  been  necessary 
to  serve  notice  upon  certain  operators  that  immediate  action  would  -be 
taken  to  enforce  their  compliance  with  the  requirements  of  the  law  in 
certain  particulars;  the  chief  of  the  department  has  been  notified  as  re- 
quired in  Section  16;  but  prompt  attention  to,  and  the  correction  of  the 
matter  complained  of,  has  obviated  the  necessity  of  prosecution. 

Acting  upon  your  advice,  and  following  an  examination  of  the  Buckeye 
Mine,  property  of  the  Buckeye  Coal  &  Coke  Co.,  on  March  23,  1908,  I 
notified  them  as  Section  16  of  the  mining  law  directs,  that  the  use  of 
the  steam  locomotive  under  the  conditions  existing  in  their  mine,  was 
detrimental  to  the  health,  and  a  menace  to  the  lives  of  the  men  who  were 
obliged  to  work  therein.  Your  visit  and  inspection,  accompanied  by 
myself  and  Inspector  Boyd  of  the  Eleventh  District,  followed,  which 
resulted  in  an  order  that  the  mine  remain  closed  until  the  law  was  com- 
plied with  in  the  matter  complained  of.  The  company  made  application 
to  the  judge  of  the  Circuit  Court  for  an  immediate  hearing,  which  was 
granted.  The  Turkey  Gap  Coal  &  Coke  Co.  had  made  application  at  the 
same  time  in  an  identically  similar  case,  and  a  decision  made  by  the 
judge  after  their  hearing,  which  came  first,  declaring  Section  24,  pro- 
hibiting the  use  of  steam  locomotives  in  mines  of  this  State  was  uncon- 
stitutional, made  the  hearing  of  the  Buckeye  case  unnecessary,  and  it 
was  dismissed. 

The  co-operation  of  the  operators  in  the  enforcement  of  the  law  is  con- 
fined as  a  rule  to  an  expression  of  a  desire  on  their  part  to  see  them 
complied  with.  They  balk,  however,  at  entering  complaint  against  any 
of  their  employes  for  violations,  fearing  they  might  leave  their  employ 
in  consequence.  They  are  willing,  however,  I  might  say  anxious,  to  per- 
mit the  inspector  to  assume  the  responsibility  of  prosecuting  the  offenders. 
There  are  some  notable  exceptions,  who  have  assisted  me  in  every  way 
possible.  The  majority  of  the  miners  of  this  district  are  made  up  of 
a  class  of  men  whose  most  prominent  characteristics  are  ignorance  and 
indifference,  and  who  seem  to  be  more  interested  in  evading  the  law 
than  in  co-operating  with  the  inspector  in  enforcing  its  provisions. 

Many  improvements  have  been  made  both  inside  and  outside  of  the 
mines.  There  has  been  more  money  expended  for  the  improvement  of 
the  ventilation  and  drainage,  than  ever  before  in  the  same  period  of 
time,  and  the  results  are  very  satisfactory.  The  outlay  has  been  made 
cheerfully,  and  I  believe  that  the  operators  feel  repaid,  in  the  contempla- 
tion of  the  improved  condition  of  their  mines,  and  the  consequent  in- 
creased efficiency  of  their  plant  as  a  whole,  and  the  assurance  of  greater 
security  to  their  employes. 

A  much  needed  addition  to  the  mining  law  is  a  section  requiring  that 
mine  foremen  and  fire  bosses  hold  "certificates  of  competency,"  and  that 
an  examining  board  be  appointed  in  each  inspection  district  to  examine 
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into  the  applicants'  qualifications  for  the  position.  This  would  insure 
the  selection  of  practical  men  with  at  least  sufficient  intelligence  to  study 
their  business.  At  present  many  of  those  holding  these  responsible 
positions,  can  barely  read;  their  chief  qualifications,  so  far  as  could  be 
ascertained  by  observation,  is  a  strong  arm  and  heavy  hand,  yet  the  lives 
of  many  human  beings  and  the  security  of  valuable  property  is  placed  in 
the  keeping  of  such  men,  who  have  never  given  the  State  any  proof  of 
their  fitness  for  such   responsibility. 

The  efforts  of  the  mining  department  to  prohibit  the  use  of  steam 
locomotives  in  the  mines  having  failed,  because  of  the  unconstitutionality 
of  Section  24  of  the  mining  law,  makes  it  very  evident  that  at  least  that 
section  of  the  law  requires  revision. 

It  has  been  intimated  by  the  judge  of  this  Circuit  in  the  course  of  a 
hearing,  that  Section  16,  in  some  of  its  provisions,  was  unconstitutional. 
This  is  the  most  important  section  in  the  mining  law  to  the  mine  in- 
spector and  also  to  the  employes,  for,  within  it  lies  the  authority  to  close 
a  mine  immediately,  if  found  to  be  in  a  dangerous  condition.  Judging 
by  the  attitude  of  the  judges  who  have  been  called  upon  to  exercise  their 
judgment  in  relation  to  the  mining  law,  the  law  as  a  whole  needs  re- 
vision  by   constitutional   lawyers. 

In  conclusion  I  beg  to  advise  that  the  year  from  my  point  of  view  has 
been  one  of  great  progress,  in  this  district. 

My  dealings  with  operators  and  employes  have  been  agreeable  and  I 
take  this  opportunity  to  thank  them  for  the  many  courtesies  extended 
me. 

I  appreciate  and  thank  you  for  the  able  advice  and  kindness  and  con- 
sideration you  have  shown  me  during  the  year. 
I   am  yours  very  respectfully, 

D.  R.  Phillips, 
Mine  Inspector,    Tenth  District. 


CONDITION   OF   THE    MINES    IN   THE    TENTH    DISTRICT. 

The  last  two  series  numbers  indicate  the  Inspector's  number  of  the 
mine,  while  the  number  or  numbers  preceding  them  indicate  the  number 
of  the  district  in  which  the  mine  is  located,  viz:  1017  indicates  the  Tenth 
district  and  number  17  mine. 

Mcdowell  county. 
'algoma  coal  &  coke  co. 

Series  No.  1001.  Nortlifork  Mine,  Coaling  Station. — This  is  a  drift 
mine  located  on  Burk  creek,  one-fourth  mile  west  of  Northfork,  operating 
the  No.  3  Pocahontas  seam,  the  coal  having  an  average  thickness  of  five 
feet  eight  inches.  The  workings  are  in  pillars  with  the  exception  of 
several  places  in  a  piece  of  coal  next  the  outcrop.  The  drainage  is  bad. 
The  roof  is  frail  and  requires  careful  timbering.     Rules  are  posted  and 
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blankets  and  stretchers  are  kept  on  hand.  This  mine  shows  every  indi- 
cation of  not  having  been  properly  managed  in  its  earlier  days,  as  a  re- 
sult of  which  much  of  the  coal  is  impossible  of  recovery,  and  such  as 
can  be  is  attended  by  considerable  danger. 

This  mine  was  reported  in  last  year's  annual  report  as  Northfork  Mine, 
Coaling  Station,  No.  630. 
iWM.  J.   BEURY,    Supt.  W.    J.   PIPPIN,   Mine   Boss. 

Series  No.  1002.  Piney  Mine. — This  mine  is  located  one  mile  north  of 
Northfork.  It  is  a  drift  mine  operating  the  No.  3  Pocahontas  seam 
which  is  here  five  feet  eight  inches  thick.  The  ventilation  is  produced 
by  a  ten-foot  fan  which  was  until  recently  unsatisfactorily  operated  by 
steam.  An  electric  motor  is  now  attached  which  drives  the  fan  at  a 
much  higher  speed  than  did  the  steam,  with  a  corresponding  increase  in 
the  volume  of  air.  The  roof  in  the  advance  workings  is  very  good,  the 
seam  decreasing  in  thickness  under  the  better  roof.  The  pillars  have 
very  frail  roof,  but  are  well  looked  after  as  was  indicated  by  the  manner 
in  which  they  are  timbered.  Stone  and  concrete  stoppings  are  built  on 
main  airways.  Rules  are  posted  and  stretchers  and  blankets  are  on  hand 
and  the  second  opening  meets  the  requirements  of  the  law.  Considerable 
improvement  has  been  made  during  the  year  both  inside  and  outside  the 
mine.  The  management  seem  desirous  of  complying  with  the  law.  A 
fire  boss  is  employed,  but  no  indication  of  explosive  gas  has  been  dis- 
covered this  year. 

This  mine  was  reported  in  last  year's  annual  report  as  Piney  Mine, 
No.  629. 

WM.    J.    BEURY,    Supt.  J.    F.    LOGAN,    Mine    Boss. 

M.  F.  HENSLEY,  Gen.  Foreman.  GUY  TAYLOR,  Fire  Boss. 

ELK  RIDGE   COAL  tC-   COKE   CO. 

Series  No.  1003-1004.  Elk  Kidge  Nos.  1  and  2  Mines. — Are  located  three- 
fourths  of  a  mile  from  Northfork  on  the  Northfork  branch  of  the  N.  & 
W.  R.  R.  There  are  two  drift  openings  connected  inside,  and  delivering 
their  coal  to  the  same  tipple.  The  seam  is  the  Pocahontas  No.  3  and  is 
six  feet  thick  on  the  average  in  this  mine.  "Ventilation  is  produced  by 
a  sixteen-foot  fan,  and  was  very  feeble  at  the  face  of  the  workings  when 
I  first  visited  the  mine.  Upon  a  subsequent  visit,  considerable  improve- 
ment had  been  made.  Stone  stoppings  had  been  built,  and  the  current 
of  air  divided  into  two;  there  is,  however,  room  for  further  improvement 
in  the  ventilation  of  this  mine.  I  understand  that  a  new  fan  is  now  in 
operation  which  no  doubt  will  very  materially  increase  the  volume  of 
air.  During  the  winter  months  considerable  dust  accumulates  in  parts 
of  the  mine,  to  which  very  little  attention  was  paid  at  the  time  of  my 
inspection.  No  effort  had  been  made  by  the  mine  officials  to  enforce 
compliance  with  the  sections  of  the  law  relating  to  the  use  of  kerosene 
oil,  carrying  in  kegs  of  powder,  and  solid  shooting  and  a  number  of 
prosecutions  were  necessary  to  enforce  compliance  with  the  law.  Drain- 
age is  good,   and   roof  is  fairly  good   and   well   timbered   where   needed. 
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Haulage  is  done  by  steam  locomotives.     Rules  are  posted,  safety  lamps, 
blankets  and  stretchers  are  kept  on  hand  as  required. 

This   mine   was   reported   in   last  year's   annual   report   as   Elk  Ridge, 
No.  639. 
A.   J.   DALTON,   Supt.  J.  J.  DALY    AND       - 

H.  F.  CREAKMAN,  Mine  Bosses. 

GILLIAM  COAL  &   COKE  CO. 

Series  No.  1005.  Gilliam  Mine. — This  mine  is  located  on  the  North- 
fork  branch  of  the  N.  &  W.  R.  R.,  two  miles  north  of  Northfork.  It  is 
a  drift  opening  operating  the  No.  3  Pocahontas  seam,  which  has  an 
average  thickness  of  five  feet.  It  is  ventilated  by  an  eighteen-foot  fan. 
The  current  has  been  divided  during  the  year  into  two  splits.  The  roof 
is  generally  good.  The  drainage  is  good.  Considerable  improvement  has 
been  made  inside  the  mine  during  the  year  to  meet  the  requirements  of 
the  law,  in  relation  to  the  ventilating  current,  and  permanent  stoppings, 
which  are  now  made  of  stone  and  cement.  They  have  a  250-volt  electric 
haulage  equipment.  Rules  are  posted,  and  blankets  and  stretchers  are 
provided.  Mine  foreman's  record  of  air  measurements  is  kept  The 
management  seems  willing  to  comply  with  the  law  or  any  suggestions 
of  the  inspector  which  may  add  to  the  safety  of  their  employes. 

The  mine  was  reported  in  the  last  annual  report  as  Gilliam  Mine, 
No.   631. 

MORRIS  WATTS,  Supt.  J.  E.  CAMPBELL,  Gen.  Foreman. 

J.  W.  YOST,  Mine  Boss. 

P0CAH0NTA8   CONSOLIDATED    COLLIERIES    CO. 

Series  No.  1006.     Rolfe  Mine. — This  mine  is  located  on  the  Northfork 
branch.     It  is  a  drift  opening  into  the  No.  3  Pocahontas  seam.     It  has 
been  closed  down  for  several  years,  no  person  being  in  charge,  but  it  is 
rumored  that  it  is  soon  to  be  put  in  operation. 
JAS.  E.  JONES,  Gen.  Mgr. 

INDIAN  RIDGE  COAL  &   COKE  CO. 

No.  1007.  Indian  Ridge  Mine.— Is  located  four  miles  from  Northfork 
on  the  Northfork  branch  of  the  N.  &  W.  R.  R.  It  is  a  drift  mine  in 
the  No.  3  Pocahontas  seam,  which  has  an  average  thickness  of  five  feet. 
The  ventilation  is  produced  by  a  nine-foot  fan  (Capell).  The  air  was 
carried  through  the  mine  in  one  continuous  current  upon  the  occasion 
of  my  first  visit,  but  has  been  divided  into  two  since  then,  which  is  a 
decided  improvement.  The  expense  necessary  to  meet  the  requirements 
of  the  law  in  resp'ect  to  splitting  the  current  and  building  permanent 
stoppings  was  very  great  in  this  mine,  on  account  of  former  bad  man- 
agement, but  I  must  say  that  it  was  expended  cheerfully  and  intelli- 
gently, and  much  credit  is  due  to  the  Superintendent  and  foreman  for 
the  present  good  condition  of  the  mine.  The  drainage  is  good.  The  roof 
is  good  above  the  draw  slate,  which  comes  down.  The  haulage  is  done 
by    electric    motors.      The    equipment    is    in    good    condition.      Rules    are 
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posted,  blankets  and  stretchers  are  on  hand.     Mine  foreman's  record  of 
air  measurements  is  kept. 

This  mine  was  reported  in  last  year's  annual  report  as  Indian  Ridge, 
No.  633. 
A.   D.  RICE,   Supt.  H.   A.   TAYLOR,   Mine  Boss. 

ROANOKE  COAL  d-  COKE  CO. 

Series  No.  1008.  Roanoke  Mine. — This  mine  is  located  three  and  one- 
half  miles  from  Northfork  on  the  Northfork  branch  of  the  N.  &  W. 
R.  R.  It  is  a  drift  mine  opening  in  the  No.  3  Pocahontas  seam  which 
averages  five  feet  two  inches  thick.  The  ventilation  is  produced  by  a 
ten-foot  Thayer  fan  and  is  divided  into  two  currents,  an  improvement 
which  was  made  during  this  year.  Drainage  is  good.  Roof  is  fairly 
good  and  well  timbered.  Substantial  stoppings  are  built  when  necessary. 
A  much  needed  improvement  is  a  fan  capable  of  producing  a  greater 
volume  of  air.  The  general  condition  is  as  good  as  any  mine  in  the 
district.  Haulage  is  done  by  electric  motors  and  one  gathering  motor  is 
iised.  Rules  are  posted.  Blankets  and  stretchers  are  kept  at  the  mine 
in  a  place  easy  of  access.  The  traveling  way  is  in  good  condition.  The 
average  output  is  about  700  tons. 

This  mine  was  reported  in  last  year's  annual  report  as  Roanoke  Mine, 
No.   632. 
W.  C.  EASLEY,  Supt.  WM.  L.  MARSHALL,  Mine  Boss. 

ARLINGTON   COAL   &   COKE   CO. 

Series  No.  1009.  Arlington  Mine. — Is  located  four  miles  from  North- 
fork.  It  is  a  drift  mine  opening  in  the  No.  3  Pocahontas  seam  which  has 
a  thickness  of  five  feet.  Ventilation  is  produced  by  an  eighteen-foot  fan 
and  is  good,  being  divided  into  two  separate  currents.  The  drainage  is 
fairly  good.  The  roof  is  good  generally.  Stone  stoppings  are  built  as 
required  on  main  air  way.  The  haulage  is  done  by  electricity.  A 
three-ton  and  one  five-ton  gathering  motor  are  used  in  part  of  the  mine 
with  considerable  success.  Rules  are  posted.  Blankets  and  stretchers 
are  kept  on  hand.  Mine  foreman's  record  of  air  measurements  is  kept. 
The  traveling  way  meets  the  requirements  of  the  law.  With  the  present 
equipment  this  mine  is  capable  of  an  output  of  about  800  tons  daily. 

This  mine  was  reported  in  last  year's  annual  report  as  Arlington  Mine, 
No  634. 

MORRIS  WATTS,   Supt.  J.  E.  CAMPBELL,  Gen.  Foreman. 

ALBERT  HALL,  Mine  Boss. 

GREENBRIER  COAL  d  COKE  CO. 

• 

Series  No.  1010.  Greenbrier  Mine. — This  mine  is  located  in  the  North- 
fork  branch  of  the  N.  &  W.  R.  R.,  about  five  miles  from  Northfork.  It 
is  a  drift  mine  opening  into  the  No.  3  Pocahontas  seam  which  is  here 
five  feet  six  inches  thick.  The  ventilation  is  produced  by  a  thirteen-foot 
fan  (Capell),  and  is  split  into  two  currents.  This  improvement  was 
made  during  the  year.     Drainage  is  good.     Roof  is  good.     Stoppings  are 
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i 
of  the  most  approved  .kind.  The  haulage  is  done  by  electric  motors. 
Two  gathering  motors  are  also  used.  Rules  are  posted.  Blankets  and 
stretchers  are  kept  in  an  available  place.  Upon  my  last  visit  I  found  the 
law  complied  with  in  every  particular.  The  management  is  especially 
efficient.     The  daily  output  is  700  tons. 

This  mine  was  reported  in  last  year's  annual  report  as  Greenbrier 
Mine,  No.  635. 

JARIUS  COLLINS,  Gen.  Mgr.  C.  W.  ATKINSON,  Gen.  Foreman. 

J.  C.  SAUNDERS,  Supt. 

Mcdowell  coal  &  coke  co. 

Series  No.  1011.  McDowell  Mine. — This  mine  is  located  on  the  North- 
fork  branch  of  the  N.  &  W.  R.  R.  It  is  a  drift  mine  operating  the  No. 
3  Pocahontas  seam  which  is  here  five  feet  six  inches  thick.  The  ventila- 
tion is  produced  by  a  thirteen-foot  fan  which  gives  an  abundant  supply, 
which  however  is  carried  throughout  the  mine  in  a  single  current.  The 
management  is  busy  making  overcasts  for  the  purpose  of  splitting  the 
current  which  improvement  will  make  the  ventilation  of  the  best.  Very 
little  attention  was  being  paid  to  the  enforcement  of  the  laws  relating  to 
the  use  of  kerosene  oil,  the  carrying  in  of  powder  in  large  quantities 
and  solid  shooting.  The  management  believing  that  the  posting  and  dis- 
tributing of  the  rules  was  all  that  was  required;  their  laxity  in  this 
matter  caused  the  prosecution  of  quite  a  number  of  their  foreign  miners. 
Haulage  is  done  by  electric  motors,  installed  this  year.  Drainage  is  good. 
Roof  generally  good.  Blankets  and  stretchers  are  kept  on  hand.  The 
traveling  way  meets  the  requirements  of  the  law.  The  average  daily 
output  is  

This  mine  was  reported  in  last  year's  annual  report  as  McDowell  Mine, 
No.   636. 
H.   W.   RAWSON,   Supt.  E.  R.  WISE    AND 

J.  C.  LOVERN,   Mine  Bosses. 

ASHLAXD  COAL  d-  COKE  CO. 

Series  No.  1012.  Monitor  Mine. — This  mine  is  located  on  the  North- 
fork  branch  three-fourths  mile  from  Ashland.  It  is  a  drift  opening  in 
the  No.  3  Pocahontas  seam,  which  is  here  five  feet  thick.  The  ventila- 
tion is  produced  by  a  fan  twenty  feet  in  diameter  and  is  divided  into  two 
currents.  The  drainage  is  good;  the  roof  is  exceptionally  good.  The 
permanent  stoppings  have  not  been  built  in  all  places  required  but  are 
in  course  of  construction.  The  haulage  is  done  at  present  by  steam 
locomotives,  these  however  will  soon  be  discarded  for  electric  motors. 
The  electric  plant  is  installed  and  the  wiring  completed.  Rules  are 
posted.  Blankets,  stretchers,  safety  lamps  and  mine  foreman's  record 
are  kept  as  the  law  requires. 

This  mine  was  reported  in  last  year's  annual  report  as  Ashland  No.  2- 
Mine,  No.  638. 
J.   T.   O'NEIL,   Supt.  LEVI    BOLEN,   Mine   Boss. 
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Series  No.  1013.  Cherokee  Mine. — This  mine  is  located  one  and  one- 
fourth  miles  from  Ashland  on  the  Northfork  branch.  It  is  a  drift 
opening  operating  the  No.  3  Pocahontas  seam,  averaging  five  feet  in 
thickness.  A  fan  ten  feet  in  diameter  supplies  the  ventilation,  which  is 
split  into  two  separate  currents.  The  distribution  is  not  as  good  as  it 
should  be,  owing  to  the  fact  that  the  substantial  stoppings  are  not  built 
in  every  place  required;  this  is  now  being  done.  Drainage  is  good  gen- 
erally, as  also  is  the  roof.  Permanent  stoppings  have  been  built  during 
the  year  on  the  main  entry.  Haulage  is  performed  by  steam  locomotives. 
Rules  are  posted.  Safety  lamps,  blankets  and  stretchers  are  kept  on 
hand. 

This  mine  was  reported  in  last  year's  annual  report  as  Cherokee  Mine, 
No.   645. 

JARIUS  COLLINS,  Gen.  Mgr.  ELLIS   SHEETS,  Mine  Boss. 

J.  C.  SAUNDERS,  Supt. 

ASHLAND  COAL  &  COKE   CO. 

Series  No.  1014.  Ashland  Mine. — This  mine  is  located  at  Ashland  on 
the  Northfork  branch.  It  is  a  drift  opening  in  the  No.  3  Pocahontas 
seam,  and  is  five  feet  thick  at  this  place  and  covered  with  exceptionally 
good  roof.  Ventilation  is  produced  by  a  sixteen-foot  fan,  and  is  divided 
into  three  splits,  the  current  being  well  distributed  at  the  face  of  work- 
ings. Drainage  is  fair.  Good  substantial  stoppings  are  built  along  main 
airways.  Steam  locomotives  are  now  used  for  haulage  but  it  is  in- 
tended to  replace  them  in  the  near  future  with  electric  motors,  the  power 
to  be  supplied  by  the  Monitor  electric  plant.  Rules,  safety  lamps  and 
stretchers  and  blankets  are  provided  as  required  by  law.  The  traveling 
way  is  in  good  condition.  The  management  is  disposed  to  comply  with 
the  law,  and  the  recommendations  of  the  mining  department. 

This  mine  was  reported  in  last  year's  annual  report  as  Ashland  No.  1 
Mine,  No.  637. 
T.   J.   O'NEIL,    Supt.  J.   C.   LOVERN,  Mine   Boss. 

ZENITH   COAL   t€    COKE   CO. 

Series  No.  1015-1016.  Zenith  Nos.  1  and  2  Mines. — These  mines  are 
located  seven  and  one-half  miles  from  Northfork  at  the  end  of  the  North- 
fork  branch  of  the  N.  &  W.  R.  R.  There  are  two  drifts  opening  into  this 
tract,  both  delivering  their  coal  to  the  same  tipple.  The  coal  averages 
about  four  and  a  half  feet  in  thickness.  The  roof  is  exceptionally  good. 
The  ventilation  is  produced  by  a  twelve-foot  fan  at  each  of  the  openings. 
The  current  in  each  mine  is  split  into  more  divisions  than  the  volume 
produced  by  the  fan  justifies;  although  the  quantity  is  ample  for  the 
number  of  men  employed.  Coal  is  hauled  by  electricity.  The  stoppings 
are  made  of  stone  throughout  the  mine.  Solid  shooting  was  practiced 
exclusively  when  the  mine  was  first  inspected,  but  has  been  abolished  to 
a  great  extent.     These  mines  become  very  dusty  during  winter  months, 
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but  are  well  watered  during  that  period.     The  management  seem  to  be 
desirous  of  complying  with  the  requirements  of  the  law. 

These  mines  were   reported  last  year  as  Zenith  Mines,  Nos.   649   and 
650. 
S.   S.   COFFMAN,   Supt.  J.   M.   WATT,   Mine   Boss. 

POCAHONTAS   CONSOLIDATED    COLLIERIES    CO. 

Series  No.  1017.  Lick  Branch  Mine. — This  mine  is  located  at  Switch- 
back on  the  main  line  of  the  N.  &  W.  R.  R.  It  is  a  drift  mine  in  the 
No.  3  Pocahontas  seam,  which  is  here  eight  feet  three  inches  thick. 
The  ventilation  is  in  two  currents  supplied  by  a  fan  18  feet  in  diameter. 
Considerable  money  has  been  cheerfully  expended  cleaning  up  airways, 
building  substantial  stoppings,  overcasts,  etc.,  during  this  year,  resulting 
in  a  mine  which  is  up  to  date  in  this  respect.  Drainage  is  good;  the 
roof  is  exceptionally  good.  The  haulage  is  done  by  electric  motors. 
Rules  are  posted,  blankets,  stretchers  and  safety  lamps  are  kept  on  hand. 
The  average  output  of  the  mine  is  about  700  tons  daily. 

This  mine  was  reported  in  last  year's  annual  report  as  Lick  Branch 
Mine,  No.  642. 

J.  E.  JONES,  Gen.  Mgr.  R.  S.  WHITEHEAD,  Gen.  Foreman. 

E.   H.   JONES,   Supt.  E.  H.  BOWER    AND 

C.  J.  HOLLIDAY,  Mine  Bosses. 

Se'ries  No.  1018.  Delta  Mine. — This  mine  is  located  at  Switchback  on 
the  N.  &  W.  R.  R.  It  is  a  drift  opening  in  the  No.  3  Pocahontas  seam. 
The  seam  is  eight  feet  thick.  Ventilation  is  produced  by  a  sixteen-foot 
fan  which  supplies  ample  quantity.  For  a  greater  portion  of  the  year, 
this  mine  was  ventilated  by  a  continuous  current,  but  now  has  two  cur- 
rents taken  from  separate  intakes.  The  management  have  plans  for  the 
future  ventilation  of  the  mine  which  will  make  it  equal  to  any  in  the 
district.  The  draw  slate  roof  is  rather  frail,  and  falls  with  little  if  any 
warning.  The  individual  accidents  from  this  cause  being  very  high. 
The  drainage  is  good.  The  stoppings  are  substantial.  A  trace  of 
explosive  gas  is  found  in  the  main  entry  and  air  courses.  The  haulage 
is  done  with  electric  motors.  Rules  are  posted.  Blankets,  safety  lamps 
and  stretchers  are  kept  on  hand.  The  traveling  way  meets  the  require- 
ments of  the  law.  The  central  station  where  electricity  is  generated  for 
seven  of  the  mines  of  this  company  is  located  at  this  colliery.  The  most 
modern  machinery  is  installed;  among  others  a  2000  K.  W.  alternating 
current  Westinghouse  generator,  driven  by  a  direct  connected  steam 
turbine  of  3000  H.  P.  capacity. 

This  mine  was  -reported  in  last  year's  annual  report  as  Delta  Mine, 
No.   643. 

J.  E.  JONES,  Gen.  Mgr.  R.  S.  WHITEHEAD,  Gen.  Foreman. 

E.  H.  JONES,   Supt.  C.  H.  BOWER,  Mine  Boss. 

Series  No.  1019.  Shamokin  Mine. — This  mine  is  located  on  the  N.  & 
W.  main  line  near  Switchback.  It  is  a  drift  opening  operating  the 
No.   3   Pocahontas   seam,   which   is   eight   feet   ten   inches   thick   at   this 
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point.  Eighteen  inches  of  this  is  left  up  for  roof.  The  ventilation  is 
produced  by  a  sixteen-foot  fan  and  is  divided  into  six  splits,  giving  an 
ample  supply  of  fresh  air  to  the  employes  in  each  district.  The  drain- 
age is  good.  The  coal  roof  is  good,  but  the  draw  slate  above  it  is  very 
bad.  Stoppings  are  substantially  built.  Haulage  is  by  electricity  sup- 
plied by  the  central  station.  Rules  are  posted.  Stretchers,  blankets  and 
safety  lamps  are  kept  on  hand.  The  mine  is  very  efficiently  managed  and 
compliance  with  the  law  is  enforced  by  the  management. 

This  mine  was  reported  in  last  year's  annual  report  as  Shamokin 
Mine,  No.  644. 

JAS.  E.  JONES,  Gen  Mgr.  R.  S.  WHITEHEAD,  Gen.  Foreman. 

A.  A.  COOPER,'  Mine  Boss. 

Series  No.  1020-1021.  Norfolk  Nos.  1  and  2  Mines. — Are  located  about 
one  and  one-half  miles  from  Switchback  on  a  branch  road.  There  are 
two  drift  openings  connected  inside,  operating  the  No.  3  Pocahontas  seam 
which  is  eight  feet  thick  at  this  point.  The  coal  is  delivered  to  the  same 
tipple  as  used  by  the  Angle  Mine.  The  ventilation  is  produced  by  a 
twenty-eight-foot  fan.  The  current  is  divided  into  two  separate  splits  at 
present,  but  work  has  been  started  to  increase  the  number.  Drainage  is 
deficient  owing  to  the  undulating  pavement.  Roof  is  fairly  good.  Stop- 
pings are  of  the  best  construction.  The  haulage  is  done  by  electric 
motors.  Rules  are  posted.  Safety  lamps,  stretchers  and  blankets  are 
kept  on  hand.    The  traveling  way  is  according  to  law. 

This  mine  was  reported  in  last  year's  annual  report  as  Norfolk  Mine, 
No.  640. 

J.  E.  JONES,  Gen.  Mgr.  R.  S.  WHITEHEAD,  Gen.  Foreman. 

E.  H.   JONES,   Supt.  J.  W.  SHUFFLEBARGER,  Mine  Boss. 

Series  No.  1022.  Angle  Mine. — Is  located  opposite  the  Norfolk  Mine, 
is  a  drift  opening  in  the  No.  3  Pocahontas  seam  which  is  five  feet  six 
inches  thick.  The  ventilation  is  produced  by  a  sixteen-foot  fan.  The 
air  current  is  continuous,  no  splits  being  completed  as  yet,  although 
contemplated.  The  ventilation  is  very  good  at  the  face  of  the  workings. 
A  slight  trace  of  gas  is  found  in  two  entries  and  their  air  courses.  Drain- 
age is  deficient.  Roof  is  good.  Stoppings  are  of  a  permanent  character. 
The  haulage  is  done  by  electric  motors  which  receive  their  current  from 
the  central  station  at  Delta.  Rules  are  posted.  Safety  lamps,  stretchers 
and  blankets  are  kept  on  hand.  The  traveling  way  meets  the  require- 
ments of  the  law.     This  mine  is  very  efficiently  managed. 

It  was  reported  in  last  year's  annual  roport  as  Angle  Mine,  No.  641. 
E.  H.  JONES,  Supt.  R.  S.  WHITEHEAD,  Gen.  Foreman. 

J.  W.  SHUFFLEBARGER,  Mine  Boss. 

ELK  HORN  COAL  &  COKE  CO. 

Series  No.  1023.  Elkhorn  Mine. — Is  a  drift  mine  located  near  May- 
berry  on  the  main  line  of  the  N.  &  W.  R.  R.  The  seam  is  seven  feet  eight 
inches  thick  and  is  the  No.  3  Pocahontas  seam.  The  mine  is  well  managed 
and  despite  very  unfavorable  conditions  of  roof  in  portions  of  the  mine, 
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the  individual  accidents  have  been  below  the  average.  The  ventilation 
is  produced  by  a  fan  eighteen  feet  in  diameter.  The  current  is  divided 
into  three  separate  splits.  I  found  this  condition  on  my  first  inspection. 
Drainage  is  good.  -Roof  is  good  as  a  rule  in  the  centre  of  the  tract,  but 
becomes  more  frail  as'  the  outcrop  is  approached.  Stoppings  are  per- 
manent in  character  between  the  main  intake  and  return.  Rules  are 
posted.  Blankets,  stretchers  and  safety  lamps  are  kept  at  the  mine.  The 
record  of  mine  foreman's  air  measurements  is  kept  correctly. 

This  mine  was  reported  in  last  year's  annual  report  as  Elkhorn  Mine, 
,No.   648. 
R.   S.   ORD,   Supt.  L.   B.   HOLLIDAY,   Mine  Boss. 

MERCER  COUNTY. 
COALDALE  COAL  d-  COKE  CO. 

Series  No.  1024.  Coaldale  Mine. — This  mine  is  located  at  Coaldale  on 
the  N.  &  W.  R.  R.  It  is  a  drift,  operating  the  No.  3  Pocahontas  seam. 
The  ventilation  is  produced  by  an  eighteen-foot  fan,  is  carried  in  two 
splits  and  is  well  distributed.  Very  little  of  this  mine  is  working  in 
solid  coal  having  been  driven  to  its  boundaries.  The  recovery  of  the 
pillars  is  attended  by  considerable  danger,  owing  to  the  frail  roof,  which 
danger  is  increased  on  account  of  the  thickness  of  the  coal  (nine  feet) 
as  it  is  difficult  to  inspect  the  roof  for  signs  of  danger.  Every  precaution 
is  taken  to  guard  against  accident  to  the  employes  by  this  management. 
Drainage  is  as  good  as  can  be  expected.  Stoppings  are  of  a  substantial 
character  where  needed.  Haulage  is  done  by  electric  motors.  Rules  are 
posted.  Mine  foreman's  record  is  properly  kept.  Blankets,  stretchers 
and  safety  lamps  are  kept  at  the  mine.  The  traveling  way  meets  the 
requirements  of  the  law. 

This  mine  was  reported  in  last  year's  annual  report  as  Coaldale  Mine, 
No.  724. 
C.    E.    F.    BURNLEY,    Supt.  GEO.  L.  SMITH    AND 

J.  T.  WOOD,  Mine  Bosses. 

MILL  CREEK  COAL  &  COKE  CO. 

Series  No.  1025.  Mill  Creek  West  Mine. — This  mine  is  located  on  Mill 
creek  near  Cooper  on  the  main  line  of  the  N.  &  W.  R.  R."  It  is  a  drift 
opening  in  the  No.  3  Pocahontas  seam  which  is  eight  feet  thick.  Ventila- 
tion was  produced  by  a  fifteen-foot  fan  when  first  inspected,  but  this 
was  destroyed  by.  fire  and  a  ten-foot  Thayer  fan  was  installed  which 
supplies  ample  ventilation.  The  workings  are  all  in  pillars  excepting  a 
few  places.  The  roof  is  frail  generally  which  makes  the  withdrawing  of 
pillars  dangerous  work.  This  work  is  under  the  constant  supervision  of 
a  number  of  pillar  bosses,  whose  sole  duty  is  to  look  after  the  safety 
of  the  miners,  and  the  recovery  of  all  the  coal  possible  compatible  with 
safety.  Stoppings  are  substantial  where  necessary.  Haulage  is  done  by 
electric    motors.       The    requirements    of     the    law    relative     to    blankets. 


1908]  Department  of  Mines.  501 


stretchers   and    safety   lamps    and    mine    foreman's    record   are   complied 
with. 

This  mine  was  reported  in  last  year's  annual  report  as  Mill  Creek  Mine, 
No.  723. 
C.   B.   F.   BURNLEY,   Supt.  J.  T.  WOOD    AND 

J.  W.  JOHNSON,  Mine  Bosses. 

Series  No.  1026.  Mill  Creek  East  Mine. — This  mine  is  located  across 
the  valley  directly  opposite  the  Mill  Creek  West  Mine,  and  in  the  same 
seam.  The  ventilation  is  produced  by  a  sixteen-foot  fan.  The  mine  is 
being  rapidly  exhausted,  only  a  small  number  of  miners  are  employed. 
The  drainage  is  very  deficient.  The  roof  is  frail.  Rules  are  posted. 
Blankets,  stretchers,  safety  lamps  and  mine  foreman's  record  are  kept 
as  the  law  requires.       „ 

This  mine  was  not  reported  in  last  year's  annual  report. 
C.  E.   F.   BURNLEY,   Supt.  J.  T.  WOOD    AND 

J.  W.  JOHNSON,  Mine  J3osses. 

Series  No.  1027.  West  Fork  Mine. — This  mine  is  located  on  the  West 
fork  of  Mill  creek  near  Cooper.  It  is  a  drift  mine  operating  the  No.  3 
Pocahontas  seam.  It  was  formerly  connected  inside  with  the  Mill  Creek 
West  Mine,  but  the  pillars  between  them  have  been  robbed  during  the 
year.  The  ventilation  is  produced  by  a  fifteen-foot  fan.  A  small  num- 
ber of  miners  are  employed.  The  drainage  is  fair.  The  roof  generally 
is  poor.  Haulage  is  done  by  a  steam  locomotive.  Rules  are  posted. 
Blankets,  stretchers  and  safety  lamps  are  kept  on  hand. 

This  mine  was  not  reported  last  year  as  it  was  considered  a  part  of  the 
West  Mine. 
C.   E.   F.   BURNLEY,   Supt.  J.  T.  WOOD    AND 

J.  W.  JOHNSON,  Mine  Bosses. 

Series  No.  1028.  Tug  River  Mine. — This  mine  is  located  near  the  head 
waters  of  Tug  River.  It  is  a  drift  opening  operating  the  No.  3  Pocahon- 
tas seam.  It  is  ventilated  by  diverting  a  portion  of  the  air  from  an 
intake  of  the  Pocahontas  Mine  of  Virginia.  A  Clifford  Capell  fan  is  on 
the  ground,  which  will  be  installed  as  soon  as  electric  plant  now  under 
construction  is  completed.  The  coal  is  hauled  in  the  mine  cars  by  a 
steam  locomotive  a  distance  of  about  three  and  one-half  miles  to  the 
Mill  Creek  tipple,  passing  through  the  West  Fork  Mine  in  transit,  the 
tunnel  being  about  one  mile  in  length.  An  electric  haulage  system  for 
the  underground  haulage  will  soon  be  in  operation.  The  roof  is  very 
frail,  and  has  been  a  source  of  great  expense  and  anxiety.  The  man- 
agement, to  overcome  this,  decided  to  leave  about  two  feet  of  coal  for 
roof,  which  leaves  eight  feet  to  mine.  The'  miner  is  obliged  to  make 
the  mining  cut  in  the  coal  next  the  roof  coal,  thereby  eliminating  the 
danger  of  breaking  the  roof  with  shots.  The  law  is  complied  with  in 
respect  to  rules,  blankets,  stretchers  and  mine  foreman's  record.  The 
traveling  way  was  in  course  of  construction  when  the  mine  was  last 
visited. 
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This  mine  was  reported  in  last  year's  annual  report  as  Tug  River  Mine, 
No.  725. 
C.  E.  F.  BURNLEY,  Supt.  H.  L.  PRICE,  Mine  Boss. 

BUCKEYE  COAL  &  COKE  CO. 

Series  No.  1029.  Buckeye  South  Mine. — This  mine  is  located  on  Sim- 
mons creek  about  two  miles  from  Simmons  on  the  Widemouth  branch  of 
the  N.  &  W.  R.  R.  It  is  a  drift  mine  in  the  No.  3  Pocahontas  seam. 
The  ventilation  is  produced  by  an  eighteen-foot  fan.  Upon  my  first  visit 
the  ventilation  was  insufficient  at  the  face  of  several  entries,  but  the 
stoppings  have  since  been  made  of  a  permanent  character,  and  the  ven- 
tilating current  divided  into  two  splits  which  improved  the  conditions 
very  materially,  although  there  is  still  room  for  considerable  improve- 
ment in  this  direction.  Kerosene  oil  was  generally  used,  and  the  man- 
agement were  opposed  to  the  elimination  of  its  use  by  the  drivers,  al- 
though the  condition  as  to  grades  and  high  velocity  of  the  current  in  this 
mine  are  not  such  as  to  justify  their  argument  that  they  should  be  per- 
mitted to  use  kerosene.  Many  of  the  mines  in  this  district  where  miners' 
oil  is  used  without  complaint  have  worse  conditions.  I  make  mention  of 
this  matter  here  for  the  reason  that  no  other  management  in  the  district 
has  made  objection  after  trial  to  the  use  of  miners'  oil.  The  haulage  is 
done  by  steam  locomotives.  The  drainage  is  fair.  The  roof  is  generally 
good,  in  some  parts  however  the  roof  is  frail  and  requires  careful  tim- 
bering. Rules  are  posted.  Blankets  and  stretchers  and  safety  lamps  are 
kept  on  hand,  and  the  mine  foreman's  record  properly  kept. 

This  mine  was  reported  in  last  year's  annual  report  as  Buckeye  Mine, 
No.  726. 

J.  C.  PACK,  Gen.  Mgr.  JOHN  H.  WILLIAMS,  Mine  Boss. 

F.  R.  HEWITT.  Supt. 

Series  No.  1030.  Buckeye  ~North  Mine. — This  mine  is  located  opposite 
the  South  Mine  in  the  same  tract  of  coal.  The  mine  employs  a  small 
number  of  men,  and  its  output  is  delivered  to  the  same  tipple  as  that 
of  the  South  Mine.  Very  little  work  has  been  done  during  the  year.  The 
ventilation  is  supplied  by  the  same  fan  as  supplies  the  South  Mine.  The 
condition  of  roof  is  about  the  same  as  the  other  mine. 

This  was  not  reported  last  year  as  a  separate  mine. 
J.  C.  PACK,  Gen.  Mgr.  JOHN  H.  WILLIAMS,  Mine  Boss. 

F.  R.  HEWITT.  Supt. 

BOOTH-BOWEN  COAL  &  COKE  CO. 

Series  No.  1031.  Booth-Bowen  Mine. — This  mine  is  located  on  Sim- 
mons creek  about -three  miles  from  Simmons.  It  is  a  drift  opening  in 
the  No.  3  Pocahontas  seam.  Its  ventilation  is  produced  by  a  twenty-foot 
fan  which  supplies  an  abundant  volume  of  air.  When  first  inspected  the 
air  was  not  properly  distributed,  but  some  changes  suggested  by  me  at 
that  time  were  carried  out,  which  resulted  in  a  decided  improvement. 
The  air  is  divided  into  two  separate  currents  receiving  their  air  from 
two  intakes.     The  haulage  is  done  by  steam  locomotives,  and  until  the 
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improvement  mentioned  previously  was  made  in  the  system  of  ventila- 
tion, the  haulage  road  was  very  smoky.  The  drainage  is  good,  and  roof 
is  also  good.  Rules  are  posted.  Blankets,  stretchers  and  safety  lamps 
are  kept  on  hand,  and  the  air  measurements  are  made  and  recorded  as 
required  by  law. 

This  mine  was   reported   in   last  year's   report   as   Booth-Bowen   Mine, 
No.  729. 
J.  P.  BOWEN,  Supt.  B.  F.  BRAY,  Mine  Boss. 

POCAHONTAS   CONSOLIDATED    COLLIERIES    CO. 

Series  No.  1032.  Casewell  Hemlock  Mine. — This  mine  is  located  on 
Simmons  creek  two  and  one-half  miles  from  Simmons.  It  is  a  drift 
mine  operating  the  No.  3  Pocahontas  seam.  Its  ventilation  is  supplied 
by  an  eighteen-foot  fan  and  is  in  two  currents  which  is  distributed  fairly 
well.  A  large  Robinson  fan  is  in  course  of  construction,  which  is  ex- 
pected to  produce  sufficient  ventilation  for  this  and  the  adjoining  Cas- 
well Elkhorn  Mine.  The  haulage  is  done  by  steam  locomotives.  The 
drainage  is  fair.  Roof  is  generally  good.  Stoppings  substantially  built 
where  needed.  Rules  are  posted.  Blankets  and  stretchers  are  kept  at 
the  mine  as  required.  The  record  of  air  measurements  are  properly 
kept,  and  the  traveling  way  meets  the  requirement  of  the  law. 

This  mine  was  reported  in  last  year's  annual  report  as  Hemlock  open- 
ing, Casewell  Creek  Mine,  No.  728. 

J.  E.  JONES,  Gen.  Mgr.  L.  W.  OLDHAM    AND 

E.  H.  JONES,  Supt.  R.  F.  SMITH,  Mine  Bosses. 

Series  No.  1033.  Caswell  Elkhorn  Mine. — This  mine  is  located  on  Sim- 
mons creek  opposite  the  Hemlock  Mine,  with  which  it  is  connected.  Its 
ventilation  is  produced  by  a  fourteen-foot  fan,  and  is  very  well  distrib- 
uted in  two  currents.  Considerable  improvement  has  been  made  in  the 
mine  during  the  year  to  improve  the  ventilation.  The  drainage  is  fair. 
The  mine  is  hard  to  drain  owing  to  the  undulating  character  of  the 
pavement.  The  roof  is  frail,  requiring  careful  timbering.  Substantial 
stoppings  have  been  built  where  needed.  The  haulage  is  by  steam  loco- 
motives. Rules  are  posted.  Blankets,  stretchers  and  safety  lamps  are 
kept  on  hand  as  required,  and  a  good  traveling  way  is  maintained. 

This  mine  was  reported  in  last  year's  annual  report  as  Elkhorn  open- 
ing, Caswell  Creek  Mine,  No.  727. 

JAS.  E.  JONES,  Gen.  Mgr.  L.  W.  OLDHAM,  Mine  Boss. 

E.  H.  JONES,  Supt. 

LOUISVILLE  COAL  d   COKE  CO. 

Series  No.  1034.  Goodwill  Mine. — This  mine  is  located  on  Flipping 
creek  about  one  mile  from  the  town  of  Goodwill.  It  is  a  drift  opening 
in  the  No.  3  Pocahontas  seam.  The  ventilation  is  produced  by  a  sixteen- 
foot  fan  and  is  very  well  distributed.  Drainage  is  good.  Roof  is  very- 
bad,  and  great  care  is  exercised  in  timbering.  Stoppings  are  very  tem- 
porary.   Haulage  is  by  electric  motors.    Rules  were  not  posted.     Blankets 
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and  stretchers  are  kept  on  hand.     This  mine  has  been  closed  down  the 
gfleater  part  of  the  year,  and  only  one  visit  was  made. 

It  was  reported  in  last  year's  annual  report  as  Goodwill  Mine,  No.  731. 
JAIRUS  COLLINS,  Gen.  Mgr.  GEO.  L.  McNEW,  Mine  Boss. 

A.  M.  HERNDON,  Supt. 

Series  No.  1035.  Louisville  No.  2  Mine. — This  mine  is  located  on  Flip- 
ping creek  near  Goodwill.  It  is  a  drift  mine  operating  the  No.  3  Poca- 
hontas seam.  Ventilation  is  produced  by  a  six-foot  fan  which  is  assisted 
by  a  booster  fan  three  and  one-half  feet  in  diameter  placed  near  the 
face  of  the  workings.  When  this  mine  was  first  inspected  it  was  in 
bad  condition  in  every  respect.  During  the  year  substantial  stoppings 
have  been  built  and  the  ventilation  otherwise  improved  by  splitting  the 
current  and  cleaning  up  the  air  courses.  The  fan  however  is  not  of 
sufficient  size  for  the  work  required.  A  connection  will  soon  be  made 
with  the  Goodwill  Mine  and  the  sixteen-foot  fan  there  will  be  used  ex- 
clusively for  ventilating  this  mine.  Drainage  is  good.  The  roof  is  frail 
generally  and  requires  careful  timbering.  Electric  haulage  is  used. 
Rules  are  posted.  The  law  is  complied  with  in  respect  to  blankets, 
stretchers,  safety  lamps  and  mine  foreman's  record  book. 

This  mine  was  reported  in  last  year's  annual  report  as  Louisville  No. 
1,  2  and  3  Mines,  No.  730. 

JAIRUS  COLLINS,  Manager.  ED.  BUCKHANAN    AND 

A.  M.  HERNDON,  Supt.  J.  W.  MONTGOMERY,  Mine  Bosses. 

Series  No.  1036.  Louisville  Klondike  Mine. — This  is  a  drift  opening 
in  the  No.  3  Pocahontas  seam.  It  lies  adjacent  to.  the  Louisville  Mine 
in  a  small  tract  of  coal.  The  output  is  delivered  to  the  same  tipple. 
The  ventilation  is  produced  by  a  five  foot  fan  and  was  ample  when  last 
visited.  Drainage  is  deficient.  Roof  is  good.  Substantial  stoppings  are 
built  wherever  needed.  An  electric  system  of  haulage  is  employed. 
Rules  are  posted,  and  the  law  is  complied  with  in  respect  to  blankets, 
stretchers  and  safety  lamps.  Mine  foreman's  record  did  not  fully  meet 
the  requirements. 

This  mine  was  reported  in  last  year's  annual  report  as  a  part  of  the 
Louisville  and  Klondike  Mine,  No.  730. 

JAIRUS  COLLINS,  Manager.  ED.  BUCKHANAN    AND 

A.  M.   HERNDON,  Supt.  J.  W.  MONTGOMERY,  Mine  Bosses. 

CEPHUS  COAL  CO. 

Series  No.  1037.  Cephns  Mine.— This  is  a  drift  mine  located  on  Crane 
creek  two  miles  from  Montcalm.  It  is  operating  the  No.  3  Pocahontas 
seam.  The  ventilation  is  produced  by  a  small  furnace,  and  is  barely 
sufficient  for  the  few  men  employed.  The  drainage  is  deficient  on  the 
haulage  road.  The  roof  is  generally  good.  Stoppings  are  not  of  a  per- 
manent character.  The  coal  is  hauled  to  the  tipple  near  the  head  of 
plane  by  mules.  Rules  are  posted.  Blankets  and  stretcher  are  kept  on 
hand.  Previous  to  my  first  inspection  the  requirements  were  entirely 
ignored.     The  area  to  be  mined  is  small  and  everything  is  of  temporary 
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construction  in  consequence.  The  mine  has  been  idle  a  greater  part  of 
the  year. 

It  was  reported  in  last  year's  annual  report  as  Cephus  Mine,  No.  746. 
P.   J.  VIGLIANI,   Supt.  D.   H.   THOMPSON,   Mine   Boss. 

CRYSTAL  COAL  &  COKE   CO. 

Series  No.  1038-1039.  Crystal  Nos.  2  and  Jt  Mines. — These  mines  are 
located  on  Crane  creek  two  and  one-half  miles  from  Montcalm.  They 
are  drift  mines  operating  in  the  No.  3  Pocahontas  seam  and  are  con- 
nected inside.     The  No.  4  drift  is  a  continuation  of  the  workings  of  No. 

2  drift.  The  latter  is  all  pillar  work  while  the  No.  4  was  opened  to  cut 
this  pillar  work  off.  The  ventilation  is  supplied  both  mines  by  a  ten- 
foot  fan,  and  is  distributed  throughout  the  mines  in  two  separate  cur- 
rents. A  material  improvement  has  been  made  during  the  year  in  re- 
spect to  substantial  stoppings,  drainage,  overcasts  and  cleaning  airways. 
Drainage  is  fair.  Roof  is  generally  good,  and  where  it  is  frail  is  well 
timbered.  Rules  are  posted,  and  the  law  relating  to  blankets,  stretchers, 
safety  lamps  •  and  mine  foreman's  record  is  complied  with,  haulage  is 
done  with  electric  motors. 

These  mines   were   reported    in    last   year's   annual    report   as   Crystal 
Mine,  No.  736. 
R.  R.  CAMPBELL,   Supt.  J.  W.  HANCOCK    AND 

C.   H.   THOMPSON,    Mine    Bosses. 

CRANE   CREEK   COAL  &   COKE    CO. 

Series  No.  1040-1041.  Crane  Creek  Nos.  1  and  2  Mines. — This  is  a  drift 
mine  with  two  openings,  located  on  Crane  creek,  ami  operating  the  No. 

3  Pocahontas  seam.  The  ventilation  is  produced  by  a  twenty-five  foot 
fan,  which  is  ample  for  the  present  needs  of  the  mine.  An  additional 
fan  is  contemplated  for  the  No.  1  opening.  The  current  of  air  is  divided 
into  two  splits,  one  for  each  side  of  the  mine.  This  improvement  has 
been  accomplished  during  the  year.  Stone  stoppings  have  been  con- 
structed throughout  the  mine  on  the  main  entries,  and  these  as  well  as 
the  overcasts  are  of  the  most  substantial  character.  Drainage  in  No.  2 
is  deficient,  but  in  the  No.  1  entry  is  good,  the  conditions  being  more 
favorable  for  drainage.  The  haulage  is  performed  by  electric  motors. 
The  voltage  carried  is  500.  Rules  are  posted.  Blankets,  stretchers  and 
safety  lamps  are  kept  on  hand,  and  the  mine  foreman's  record  book  kept, 
as  the  law  requires.  This  management  is  to  be  commended  for  the  ex- 
cellent condition  of  their  mine  generally. 

This  mine  was  reported  in  last  year's  annual  report  as  Crane  Creek, 
Nos.  734  and  735. 
T.  O.  DEANMER,  Supt.  J.  H.  HUGHES,  Mine  Boss. 

PINNACLE  COAL  &  COKE  CO. 

Series  No.  1042.  Pinnacle  North  Mine. — This  is  a  drift  mine  located 
on  Crane  creek,  and  operating  the  No.  3  Pocahontas  seam.  The  ventila- 
tion is  produced  by  a  sixteen-foot  fan,  and  is  well  distributed  to  the  face 
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of  the  workings.  During  the  year  substantial  stoppings  have  been  built 
wherever  required,  doors  of  the  best  construction  erected  and  drainage 
improved.  The  mine  at  present  is  in  excellent  condition,  and  the  man- 
agement deserves  especial  mention  for  their  efficiency.  The  roof  is  good, 
haulage  is  done  by  electricity.  Rules  are  posted,  and  the  law  complied 
with  in  every  respect. 

This  mine  was  reported  in  last  year's  annual  report  as  Pinnacle  North- 
side  Mine,  No.  732. 
T.   O.   DEANMER,   Supt.  J.  L.  DEWEESE    AND 

T.   D.  PARSELL,  Mine  Bosses. 

Series  No.  1043.  Pinnacle  South  Mine. — This  mine  is  located  across 
the  ravine  from  the  North  Mine,  and  the  coal  is  delivered  to  the  same 
tipple.  It  is  ventilated  by  a  sixteen-foot  fan,  and  the  current  is  well 
distributed  throughout  the  mine.  The  same  may  be  said  of  this  mine 
as  of  the  North  Mine  in  respect  to  the  improvements  made  to  better  the 
ventilation:  no  expense  has  been  spared;  stoppings  are  substantially  built 
and  doors  are  well  constructed.  Drainage  is  deficient  in  some  places. 
Rules  are  posted.  Blankets,  stretchers  and  safety  lamps  are  kept  on 
hand  as  required. 

This  mine  was  reported  in  last  year's  annual  report  as  Pinnacle  South- 
side  Mine,  No.  733. 
T.   0.  DEANMER,   Supt.  J.  L.   DEWEESE,  Mine  Boss. 

THOMAS  COAL   CO. 

Series  No.  1044.  Thomas  Mine. — This  mine  is  located  on  Crane  creek 
and  is  a  drift  mine*  operating  the  No.  3  Pocahontas  seam,  which  is  here 
only  four  feet  six  inches  thick.  The  ventilation  is  produced  by  an 
eighteen-foot  fan.  The  air  is  distributed  through  the  workings  in  two 
separate  currents.  This  improvement  was  made  this  year.  A  change 
was  made  from  steam  locomotive  haulage  to  electric  haulage  and  con- 
siderable change  made  in  the  manner  of  handling  the  coal  outside.  Drain- 
age is  deficient  owing  to  the  undulating  character  of  the  seam,  which 
makes  drainage  difficult.  Stoppings  are  of  substantial  material.  Rules 
are  posted.  Blankets,  stretchers  and  safety  lamps  are  kept  'on  hand. 
The  mine  foreman's  record  book  was  not  kept;  the  foreman  did  not 
know  it  was  required. 

This   mine  was   reported   in   last   year's   report   as   Thomas   Mine,   No. 
737. 
W.    J.    PRITCHARD,    Supt.  T.    C.    DOOLEY,    Mine    Boss. 

m  PAWAMA  COAL  d   COKE   CO. 

Series  No.  1045.  Pawama  Mine. — This  mine  is  located  near  Matoaka 
on  Widemouth  creek.  It  is  a  drift  opening  in  the  No.  3  Pocahontas 
seam.  The  ventilation  is  produced  by  a  seven-foot  fan,  and  is  fairly 
well  distributed  throughout  the  mine.  Drainage  is  fair,  and  the  roof 
good.  Haulage  is  performed  by  mules.  Rules  are  posted.  Blankets, 
stretchers  and  safety  lamps  are  kept  as  the  law  requires.     The  traveling 
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way  is  in  fair  condition  and  the  mine  foreman's  record  book  properly 
kept. 

This  mine  was  reported  in  last  year's  annual  report  as  Pawama  Mine, 
No.  745. 
J.  C.   STRAS,   Supt.  B.   H.   ENGLAND,   Mine   Boss. 

WEYANOKE  COAL  &   COKE   CO. 

Series  No.  1046-1047.  Weyanoke  Nos.  1  and  2  Mines. — These  mines 
are  located  one  mile  from  Matoaka  on  Jameson  creek.  They  are  drift 
mines  operating  the  No.  3  Pocahontas  seam.  An  entry  in  the  No.  1 
drift  was  driven  through  the  hill  to  the  outside,  and  an  opening 
made  across  the  valley,  which  is  the  No.  2  drift.  This  will  later  be  con- 
nected inside  with  No.  1.  No.  1  is  ventilated  by  a  twelve-foot  fan  and 
the  air  is  very  well  distributed  through  the  working  faces.  No.  2  is 
ventilated  temporarily  by  a  furnace  which  produces  sufficient  current 
for  the  number  of  men  employed.  Drainage  is  good.  Roof  is  good. 
Haulage  is  done  by  electric  motors.  Rules  are  posted.  Blankets, 
stretcher  and  safety  lamps  kept  on  hand. 

This  mine  was  reported  in  last  year's  annual  report  as  Weyanoke  Mine, 
No.  738. 
ROBT.   D.   PATTERSON,   Supt.  J.   S.  WOODYARD,   Mine   Boss. 

PIEDMONT    COLLIEWY    CO. 

Series  No.  1048.  Piedmont  Mine. — This  mine  is  located  on  a  branch 
of  Widemouth  creek.  It  is  a  drift  in  the  No.  3  Pocahontas  seam.  It 
is  ventilated  by  an  eight-foot  fan,  the  current  being  well  distributed  to 
the  face  of  the  workings.  Stone  and  cement  stoppings  have  been  built, 
and  doors  of  good  construction  erected.  The  property  changed  hands 
some  time  ago,  the  new  company  however  are  operating  under  the  same 
title  as  the  previous  owners.  The  mine  is  difficult  to  manage  on  account 
of  a  thick  stone  parting  in  the  middle  of  the  seam.  A  new  system  of 
mining  has  recently  been  adopted,  which  is  expected  to  insure  a  more 
lumpy  and  clean  coal.  Rules  are  posted,  and  the  law  complied  with  in  re- 
spect to  mine  foreman's  record,  safety  lamps,  stretchers  and  blankets. 

This  mine  was  reported  in  last  year's  annual  report  as  Piedmont  No.  1 
Mine,  No.  740. 
T.  O.  DEANMER,  Supt.  C.  R.  IRVING,  Mine  Boss. 

THE  SMOKELESS    COAL  &    COKE   CO. 

Series  No.  1049.  Smokeless  Mine. — This  mine  is  located  near  Hiawa- 
tha on  the  Widemouth  branch.  It  is  a  drift  opening  in  the  No.  3  Poca- 
hontas seam.  "Ventilation  is  produced  by  a  twelve-foot  fan  and  is 
properly  distributed  in  the  workings.  Haulage  is  done  entirely  by  mules, 
drainage  is  deficient  on  the  main  haulage.  Stoppings  are  of  a  perma- 
nent character.  Roof  is  good.  Rules  are  posted.  Blankets  and  stretcher 
are  kept  as  the  law  requires  and  the  mine  foreman's  record  is  made  out 
properly. 
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This  mine  was  reported  in  last  year's  annual  report  as  Smokeless  Mine, 
No.  744. 
O.  N.  MOOMAW,  Supt.  J.  W.  SHREWSBURY,  Mine  Boss. 

HIAWATHA   COAL   &   COKE   CO. 

Series  No.  1050.  Hiawatha  Mine. — This  mine  is  located  on  the  Wide- 
mouth  branch,  four  miles  from  Matoaka.  It  is  a  drift  opening  in  the 
No.  3  Pocahontas  seam.  The  ventilation  is  produced  by  a  sixteen-foot 
fan,  and  is  well  distributed.  A  change  made  in  the  ventilating  system 
during  the  year  was  a  decided  and  very  necessary  improvement.  Haul- 
age is  performed  by  steam  locomotives.  Stone  stoppings  are  the  rule. 
Drainage  is  good;  roof  very  good.  The  management  are  very  desirous 
of  complying  with  the  law.  Rules  are  posted.  Blankets,  stretchers  and 
safety  lamps  are  kept  in  an  available  place  at  the  mine,  and  mine  fore- 
man's record  book  is  properly  kept. 

This  mine  was  reported  in  last  year's  annual  report  as  Hiawatha  Mine, 
No.  743. 
O.  N.  MOOMAW,   Supt.  W.   M.   NUNN,   Mine   Boss. 

SPRING   COAL   MINING   CO. 

Series  No.  1051.  Spring  Mine. — Is  located  on  the  Widemouth  branch, 
five  and  one-half  miles  from  Matoaka.  It  is  a  drift  opening  in  the  No.  3 
Pocahontas  seam.  It  is  ventilated  by  an  eighteen-foot  fan,  which  pro- 
duces an  abundant  supply  of  air,  but  which  upon  the  occasion  of  my 
first  visit  was  not  properly  distributed.  The  stoppings  were  improperly 
constructed  and  the  general  condition  of  the  mine  was  bad.  It  is  much 
improved  now.  Substantial  stoppings  are  built  where  needed.  Drain- 
age is  fair.  Roof  is  good  generally.  Rules  are  posted.  Blankets, 
stretchers  and  safety  lamps  are  kept  on  hand.  Haulage  is  done  by  steam 
locomotive. 

This  mine  was  reported  in  last  year's  annual  report  as  Spring  Mine, 
No.  739. 
M.  G.   SAUNDERS,  Supt.  J.  H.  BRAGG,  Mine  Boss. 

WEN  ON  AH  COAL  if  COKE  CO. 

Series  No.  1052.  Wenonah  Nos.  1  and  2  Mines. — This  mine  is  located 
at  the  end  of  the  Widemouth  branch.  This  mine  has  two  openings  des- 
ignated as  Nos.  1  and  2,  operating  the  No.  3  Pocahontas  seam.  The 
drifts  are  connected  inside  and  deliver  their  output  to  the  same  tipple. 
The  coal  is  here  four  and  one-half  feet  thick.  The  ventilation  is  pro- 
duced by  a  sixteen-foot  fan,  is  well  distributed  throughout  the  workings. 
Drainage  is  fair,  roof  good.  The  system  of  haulage  is  electric.  Stone 
stoppings  throughout  the  mine.  Rules  are  posted  and  the  law  complied 
with  in  respect  to  blankets,  stretchers,  safety  lamps  and  mine  foreman's 
records.     I  consider  the  management  of  this  mine  very  efficient  men. 

This  mine  was  reported  in  last  year's  annual  report  as  Wenonah  No.  1 
Mine,  No.  741,  and  Wenonah  No.  2  Mine,  No.  742. 
E.   D.    HARRIS,    Supt.  ED.    LUCAS,    Mine    Boss. 
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ELEVENTH    DISTRICT. 


GENERAL   SUMMARY  OF   THE  ELEVENTH  MINING  DISTRICT  FOR 
THE  YEAR  ENDING  JUNE  30TH,  1908. 


COUNTY. 


McDowell(p't) 
Wyoming 


Totals. 


EMPLOYES- 


3,340 
2 


3,342 


Inside. 


■°  '~  a. 


1,174 


1,174 


179,  2,020   6,713 

....       '    2  4 


179   2,022!  6,717 


Outside 


1,392  2,346 


1,3922,346 


| 
X 

9,059 
4 

9,063 


Production  of 


Goal. 

Ooke. 

240 

000 

N 

IM 

(Tons  of 
lbs) 

5,691,125 
652 

1,215,527 



5,691,777 

1,275,527 

Office  of  the  Eleventh  District  Mine  Inspector, 

Bluefleld,  W.  Va.,  September  15,  1908. 
Hon.  James  W.  Paul, 

Chief  of  Department  of  Mines, 
Charleston,  W.  Va. 

Dear  Sir: — I  have  the  honor  to  submit  herewith  my  first  annual  re- 
port of  the  visits  made,  and  inspections  of  the  mines  in  the  Eighth  and 
Eleventh  Mining  Districts  of  West  Virginia,  for  the  year  ending  June 
30,  1908. 

The  first  eight  months  of  the  year  my  work  was  mostly  in  the  Eighth 
District,  which  embraces  Fayette  and  Greenbrier  counties,  and  the  last 
four  months  in  the  Eleventh  District,  which  is  in  McDowell  and  Wyoming 
counties.  I  made  126  visits  during  the  year  in  the  Eighth  District  and 
88  visits  in  the  Eleventh  District,  making  a  total  of  214  visits  in  both 
Districts  for  the  year. 

As  to  the  industrial  depression,  which  has  been  for  over  a  year,  has 
been  keenly  felt  by  every  department  of  the  mining  industry.  The 
people  who  depended  on  the  mines  for  a  living  have  suffered  much  pri- 
vation and  misery.  These  conditions  existed  mostly  among  the  natives, 
as  most  of  the  foreign  element  migrated  back  to  their  native  lands  when 
the  depression  struck  us. 

Notwithstanding  the  irregularity  with  which  the  mines  worked  much 
improvement  has  been  made  by  some  of  the  operators  to  their  properties, 
most  of  which  was  required  by  the  mine  laws  of  the  State.  I  found 
most  of  the  operators  inclined  to  co-operate  with  the  inspector  in  the 
discharge  of  his  duties.  I  also  found  a  few  who  pretended  that  they 
were  in  sympathy  with  the  department,  but  when  they  were  put  to  the 
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test  it  was  found  they  were  insincere  in  their  convictions.  Prosecutions 
were  brought  against  several  superintendents  and  mine  foremen  on  ac- 
count of  their  insincerity.  They  would  promise  to  do  what  the  law 
required  in  the  operating  of  the  mines  under  their  charge  and  when  the 
inspector  would  return  to  said  mines  he  not  only  found  what  had  been 
promised  to  be  done  untouched,  but  more  violations  added,  which  aug- 
mented matters  to  such  an  extent  that  action  had  to  be  brought  before 
the  courts. 

A  number  of  superintendents  and  mine  foremen  I  found  very  incom- 
petent, and  they  in  my  opinion  are  a  very  extravagant  investment  to  the 
mine  owners.  At  one  operation  where  the  inspector  had  to  stop  two- 
thirds  of  the  employes  on  account  of  the  bad  ventilation  in  the  various 
working  places,  the  superintendent  acknowledged  that  he  did  not  know 
anything  about  the  mine  or  the  way  to  ventilate  it.  Everything  was  left 
to  the  foreman,  who  did  not  appear  to  care,  as  the  superintendent  was 
not  capable  of  checking  the  work  when  he  went  in  the  mine.  Ten  days 
later  when  I  again  inspected  this  mine  to  ascertain  what  was  being  done 
in  the  way  of  meeting  the  requirements  I  found  conditions  changed. 
Ventilation  was  good  through  the  mine.  When  I  returned  to  the  outside 
I  remarked  to  the  foreman  that  he  deserved  credit  for  his  promptness 
in  putting  the  mine  in  such  good  sanitary  condition  in  so  short  a  time. 
He  replied  that  he  could  have  had  it  that  way  all  the  time,  but  did  not 
have  to,  before.  In  this  case  I  consider  both  the  superintendent  and  the 
foreman  incompetent,  as  the  superintendent  did  not  know  anything  about 
the  mine  and  the  foreman  did  not  care.  Notwithstanding  that  the  out- 
put of  the  mine  was  not  what  it  should  have  been  and  all  other  results 
were  equally  as  bad. 

The  ventilation  of  a  mine,  which  is  one  of  the  most  important  factors 
in  the  operation  of  a  mine  both  for  the  welfare  of  the  men  at  work  inside 
of  the  mine  and  for  the  owners  of  the  mine,  has  been  neglected  at  a 
large  number  of  operations,  while  at  other  operations  proper  attention 
by  the  officials  has  been  given  to  this  matter  and  they  will  agree  with 
me  when  I  say  that  they  have  been  amply  rewarded  for  making  improve- 
ments that  increased  the  ventilation  and  arranged  the  same  to  the  face 
of  all  working  places.  Tn  many  cases  where  the  ventilation  has  been 
neglected  it  cannot  be  attributed  to  a  lack  of  knowledge  of  the  laws  gov- 
erning ventilation,  but  rather  to  a  laxity  on  their  part  in  allowing  the 
ventilation  to  lag  behind  the  working  faces  until  the  condition  of  the 
workings  becomes  unendurable  and  as  such,  increases  the  many  dangers 
to  a  great  extent  and  also  increases  the  expense  of  everything  connected 
with  the  mining  ofthe  coal  and  the  delivering  the  same  to  the  surface. 
Where  these  conditions  as  above  stated  exist  I  found  the  officials  in 
charge  invariably  incompetent.  I  have  had  mine  officials  to  tell  me  that 
an  abundance  of  air  was  entering  the  mine  as  they  were  keeping  a 
record  of  it  as  the  law  required.  This  was  true,  but  the  same  was  not 
conducted  in  the  proper  manner  to  the  face  of  each  working  place  in 
sufficient  quantities  to  render  a  healthy  atmosphere  for  each  person  em- 
ployed therein. 
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The  condition  of  the  mines  in  general  as  to  safety  at  this  date  is  very 
good.  There  is  but  one  mine  (namely,  the  Jed  Mine)  in  the  Eleventh 
District  that  in  my  judgment  is  not  as  safe  as  it  should  be,  on  account 
of  the  amount  of  marsh  gas  that  is  being  liberated  from  the  coal  and 
adjacent  strata,  and  the  same  is  being  worked  with  the  use  of  open 
lights.  Section  14  of  the  mine  law  requires  all  mines  generating  gas  in 
dangerous  quantities  to  be  worked  exclusively  by  the  use  of  locked  safety 
lamps.  When  this  mine  was  examined  by  the  inspector  on  the  sixteenth 
day  of  April,  1908,  in  his  judgment,  gas  was  being  generated  in  danger- 
ous quantities,  and  as  the  law  required,  he  recommended  that  on  and 
after  the  sixteenth  day  of  May,  1908,  that  nothing  but  locked  safety 
lamps  be  used  in  said  mine,  thus  giving  the  operator  one  month  to  secure 
the  lamps.  Mr.  Win.  Lackie,  the  official  in  charge  of  this  mine,  after 
some  time  dickering  about  the  matter  appealed  his  case  to  Mr.  J.  W. 
Paul,  chief  of  department  of  mines.  A  conference  was  held  with  Mr. 
Paul  and  after  discussing  the  matter  pro  and  con,  Mr.  Lackie  said  he 
would  install  the  safety  lamps,  and  as  further  assurance  of  his  sincerity, 
he  sent  to  Mr.  Paul  a  copy  of  the  telegram  showing  that  he  had  ordered 
the  safety  lamps.  Some  few  days  later  he  notified  the  inspector  that 
he  had  changed  his  mind  in  regard  to  working  his  mine  with  safety 
lamps  and  said,  if  he  had  to,  he  would  take  his  case  to  court.  The  in- 
spector then  appealed  to  Mr.  J.  W.  Paul,  chief  of  department  of  mines, 
to  come  and  close  the  mine  as  required  by  Section  16  of  the  mine  laws. 
As  requested  by  the  inspector,  Mr.  Paul  accompanied  by  district  inspectors 
D.  R.  Phillips  and  P.  A.  Grady,  made  an  examination  of  the  mine  to 
ascertain  if  conditions  existed  as  were  reported  by  the  district  inspector 
in  charge  before  closing  the  mine.  They  all  agreed  that  explosive  gas 
was  being  liberated  in  dangerous  quantities.  Mr.  Paul  then  proceeded 
to  close  the  mine.  After  the  mine  was  closed  the  operator  appealed  to 
the  court  in  vacation  for  an  order  to  reopen  the  same.  This  the  court 
granted  after  a  preliminary  hearing  and  later  gave .  his  decision  on  a 
full  hearing  of  the  case  and  directed  the  mine  to  remain  open.  The 
writer  is  still  of  the  opinion  that  the  Jed  Mine  is  in  a  dangerous  con- 
dition owing  to  the  amount  of  gas  being  liberated  and  working  the  same 
with  open  lights. 

During  the  year,  in  order  to  compel  a  compliance  with  Section  24 
relative  to  the  use  of  steam  locomotives  in  mines,  on  request  of  the 
district  inspector,  the  chief  of  department  of  mines  closed  Turkey  Gap 
Mine,  which  belongs  to  the  Turkey  Gap  Coal  &  Coke  Co.,  until  such 
time  as  they  saw  fit  to  operate  without  the  use  of  steam  locomo'tives 
inside  the  mines.  The  officials  of  the  mine  appealed  to  the  court,  who 
declared  Section  24  of  the  mine  law  unconstitutional  and  ordered  the 
mine  to  be  opened.  Suits  were  also  brought  against  the  officials  of  the 
Jewett,  Bigelow  &  Brooks  Collieries  Co.,  for  violation  of  the  mine  laws. 
The  cases  were  all  dismissed  by  Justice  J.  R.  Greenawalt,  who  went  to 
the  office  of  the  company  at  Twin  Branch  to  try  the  cases.  The  mine 
inspector  who  brought  the  suits  did  not  get  an  opportunity  to  appear 
as  the  officer  who  was  supposed  to  give  him  notice  of  the  date  the  trial 
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was  to  be  called,  failed  to  do  so  and  the  Justice  dismissed  all  the  cases 
on  the  grounds  that  the  complainant  did  not  appear,  when  it  was  known 
that  he  did  not  get  a  chance  to  appear.  When  the  inspector  learned 
what  had  been  done  he  secured  the  assistance  of  inspector  D.  R.  Phillips 
and  revisited  the  mines  of  this  company  and  again  found  violations  of 
the  law  at  all  the  same  mines.  Suit  was  again  brought  against  the  same 
officials.  Both  inspectors,  together  with  a  number  of  witnesses  whom 
they  had  summoned,  were  given  an  opportunity  to  defend  the  cases,-  as 
they  received  notice  when  these  cases  were  to  be  tried.  The  State  again 
lost  all  the  cases  except  one  against  D.  M.  Woody,  superintendent,  who 
appealed  his  case  to  the  Circuit  court.  The  witnesses,  who  were  em- 
ployes of  the  company  and  who  were  summoned  in  the  interest  of  the 
State  and  who  gave  the  inspectors  the  information  which  caused  suit 
to  be  brought  against  one  of  the  officials,  changed  in  their  evidence  at 
court  what  they  told  the  inspectors  at  the  mines,  notwithstanding  that 
the  inspectors  questioned  them  very  closely  in  regard  to  the  matter  be- 
fore taking  action. 

The  inspector  had  to  institute  legal  proceedings  against  eighty-three 
employes  of  the  United  States  Coal  &  Coke  Company  for  the  violation 
of  the  oil  law;  three  employes  of  the  Crozer  Coal  &  Coke  Company  for 
violation  of  Section  11  relative  to  taking  excess  quantities  of  powder 
into  the  mine;  one  employe  of  the  Bottom  Creek  Coal  &  Coke  Company 
for  taking  excess  quantities  of  powder  into  the  mine;  one  employe  of 
the  Powhattan  Coal  &  Coke  Company  for  burning  mixed  oil  in  violation 
of  the  oil  law.  In  Fayette  county  suit  was  brought  against  the  officials 
of  the  Layland  Mine,  belonging  to  the  New  River  &  Pocahontas  Consol- 
idated Coal  Co.,  for  violation  of  Sections  11  and  15  of  the  mine  laws; 
also  against  officials  of  the  Mill  Creek  Colliery  Company  for  violation  of 
Section  13  of  the  mine  laws. 

I  find  that  the  majority  of  the  miners  in  this  field  are  worse  than  the 
operators  in  violating  the  laws,  while  they  are  mostly  for  their  protec- 
tion. It  rooms  and  other  working  places  in  the  mines  I  have  found 
miners  working  twenty  to  thirty  feet  ahead  of  their  timber  and  the 
roof  was  that  bad  that  it  was  anything  but  safe.  I  also  found  in  these 
same  places  plenty  of  timber  that  was  furnished  by  the  operating  com- 
pany, but  the  miner  was  neglecting  putting  it  up  to  protect  himself. 
I  also  found  a  large  number  of  workmen,  and  especially  miners,  who 
were  violating  the  oil  law,  by  burning  kerosene  and  other  oil  mixed. 
The  largest  number  of  violators  I  found  working  for  the  United  States 
Coal  &  Coke  Co.,  at  the  mines  in  and  about  Gary.  Section  11  relative 
to  the  quantity  of  powder  to  be  taken  and  the  manner  it  is  to  be  carried 
into  the  mines  was  also  being  violated.  Few  of  the  miners  realize  the 
danger  that  is  connected  with  this  practice  and  do  not  seem  to  care, 
as  a  number  persist  in  work  of  this  kind  regardless  of  the  danger  to 
their  own  lives  and  that  of  their  fellow  men.  Shooting  coal  from  the 
solid  is  being  very  well  observed.  Most  of  the  operators  I  found  were 
enforcing  that  provision  of  the  law. 

I  would  recommend  that  the  mining  laws  be  so  amended  as  to  provide 
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for  all  superintendents,  mine  foremen  and  fire  bosses  to  undergo  an 
examination  that  will  demonstrate  their  knowledge  of  the  duties  that 
these  offices  will  impose  upon  them;  and  that  such  examination  should 
be  conducted  by  a  board  to  be  composed  of  the  chief  of  the  department 
of  mines,  one  mine  superintendent  and  one  miner,  the  latter  two  to  be 
appointed  by  the  chief  of  department  of  mines. 

I  also  recommend  that  laws  be  enacted  to  provide  for  the  handling  of 
explosives  and  blasting  in  coal  mines;  and  that  in  any  mine  that  gen- 
erates gas  in  any  quantity  that  shot  firers  be  employed  to  do  all  the 
blasting  after  all  miners  have  retired  from  the  mine;  and  that  Section 
jSfo.  14  of  the  mine  laws  be  so  amended  that  the  chief  of  department 
of  mines  and  his  assistants  to  be  the  judges  as  to  what  constitutes  dan- 
gerous quantities  of  gas  that  is  being  liberated  in  any  coal  mine. 

In  conclusion  I  wish  to  thank  you  and  those  connected  with  your 
office  for  the  kind  and  courteous  treatment  I  have  received  in  all  my 
business   relations. 

Yours  very  truly, 

J.   G.   Boyd, 
Inspector,   Eleventh   District. 

P.  S. — Owing  to  the  time  that  was  taken  up  at  Monongah  after  the 
explosion  of  No.  6  and  8  Mines,  belonging  to  the  Fairmont  Coal  &  Coke 
Co.,  which  was  a  little  over  one  month,  and  time  attending  court  per- 
taining to  our  official  duties,  has  deterred  this  office  of  a  large  number  of 
inspections  that  would  otherwise  have  been  made. 

J.  G.   B. 


CONDITION   OF   THE   MINES   IN   THE   ELEVENTH    DISTRICT. 

The  last  two  series  numbers  indicate  the  Inspector's  number  of  the 
mine,  while  the  number  or  numbers  preceding  them  indicate  the  number 
of  the  district  in  which  the  mine  is  located,  viz:  1118  indicates  the 
Eleventh  District  and  number  18  mine. 

Mcdowell  county. 
mohawk  coal  &  coke  co. 

Series  No.  1101.  Mohawk  Mine. — This  mine  is  located  on  the  Tug 
river  thirty-three  miles  west  of  Welch  on  the  Norfolk  &  Western  R.  R. 
The  ventilation  is  produced  by  an  exhaust  fan.  Ventilation  was  found 
to  be  good  in  all  working  places.  All  provisions  of  the  mining  law  are 
fairly  well  complied  with.  Steam  locomotive  is  used  for  haulage,  which 
travels  into  the  mine  some  distance,  being  on  the  return  airway.  There  is 
also  a  separate  traveling  way  for  the  employes.  The  second  opening  meets 
with  the  requirements  of  the  law. 

This  mine   was   reported   last   year   as   Mohawk  Mine,   No.   699   of  the 
printed  report. 
WM.   T.   HEATHERMAN,   Supt.         KENNA   HEATHERMAN,   Mine   Boss. 
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NEW  RIVER   &  POCAHONTAS   CONSOLIDATED    COAL    CO. 

Series  No.  1102.  No.  1  Mine. — Ventilated  by  fan.  Ventilation  was 
found  good  throughout  the  mine.  Roof  is  sandstone  requiring  little  or 
no  timbering.  Stoppings  are  all  built  of  concrete,  and  overcasts  are 
used  at  every  other  entry.     All  other  requirements  are  fully  observed. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  715  of  the  printed 
report. 
GEO.   P.   DANIELS,   Supt.  H.   J.  REID,   Mine   Boss. 

Series  No.  1103.  No.  J  1-2  Mine. — This  mine  is  located  at  Berwind  on 
Dry  Fork,  a  branch  of  the  N.  &  W.  It  is  a  drift  opening  operating  the 
No.  3  Pocahontas  seam.  Ventilation  is  produced  by  a  fan  and  is  very 
good.  Drainage  was  good.  The  second  opening  meets  the  requirements 
of  the  law.  With  the  present  mine  development  and  equipment  and  a 
full  force  of  men  this  mine  is  capable  of  producing  400  tons  per  day. 

This    mine    was   reported   last  year   as   No.    l1/^    Mine,   No.    716    of   the 
printed  report. 
GEO.  P.  DANIELS,   Supt.  H.  J.  REID,   Mine   Boss. 

Series  No.  1104.  No.  2  Mine. — This  mine  is  ventilated  by  a  fan  which 
produces  an  abundance  of  air.  Gas  was  found  in  this  mine.  Mixed  oil 
is  used  throughout  the  mine.  The  coal  is  undercut  by  electric  machines. 
The  second  opening  meets  the  requirements  of  the  law.  With  the  present 
mine  equipment  and  with  a  full  force  of  men  this  mine  is  capable  of 
producing  300  tons  daily. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  717  of  the  printed 
report. 
GEO.  P.  DANIELS,  Supt.  L.  H.  CARTER,  Mine  Boss. 

Series  No.  1105.  No.  3  Mine.— This  mine  is  located  on  a  branch  line 
of  the  N.  &  W.  It  is  a  drift  opening  operating  the  No.  3  Pocahontas 
seam.  Ventilation  is  produced  by  a  71/1.-foot  fan  and  is  good,  being  well 
distributed  throughout  the  mine.  The  roof  is  good.  The  oil  used  for 
illuminating  purposes  is  of  a  good  quality.  The  second  opening  meets 
the  requirements  of  the  law.  With  the  present  mine  development  and 
full  force  of  men  this  mine  is  capable  of  producing  450  tons  per  day. 

This  mine  was  reported  last  year  as  No.  3  Mine,  No.  718  of  the  printed 
report. 
GEO.  P.  DANIELS,  Supt.  CHAS  RHODES,  Mine  Boss. 

DRY  FORK  MINING  &  VESTMENT  CO. 
"Series  No.  1106.  War  Creek  Mine. — This  mine  is  located  twenty-two 
miles  from  Iaeger  qn  a  branch  line  of  the  N.  &  W.  This  is  a  new  mine. 
The  ventilation  is  produced  by  a  furnace  and  is  bad.  Timbering  in  this 
mine  is  fair.  At  time  of  inspection  coal  was  being  shot  from  the  solid. 
The  second  opening  meets  the  requirements  of  the  law. 
W.  P.  McGLOTHLEN,   Supt.   and  Mine  Boss. 

HALL  MINING  CO. 
Series    No.    1107.      No.    2    Mine. — This    mine    is    located    on    Dry    Fork 
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branch  about  twenty-one  miles  from  Iaeger.  Ventilation  is  produced  by 
a  fan  and  is  very  good.  At  time  of  inspection  coal  was  being  shot  from 
the  solid.  The  second  opening  meets  the  requirements  of  the  mining 
laws.  With  the  present  equipment  and  a  full  force  of  men  this  mine  is 
•capable  of  producing  600  tons  per  day. 

This  mine  was  reported  last  year  as  Yukon  Mine,  No.  721  of  the  printed 
report. 
HOWARD  MEYERS,   Supt.  BENJ.  C.  CORDLE.  Mine  Boss. 

Series  Nos.  1108,  1109,  1110  and  1111.     No  report. 

VIRGINIA   POCAHONTAS    COAL   CO. 

Series  No.  1112.  No.  1  Mine. — This  mine  is  ventilated  by  a  fan  and 
gives  good  ventilation  throughout  the  mine.  The  drainage  is  good.  The 
oil  used  for  illuminating  purposes  meets  the  requirements  of  the  laws. 
The  second  opening  meets  the  requirements  of  the  law.  With  the  pres- 
ent development  and  equipment  and  a  full  force  of  men  this  mine  is 
■capable  of  producing  100  tons  per  day. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  711  of  the  printed 
report. 
JOHN    STEWART,    Supt.  GEO.   RATLIFF,    Miue    Boss. 

Series  No.  1113.  No.  2  Mine. — Consists  of  three  openings.  This  mine 
is  ventilated  by  two  fans  which  produce,a  good  volume  of  air  throughout 
the  mine.  Drainage  is  very  good.  General  safety  is  good.  The  second 
opening  meets  the  requirements  of  the  law.  With  the  present  mine 
■equipment  and  development  this  mine  is  capable  of  producing  125  tons 
per  day. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  712  of  the  printed 
report. 
JOHN  STEWART.   Supt.  JOE  WARLD,  Mine  Boss. 

Series  No.  1114.  No.  3  Mine. — This  mine  is  ventilated  by  a  fan  which 
.gives  good  ventilation  throughout  the  mine.  Drainage  is  good.  Roof  is 
very  good,  requiring  little  timbering.  The  second  opening  meets  the 
requirements  of  the  law.  This  mine  with  a  full  force  of  men  and  the 
present  equipment  is  capable  cf  producing  75  tons  per  day. 

This  mine  was  reported  last  year  as  No.  3  Mine,  No.  713  of  the  printed 
report. 
JOHN   STEWART,   Supt.  J.   L.  VANCE,  Mine  Boss. 

Series  No.  1115.  No.  '/  Mine. — The  ventilation  in  this  mine  is  pro- 
duced by  an  eight-foot  fan  and  has  always  been  found  good  and  well 
distributed  throughout  the  mine.  Drainage  was  fair.  No  dangerous 
practices  observed.  The  second  opening  meets  the  requirements  of  the 
law.  This  mine  with  the  present  mine  development  and  equipment  and 
a  full  force  of  men  is  capable  of  producing  125  tons  per  day. 

This  mine  was  reported  last  year  as  No.  4  Mine,  No.  714  of  the  printed 
report. 
JOHN   STEWART,   Supt.  J.   L.  VANCE,  Mine  Boss. 
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Series  No.  1116.  No.  5  Mine. — This  is  a  slope  opening  located  on  a 
branch  line  of  the  Dryfork  branch  of  the  N.  &  W.,  two  miles  from 
Susana  on  the  Snap  Lick  stream.  This  is  a  new  opening  operating  the 
War  Creek  seam.  The  ventilation  is  produced  by  a  six-foot  fan  and  was 
found  very  good.  Drainage  and  general  safety  were  good.  The  second 
opening  meets  the  requirements  of  the  law. 
JOHN  STEWART,  Supt.  JOHN  CLARK,  Mine  Boss. 

YAUGHAN  COAL  &  COKE  CO. 

Series  No.  1118.  Vaughan  Mine. — This  mine  is  located  at  Vaughan 
Station,  six  miles  west  of  Davy.  It  is  operating  the  Davy  seam  and  is 
ventilated  by  a  fan.  Ventilation  was  found  very  good  throughout  the 
mine  and  all  other  requirements  were  being  well  observed. 

This  mine  was  reported  last  year  as  Cambridge  Mine,  No.  680  of  the 
printed  report. 
J.  A.  VAUGHAN,  Supt.  ROBT.  H.  GILLY,  Mine  Boss. 

BIG  SANDY   COAL  &    COKE   CO. 

Series  No.  1119.  Big  Sandy  Mine. — This  mine  is  located  at  Big  Sandy 
on  the  N.  &  W.  R.  R.,  and  is  ventilated  by  two  fans.  Ventilation  was 
only  fair;  old  stoppings  were  found  to  be  very  bad.  Men  were  at  work 
putting  up  new  stoppings  of  slate  and  concrete.  Drainage  was  only  fair 
as  in  several  local  dips  on  cross  entries,  water  had  been  allowed  to  ac- 
cumulate.  Superintendent  said  men  were  at  work  on  outsida  at  an  old 
drift  where  they  expected  to  drain  off  the  local  dips  with  a  ditch  starting 
at  that  point.  Roof  was  bad  on  right  side  of  mine,  where  a  squeeze  was 
very  noticeable,  timbering  was  good.  The  law  relative  to  powder  and  oil 
was  being  well  observed,  as  well  as  other  requirements.  With  a  full 
force  of  men  and  the  present  development  this  mine  is  capable  of  pro- 
ducing 500  tons  per  day. 

This  mine  was  reported  last  year  as  Big  Sandy  Mine,  No.  670  of  the 
report. 

J.  C.  RAWN,  Gen.  Mgr.  W.  H.  WILSON,  Mine  Boss. 

WM.   McFARLAND,    Supt. 

Series  No.  1120.  Marytoivn  Mine. — This  mine  is  located  on  Tug  river 
at  Marytown  on  the  N.  &  W.  R.  R.  It  is  ventilated  by  an  eight-foot  fan 
which  gives  ample  ventilation  throughout  the  mine.  Drainage  is  fair. 
The  second  opening  meets  the  requirements  of  the  law.  With  the  pres- 
ent equipment  and  a  full  force  of  men  this  mine  is  capable  of  producing 
600  tons  per  day. 

This  mine  was  reported  last  year  as  Marytown  Mine,  No.  671  of  the 
printed  report. 

J.  C.  RAWN,  Gen.  Mgr.  A.  D.  SHORT,  Mine  Boss. 

WM.   McFARLAND,    Supt. 

JEWETT,  BIGELOW  &   BROOKS   COLLIERIES   CO. 

Series  No.  1122.  Hensley  No.  2  Mine. — Situated  on  Tug  river  at  Clar- 
ren  Station,  thirteen  miles  west  of  Welch.     The  ventilation  produced  by 
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a  ten-foot  fan  was  found  to  be  very  good.  The  drainage  was  fair.  Refuge 
holes  and  all  other  requirements  were  fully  observed.  With  the  present 
•equipment  and  a  full  force  of  men  this  mine  is  capable  of  prodcing  250 
tons  per  day. 

This  mine  was  reported  last  year  as  J.  B.  B.  No.  1  Mine,  No.  675  of 
the  printed   report. 
D.  M.  WOODY,  Supt.  K.  L.  BROGAN,  Mine  Boss. 

Series  No.  1121.  J.  B.  B.  No.  3  Mine. — This  mine  is  located  on  Tug 
river  at  Clarren  Station.  It  is  ventilated  by  a  fan  and  gives  ample  air 
all  through  the  mine.  Drainage  and  oil  were  good.  The  second  opening 
meets  the  requirements  of  the  law.  With  a  full  force  of  men  and  the 
present  equipment  this  mine  is  capable  of  producing  300  tons  per  day. 

This  mine  was  reported  last  year  as  J.  B.  B.  No.  3  Mine,  No.  677  of 
the  printed   report. 
D.  M.  WOODY,   Supt.  J.  C.   SHORT,  Mine  Boss. 

Series  No.  1125.  Flournoy  No.  2  Mine. — This  mine  is  located  on  Tug 
river  between  Twin  Branch  and  Marytown,  is  a  drift  opening  and  is 
ventilated  by  a  fan.  Ventilation  was  found  very  good.  Roof  is  good. 
No  refuge  holes.  Blankets  and  stretchers  kept  on  hand  and  all  other 
requirements  fairly  well  observed.  Action  was  taken  against  mine  fore- 
man charged  with  having  no  refuge  holes.  Case  was  disposed  of  same  as 
rest  of  officials  of.  this  company. 

This  mine  was  reported  last  year  as  J.  B.  B.  No.  2  Mine,  No.  676  of 
the   printed,  report. 
D.   M.  WOODY,   Supt.  M.   J.   BROGAN,   Mine  Boss. 

Series  No.  1126.  J.  B.  B.  Nos.  2  and  k  Mines. — These  are  new 
mines,  being  in  operation  a  little  over  a  year.  They  are  ventilated  by 
fans.  Breakthroughs  were  driven  as  were  required  by  law.  Ventilation 
was  found  good.  Roof  good.  Second  opening  meets  the  requirements 
of  the  law.  Drainage  good.  No  stretchers  at  mines  on  the  day  of  in- 
spection. No  safety  lamps;  no  lights  being  carried  on  motor  trips. 
Action  was  taken  against  the  foreman  and  was  disposed  of  the  same  as 
the  officials  of  the  other  mines  of  this  company. 

No  4  Mine  was  reported  last  year  as  No.  4  Mine,  No.  678  of  the  printed 
report. 
D.  M.  WOODY,  Supt.  P.  C.  WOODY,  Mine  Boss. 

TWIN  BRANCH  MINING  CO. 

Series  No.  1123.  Twin  Branch  Mine. — Is  located  at  Twin  Branch,  which 
is  ten  miles  west  of  Welch  and  on  N.  &  W.  R.  R.  This  is  a  drift  open- 
ing operating  No.  7  seam  and  ventilated  by  a  fan,  which  was  found  to 
be  very  good.  Stoppings  were  only  fair.  No  refuge  holes,  no  blankets, 
no  safety  lamps,  no  lights  on  motor  trips  and  mixed  oil  was  being  used 
all  of  which  was  in  violation  of  the  mine  laws,  ft  was  necessary  to 
take  action  against  the  mine  foreman  to  force  a  compliance  of  the  mine 
laws.     Complaint  was  made  before  Justice  Greenawalt  of  Welch  on  the 
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9th  day  of  May,  the  same  being  dismissed  on  the  16th  of  May  on  ac- 
count of  the  inspector  not  appearing  against  him.  The  inspector  had 
not  been  advised  when  the  case  would  be  tried  and  did  not  get  a  chance 
to  appear.  A  second  complaint  was  then  entered,  but  the  Justice  con- 
strued the  law  in  such  a  way  that  the  defendant  was  found  not  guilty. 

This  mine  was  reported  last  year  as  Twin  Branch  Mine,  No.  674  of  the 
printed  report. 
D.  M.  WOODY,  Supt.  W.  A.  LILLY,  Mine  Boss. 

MAHER    COAL  &    COKE   CO. 

Series  No.  1124.  Maker  No.  1  Mine. — This  mine  is  located  on  Tug 
river  near  Twin  Branch  Station,  which  is  ten  miles  west  of  Welch.  It 
is  ventilated  by  a  fan.  Ventilation  was  found  very  good.  Stoppings 
bad.  Drainage  only  fair.  No  refuge  holes,  and  all  other  requirements 
being  violated.  Action  was  taken  against  the  foreman  on  the  same  date 
as  that  of  Twin  Branch  foreman  for  violation  of  the  requirements.  Was 
tried  before  Justice  J.  R.  Greenawalt;   no  conviction. 

This  mine  was*  reported  last  year  as  Maher  No.  1  Mine,  No.  672  of  the 
printed  report. 
D.  M.  WOODY,  Supt.  J.  B.  LACY,  Mine  Boss. 

Series  No.  1128.  J.  B.  B.  No.  5  Mine. — Which  is  a  drift,  and  ventilated 
by  a  fan.  Ventilation  was  not  conducted  to  face  of  working  places. 
Breakthroughs  not  driven  as  required  by  law.  No  refuge  holes.  No 
safety  lamps.  No  blankets  and  stretchers.  Mine  doors  and  stoppings  in 
fair  condition.  The  second  opening  meets  the  requirements  of  the  law. 
The  powder  and  oil  law  was  being  well  observed. 

This  mine  was   reported  last  year  as  J.   B.   B.   No.   5,  No.   679    of  the 
printed  report. 
D.  M.  WOODY,  Supt.  P.  C.  WOODY,  Mine  Boss. 

SUPERIOR    POCAHONTAS    COAL    CO. 

Series  No.  1129.  Superior  No.  2  Mine. — Or  a  continuation  of  the  Davy 
Crockett  Mine.  This  mine  is  located  on  Big  Davy  run  on  a  short  branch 
of  the  N.  &  W.  R.  R.  It  is  ventilated  by  a  furnace  and  fan.  The  ven- 
tilation was  good  in  all  places  inspected.  Electric  machines  are  used 
in  part  of  this  mine  to  undercut  the  coal.  Drainage  and  roof  were  found 
good.  The  law  relative  to  oil  and  powder  was  well  observed  as  well  as 
all  other  requirements.  This  mine  with  a  full  force  of  men  and  the 
present  equipment,  is  capable  of  producing  200  tons  per  day. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  682  of  the  printed 
report. 
F.   B.   COOK,    Supt.  H.   L.   HUBBERT,   Mine   Boss. 

Series  No.  1131.  No.  3  Mine. — This  is  a  drift  opening  operating  the 
sewell  seam.  The  ventilation  which  is  produced  by  a  fan  is  very  good. 
Breakthroughs,  stoppings,  doors  and  brattices  were  fair.  The  second 
opening  meets  the  requirements   of  the  law.     With  a  full  force  of  men 
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and   the  present  equipment  this  mine  is  capable   of  producing   100   tons 
per  day. 

This  mine  was  reported  last  year  as  No.  3  Mine,  No.  683  of  the  printed 
report. 
F.   B.   COOK,   Supt.  LAFB   McGUIRE,   Mine   Boss. 

Series  No.  1130.  No.  ,}  or  Cletus  Mine. — Is  located  on  Tug  river  at 
Davy,  about  one-half  mile  from  Davy  Station.  It  is  a  drift  opening  oper- 
ating the  Davy  No.  7  seam  of  coal.  This  mine  has  not  been  in  operation 
for  the  last  year. 

This  mine  was  reported  last  year  as  No.  4  Mine,  No.  6S4  of  the  printed 
report. 
F.  B.  COOK,   Supt. 

Helena  Mine. — This  mine  is  located  on  the  Big  Davy  branch  on  a  short 
branch  of  the  N.  &  W.  R.  R.  This  mine  has  not  worked  for  the  last  three 
years.     No  inspection  was  made. 

This  mine  was   not   reported   last   year. 
F.   B.  COOK,   Supt. 

Series  No.  1132'.  Blackstone  No.  1  Mine. — This  mine  is  located  at  Davy 
on  the  N.  &  W.  R.  R.  It  is  a  drift  opening  operating  the  Sewell  seam. 
Ventilation  is  produced  by  a  fan  which  furnishes  sufficient  air  for  the 
proper  ventilation  of  the  mine.  Developments  on  the  double  entry  sys- 
tem. Drainage  good.  Breakthroughs  and  stoppings  fair.  Powder  and 
oil  law  well  observed.  The  second  opening  meets  the  requirements  of 
the  law.  This  mine  with  a  full  force  of  men  and  the  present  equipment 
is  capable  of  producing  1000  tons  per  day. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  681  of  the  printed 
report. 
F.    B.    COOK,    Supt.  C.   L.    PERKINS,    Mine    Boss. 

Series  No.  1134.  Davy  Crockett  No.  1  Mine. — This  mine  is  located  on 
main  line  of  the  N.  &  W.  R.  R.,  seven  miles  west  of  Welch  on  Tug  river. 
It  is  a  drift  opening  operating  the  No.  6  Poca  seam,  but  is  just  about 
worked  out.  Ventilation  is  by  natural  causes  and  is  sufficient  for  the 
number  of  persons  employed. 

This  mine  was  not  reported  last  year.. 
F.   B.   COOK,   Supt.  JOS.  PERRING,  Mine  Boss. 

PANDO    GOAL   CO. 

Series  No.  1135-1136. — Panclo  Nos.  1  and  2  Mines. — Are  located  on  Tug 
river,  on  main  line  of  N.  &  W.  R.  R.  They  are  drift  openings  working 
what  was  reported  No.  6  and  No.  7  Poca  seams.  Ventilated  by  a  furnace. 
Ventilation  was  very  bad  as  no  attention  was  given  to  the  driving  of 
breakthroughs.  The  inspector  had  to  stop  a  number  of  places  on  account 
of  bad  ventilation  and  men  working  beyond  the  distance  required  by  law 
of  breakthroughs.  Roof  was  good  and  well  timbered.  Drainage  good. 
The  general  manager  promised  me  that  he  would  install  fans  at  once 
and  would   meet  all  other  requirements.     With   the  present  development 
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and  a  full  force  of  men  these  mines  are  capable  of  producing  300   tons 
per  day. 

No.    1    Mine    was    reported    last   year   as    Fando   Mine,   No.    685    of    the 
printed  report.     No.  2  is  a  new  opening. 
F.   M.    DAUGHERTY.    Supt.  U.    S.   YOST,    Mine    Boss. 

ATLAS  POCAHONTAS   COAL   CO. 

Series  No.  1138.  Antler  No.  3  Mine. — This  mine  is  located  at  Antler, 
three  and  a  half  miles  west  of  Welch,  and  on  the  main  branch  of  the 
N.  &  W.  R.  R.  The  ventilation  of  this  mine  is  produced  by  an  eight- 
foot  fan,  which  gave  abundance  of  air  at  time  of  inspection.  Electric 
machines  are  used  in  part  of  this  mine  to  undercut  the  coal.  Break- 
throughs and  stoppings  fair.  No  dangerous  practices  observed.  The 
second  opening  meets  the  requirements  of  the  law.  This  mine  with  a 
full  force  of  men  and  the  present  equipment  is  capable  of  producing  175 
tons  per  day. 

This  mine  was  reported  last  year  as  Antler  Mine,  No.  686  of  the  printed 
report. 

The  title   of  this   company   was   last   year   reported   as   Antler   Coal   & 
Coke   Company,   but    has    since   been   changed    to    Atlas   Pocahontas    Coal 
Company. 
M.  HALL,  Supt.  and  Mine  Boss. 

OREGON  COAL   CO. 

Series  No.  1139.  Imo  Mine. — This  mine  is  located  on  Maud  creek  on 
the  main  line  of  the  N.  &  W.  R.  R.,  about  one  mile  west  of  "Welch.  It 
is  a  drift,  operating  the  Welch  seam.  Developments  are  on  the  double 
entry  system,  ventilated  by  a  twelve-foot  fan  which  gives  good  result3- 
The  drainage  was  very  bad.  Breakthroughs  and  stoppings  fair.  Doors 
and  brattice  bad.  The  second  opening  meets  the  requirements  of  the 
law.  With  a  full  force  of  men  and  the  present  development  and  equip- 
ment this  mine  is  capable  of  producing  300  tons  per  day. 

This  mine  was  reported  last  year  as  Imo  Mine,  No.  703  of  the  printed 
report. 
E.  L.  NUNN,  Supt.  J.  D.  KIRBY,  Mine  Boss. 

Series  No.  1140.  McClaren  Mine. — Is  located  on  Maud  creek  on  the 
main  line  of  the  N.  &  W.  R.  R.  This  is  a  drift  opening  operating  what 
is  called  the  Welch  seam.  The  ventilation  which  is  produced  by  an 
eight-foot  fan  was  found  very  good  throughout  the  mine.  The  drainage 
was  found  to  be  bad  in  some  portions  of  the  mine.  Excess  quantities 
of  powder  were  -being  taken  into  the  mine.  The  second  opening  meets 
the  requirements  of  the  law.  This  mine  with  the  present  development 
and  a  full  force  of  men  is  capable  of  producing  300  tons  per  day. 

This  mine  was   reported   last  year  as   McClaren  Mine,  No.   704   of  the 
printed  report. 
E.  L.  NUNN,  Supt.  JOE  BROWN.  Mine   Boss. 
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SLICK  ROCK  COAL  CO. 

Series  No.  1141.  Slick  Rock  Mine. — This  mine  is  located  on  Tug  river 
about  one-half  mile  west  of  the  town  of  Welch  on  the  main  line  of  the 
N.  &  W.  R.  R.,  and  operates  the  Welch  seam  of  coal.  It  is  ventilated  by 
a  furnace  which  only  gives  a  fair  amount  of  air.  The  drainage  is  only 
fair.  Breakthroughs,  stoppings,  doors  and  brattice  only  fair.  The 
oil  used  meets  the  requirements  of  the  law.  With  a  full  force  of 
men  and  the  present  equipment  this  mine  is  capable  of  producing  200 
tons  per  day. 

This  mine  was  reported  last  year  as  Slick  Rock  Mine,  No.  702  of  the 
printed  report. 
GEO.  S.  SMITH,  Supt.  FRED  D.  KNIGHT,  Mine  Boss. 

JED  COAL  &  COKE  CO. 

Series  No.  1142.  Jed  Mine. — This  is  a  shaft  mine  and  is  located  on 
Tug  river  on  a  branch  of  the  N.  &  W.  R.  R.,  and  is  two  miles  from 
Welch.  The  ventilation  which  is  produced  by  a  large  fan  was  found 
very  good  in  most  places.  Brattice  cloth  is  used  to  conduct  the  air  to 
the  face  of  most  all  places,  which  is  deemed  necessary  to  dilute  the 
marsh  gas  which  is  given  off  from  the  coal  in  dangerous  quantities. 
Open  lights  are  being  used  by  order  of  the  court  of  McDowell  county 
against  the  recommendations  of  the  mining  department.  The  roof  in 
this  mine  is  slate  and  is  very  bad;  when  this  mine  was  first  inspected 
the  loose  hanging  slate  was  badly  neglected.  Drainage  was  only  fair. 
All  other  requirements  of  the  law  were  observed  with  one  or  two  ex- 
ceptions. The  second  opening  meets  the  requirements  of  the  law.  With 
the*  present  development  and  equipment  and  a  full  force  of  men  this 
mine  is  capable  of  producing  250  tons  per  day. 

This  mine  was  reported  last  year  as  the  Jed  Mine,  No.  720  of  the 
printed  report. 

WM.  LECKIE,  Gen.  Mgr.  FRED  HENDRICK,  Mine  Boss. 

FRANK  YOST,  Fire  Boss. 

UNITED   STATES   COAL   &   COKE   CO. 

Series  No.  1143.  No.  1  Mine. — This  is  a  shaft  mine  located  five  miles 
from  Welch  on  a  branch  line  of  the  N.  &  W.  R.  R.,  and  operates  the 
No.  3  Pocahontas  seam.  No.  4  seam  is  also  opened  up  in  this  mine  but 
at  present  is  not  working.  The  ventilation  which  is  produced  by  a  fan 
was  found  good  at  time  of  inspection.  Drainage  good.  Marsh  gas  was 
found  in  several  sections  of  this  mine.  Some  sections  of  this  mine  are 
also  dry  and  dusty.  The  coal  in  some  parts  of  this  mine  is  undercut 
by  electric  machines.  Electric  motors  are  used  in  this  mine.  The  oil 
used  for  illuminating  purposes  was  bad.  The  second  opening  meets  the 
requirements  of  the  law.  With  a  full  force  of  men  and  the  present  equip- 
ment this  mine  is  capable  of  producing  600  tons  per  day. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  687  of  the  printed 
report. 

F.  E.  KING,   Supt.  J.   LINGTON,   Mine  Boss. 

A.  L.  NAPIER,  Fire  Boss. 
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Series  No.  1144.  No.  2  Mine. — This  mine  is  located  at  Kimble,  one  mile 
west  of  Gary  on  a  branch  line  of  the  N.  &  W.  R.  R.  It  is  a  drift  opening 
operating  the  No.  4  seam.  The  ventilation,  produced  by  a  twenty-foot 
fan,  was  good  with  two  exceptions.  Drainage  and  roof  good.  The  oil 
used  for  illuminating  purposes  was  bad.  The  second  opening  meets  the- 
requirements  of  the  law.  With  a  full  force  of  men  and  the  present  equip- 
ment this  mine  is  capable  of  producing  1200  tons  per  day. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  688  of  the  printed 
report. 
E.  M.  ESSER,  Supt.  M.  CONNELLY,  Mine  Boss. 

Series  No.  1145.  No.  3  Mine. — This  mine  is  located  at  Gary  on  a 
branch  line  of  the  N.  &  W.  R.  R.,  seven  miles  from  Welch.  It  is  a  drift 
opening  operating  the  No.  4  Pocahontas  seam.  Ventilation  was  found 
good  with  one  or  two  exceptions.  This  mine  was  found  to  be  very  dusty. 
The  superintendent  was  given  one  day  to  water  the  dust  or  steps  would 
be  taken  to  close  the  mine.  Gas  is  liberated  in  this  mine.  The  oil  used 
was  bad.  The  general  safety  of  this  mine  was  only  fair.  The  second 
opening  meets  the  requirements  of  the  law.  With  a  full  force  of  men 
and  the  present  equipment  this  mine  is  capable  of  producing  1000  tons, 
per  day. 

This  mine  was  reported  last  year  as  No.  3  Mine,  No.  689  of  the  printed 
report. 

WM.  WILLSON,  Supt.  M.  P.  BRADY,  Mine  Boss. 

J.   M.   JAMES,   Fire  Boss. 

Series  No.  1146.  No.  Jt  Mine. — This  mine  is  located  at  Jared  ten  miles 
from  Welch  on  a  branch  line  of  the  N.  &  W.  R.  R.  This  is  a  drift 
opening  and  is  ventilated  by  a  fan.  The  ventilation  was  found  to  be 
very  good.  Drainage  and  roof  good.  The  oil  used  was  very  good.  The 
second  opening  meets  the  requirements  of  the  law.  In  some  sections  of 
this  mine  the  coal  is  undercut  by  electric  machines. 

This  mine  was  reported  last  year  as  No.  4  Mine,  No.  690  of  the  printed 
report. 
J.  L.  KERNS,  Supt.  LEE  SEXTON,  Mine  Boss. 

Series  No.  1147.  No.  5  Mine. — This  is  a  drift  opening  located  at  Jared. 
The  ventilation  which  is  produced  by  a  fan  was  considered  good  at  the 
time  of  inspection.  Drainage  fair.  The  oil  and  powder  law  was  well 
observed.  The  second  opening  meets  the  requirements  of  the  law.  This 
mine  with  a  full  force  of  men  and  the  present  development  is  capable  of 
producing  150  tons  per  day. 

This  mine  was  reported  last  year  as  No.  5  Mine,  No.  691  of  the  printed 
report. 
JOHN  KERNS,   Supt.  J.  L.  MULLEN,  Mine  Boss.. 

Series  No.  1148.  No.  6  Mine. — This  is  a  drift  opening  operating  the 
No.  4  Pocahontas  seam.  It  is  ventilated  by  a  twenty-foot  fan.  Ventila- 
tion was  found  good  with  few  exceptions.  Drainage  and  roof  good.  The 
oil  used  was  of  a  mixed  quality.     The  second  opening  meets  the  require- 
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ments  of  the  law.     This  mine  with  a  full  force  of  men  and  the  present 
equipment  is  capable  of  producing  1000  tons  per  day. 

This  mine  was  reported  last  year  as  No.  G  Mine,  No.  C92  of  the  printed 
report. 
M.  H.  LISTON,  Supt.  JNO.  MAURICE,  Mine  Boss. 

Series  No.  1149.  No.  7  Mine. — This  mine  is  located  at  Elbert,  about 
two  miles  from  Gary  on  the  branch  line  of  the  N.  &  W.  R.  R.  This 
mine  is  ventilated  by  two  fans  and  they  give  good  results.  It  goes 
through  one  mountain  and  penetrates  another.  It  is  operated  in  both 
mountains.  The  oil  law  was  well  observed  with  few  exceptions.  Drain- 
age fair.  The  second  opening  meets  the  requirements  of  the  law.  With 
a  full  force  of  men  and  the  present  development  this  mine  is  capable  of 
producing  700  tons  per  day. 

This  mine  was  reported  last  year  as  No.  9  Mine,  No.  695  of  the  printed 
report. 
F.  A.   KERNS,  Supt.  A.   G.  HAHN,   Mine   Boss. 

Series  No.  1150.  No.  8  Mine. — This  mine  is  situated  at  Sand  Lick, 
and  consists  of  two  sections,  A  and  C,  which  are  two  separate  openings, 
but  the  coal  is  taken  over  one  tipple.  These  mines  operate  the  No.  4 
seam.  Ventilation  was  good  except  in  a  few  places  which  were  working 
in  advance  of  the  distance  required  by  law.  Drainage  only  fair.  Roof 
bad,  but  well  looked  after.  Breakthroughs,  stoppings,  doors  and  brat- 
tices only  fair.     The  oil  was  of  mixed  quality. 

This  mine  was  reported  last  year  as  No.  8  Mine,  No.  694  of  the  printed 
report. 
J.   H.  LUBKEN,   Supt.  K.  C.  BRENT    AND 

THOS.   McPARLAND,   Mine  Bosses. 

Series  No.  1151.  No.  9  Mine. — This  mine  is  located  at  Elbert,  about 
two  miles  from  Gary  on  a  branch  line  of  the  N.  &  W.  R.  R.  This  mine 
is  ventilated  by  natural  sources,  which  gives  very  good  ventilation. 
Breakthroughs,  stoppings,  doors  and  brattices  only  fair.  The  oil  used 
was  of  a  bad  quality.  The  second  opening  meets  the  requirements  of  the 
law.  The  operating  company  expects  to  make  this  mine  one  of  its 
largest  operations.  It  is  equipped  with  all  the  latest  machinery  of  mod- 
ern type.  They  are  now  erecting  a  large  steel  tipple.  This  mine  after 
some  development  expects  to  produce  4000  tons  per  day. 

This  mine  was  reported  last  year  as  No.  9  Mine,  No.  695  of  the  printed 
report,   as   just  being  developed. 
J.   H.  LUBKIN,   Supt.  M.  McFARLAND,  Mine  Boss. 

Series-  No.  1152.  No.  10  Mine. — This  mine  is  located  at  Gary,  seven 
miles  from  Welch  on  a  branch  line  of  the  N.  &  W.  R.  R.  It  is  a  drift 
opening  operating  the  No.  3  Pocahontas  seam  of  coal.  The  ventilation 
is  produced  by  a  sixteen-foot  fan,  which  gives  sufficient  amount  of  air, 
but  it  is  not  distributed  to  the  working  faces.  This  seam  is  very  irreg- 
ular and  faulty.  Oil  and  powder  law  well  observed.  The  second  open- 
ing meets  the  requirements  of  the  law. 
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This  mine  was  reported  last  year  as  No.  10  Mine,  No.  696  of  the  printed 
report,  as  just  being  developed. 
I.   H.  DUNN,   Supt.  J.  V.  RHODES,   Mine  Boss. 

Series  No.  1153.  No.  11  Mine. — This  operates  the  Nos.  3  and  4  seams 
and  is  located  at  Jared,  ten  miles  from  Welch,  on  a  branch  of  the  N. 
&  W.  R.  R.  It  has  a  fan  in  both  seams  which  give  good  ventilation 
in  all  places  with  one  exception.  Drainage  and  roof  good.  All  oil  ex- 
amined was  considered  good.  The  coal  is  being  undercut  with  electric 
machines.  With  a  full  force  of  men  and  the  present  development  this 
mine  is  capable  of  producing  125  tons  per  day. 

This  mine  was  reported  last  year  as  No.  11  Mine,  No.  697  of  the  printed 
report,  as  just  being  developed. 
T.  H.  DUNN,  Supt.  W.  M.   PACK,  Mine  Boss. 

BLACK  WOLF  COAL  &  COKE  CO. 

Series  No.  1155.  No.  1  Mine. — This  mine  is  located  on  Keysers  branch 
about  one  mile  below  Pageton  on  the  N.  &  W.  R.  R.  It  is  a  drift  open- 
ing operating  the  No.  4  seam  of  coal.  No.  3  seam  is  opened  up  but  they 
are  not  working  it  at  the  present  time.  The  ventilation  was  found  good 
throughout  the  mine.  Roof  and  timbering  well  looked  after.  No  dan- 
gerous practices  observed.  The  powder  and  oil  law  was  well  observed. 
The  second  opening  meets  the  requirements  of  the  law.  With  a  full 
force  of  men  and  the  present  development  this  mine  is  capable  of  pro- 
ducing 200  tons  per  day. 

This  mine  was  reported  last  year  as  No.  4,  Mine  No.  708  of  the  printed 
report. 
E.  C.  BERKELEY,  Supt.  ED.  BUCHANAN,  Mine  Boss. 

PAGE  COAL  &   COKE  CO. 

Series  No.  1157.  No.  1  Mine. — This  mine  is  located  on  Belchers  branch 
of  Tug  river  at  Pageton  on  the  N.  &  W.  R.  R.  This  is  a  drift  opening 
operating  the  No.  3  seam  of  coal.  The  ventilation  was  found  good 
throughout  the  mine  as  well  as  all  other  sanitary  conditions.  In  some 
sections  of  this  mine  the  coal  is  being  undercut  by  air  machines.  There 
were  some  few  men  in  this  mine  shooting  coal  from  the  solid.  The  tim- 
bering was  well  looked  after.  The  second  opening  meets  the  require- 
ments of  the  law.  With  the  present  development  and  a  full  force  of  men 
this  mine  is  capable  of  producing  500  tons  per  day. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  705  of  the  printed 
report. 
J.  R.  BAILY,  Supt..  J.  A.  GALLIMORE,  Mine  Boss. 

Series  No.  1158.  No.  2  Mine. — This  is  a  drift  opening  operating  the 
No.  3  Pocahontas  seam.  The  ventilation  produced  by  a  sixteen-foot  fan 
was  found  very  good  throughout  the  mine.  Breakthroughs,  stoppings, 
doors  and  brattices  were  well  looked  after.  No  dangerous  practices  ob- 
served. The  oil  and  powder  law  was  well  observed.  The  second  opening 
meets   the  requirements  of  the  law.     A  map   of   this   mine   extended   to 
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July  1,  1908,  has  been  furnished  this  office.  With  the  present  develop- 
ment and  a  full  force  of  men  this  mine  is  capable  of  producing  150  tons 
per  day. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  706  of  the  printed 
report. 
J.  R.  BAILY,   Supt.  THEO.  HANNA,  Mine  Boss. 

Series  No.  1159.  No.  3  Mine. — This  mine  is  located  on  Tug  river  on 
the  main  line  of  the  N.  &  W.  R.  R.  The  ventilation  which  is  produced 
by  a  six-foot  fan  was  found  very  good  throughout  the  mine.  Drainage 
good.  Breakthroughs,  stoppings,  doors  and  brattices  in  excellent  shape. 
The  powder  and  oil  law  well  observed.  The  second  opening  meets  the 
requirements  of  the  law.  A  map  of  this  mine  extended  to  July  1,  1908, 
has  been  furnished  this  office.  With  a  full  force  of  men  and  the  present 
equipment  this  mine  is  capable  of  producing  250  tons  per  day. 

This  mine  was  reported  last  year  as  No.  3  Mine,  No.  707  of  the  printed 
report,  as  just  being  developed. 
J.  R.  BAILY,  Supt.  J.  A.  GALLIMORE,  Mine  Boss. 

WELCH  COAL  <£-  COKE  CO. 

Series  No.  1160.  Welch  Mine. — This  is  a  drift  opening  located  one-half 
mile  west  of  Welch  on  the  main  line  of  the  N.  &  W.  R.  R.  The  mine 
is  ventilated  by  a  twelve-foot  fan  which  gives  good  results.  The  drain- 
age was  only  fair.  No  dangerous  practices  observed.  The  oil  and  pow- 
der law  was  being  well  observed.  The  second  opening  meets  the  re- 
quirements of  the  law.  All  other  requirements  of  the  law  were  being 
well  observed.  This  mine  with  the  present  development  and  equipment, 
and  a  full  force  of  men  is  capable  of  producing  100  tons  per  day. 

This  mine  was  reported  last  year  as  the  Welch  Mine,  No.  700  of  the 
printed  report. 
F.   J.   BAXTER,    Supt.  H.   O.   BOLAND,   Mine   Boss. 

HEMPHILL    COLLIERIES   CO. 

Series  No.  1161.  Hemphill  Mine. — This  mine  is  located  at  Hemphill 
on  the  main  line  of  the  N.  &  W.  R.  R.,  one  mile  from  Welch.  It  is  a 
drift  opening  operating  the  Welch  seam  of  coal.  The  ventilation  pro- 
duced by  a  sixteen-foot  fan  gives  excellent  results.  The  drainage  was 
only  fair.  The  oil  and  powder  law  well  observed.  All  other  require- 
ments were  being  carried  out.  In  some  parts  of  this  mine  the  coal  is 
being  undercut  by  air  machines.  The  second  opening  meets  the  require- 
ments of  the  law.  With  a  full  force  of  men  and  the  present  equipment 
this  mine  is  capable  of  producing  125  tons  per  day. 

This  mine  was  reported  last  year  as  the  Hemphill  Mine,  No.  701  of  the 
printed  report. 
F.  J.  BAXTER,  Supt.  M.  A.  HURLEY,  Mine  Boss. 

THE  MIDDLE  STATES   COAL  &   COKE  CO. 
Series  No.  1162.     No.  11  Mine. — This  is  a  shaft  mine,  and   is  located 


526  Annual  Report  of  [W.  Va. 

at  Huger,  and  is  on  the  main  line  of  the  N.  &  W.  R.  R.  It  is  198  feet 
in  depth.  The  ventilation  produced  by  a  fan  was  found  to  be  very  good 
throughout  the  mine.  Some  gas  is  liberated  in  this  mine  but  not  enough 
to  recommend  the  use  of  safety  lamps  at  this  writing.  Stoppings  are 
being  built  of  concrete.  The  roof  is  very  hard  sandstone,  and  requires 
little  or  no  timber.  The  drainage  is  very  good.  The  coal  is  mostly  cut 
with  chain  machines,  and  hauled  with  electric  motors.  No  mules  are 
used  in  this  mine.  I  had  to  threaten  to  prosecute  this  company  before 
I  could  get  them  to  put  the  necessary  safety  appliances  on  the  cages 
that  are  used  to  hoist  and  lower  men  out  and  into  mine.  All  other 
State  laws  are  fairly  well  observed.  At  the  present  time  the  mine  is 
producing  about  500  tons  which  is  its  full  capacity  with  the  present  de- 
velopment. 

This  mine  was  reported  last  year  as  No.  11  Mine,  No.  709  of  the  printed 
report. 

H.  E.  CAMERON,   Supt.  FRANK  BLACKBURN,  Mine  Bos^s. 

J.  H.  WILLIAMS,  Fire  Boss. 

DIXON-POCAHONTAS   FUEL    CO. 

Series  No.  1163.  North  Side  Mine. — This  mine  is  located  at  Olmsted 
three  miles  east  of  Welch  on  the  main  line  of  the  N.  &  W.  R.  R.  This 
is  a  shaft  opening  operating  the  No.  4  Pocahontas  seam  of  coal.  The 
ventilation  produced  by.  a  small  fan  was  very  bad  at  time  of  inspection. 
Gas  was  found  in  this  mine,  but  not  in  sufficient  quantities  to  necessi- 
tate the  use  of  safety  lamps.  Drainage  was  found  good.  Breakthroughs 
and  stoppings  bad.  Machinery  and  appliances  only  fair.  The  general 
safety  of  this  mine  was  only  fair.  The  coal  is  being  undercut  with  the 
use  of  electric  machines.  The  second  opening  meets  the  requirements 
of  the  law.  With  a  full  force  of  men  and  the  present  equipment  this 
mine  is  capable  of  producing  200  tons  per  day. 

This  mine  was  reported  last  year  as  North  Side  Mine,  No.  719  of  the 
printed  report. 
J.    P.    DAVIS,   Supt.  MIKE   LILLY,    Mine   Boss. 

Series  No.  1164.  South  Side  Mine. — This  is  a  shaft  opening  located  at 
Huger,  three  miles  east  of  Welch  on  the  main  line  of  the  N.  &  W.  R.  R. 
This  is  a  new  mine,  being  in  operation  for  about  five  months.  The 
ventilation  was  found  good  throughout  the  mine.  Drainage  and  roof 
good.  Doors  and  brattice  only  fair.  The  ingress  and  egress  was  bad 
owing  to  the  condition  of  the  cage.  The  coal  is  cut  with  electric  ma- 
chines. A  map  of  this  mine  extended  to  June  1,  1908,  has  been  sent  to 
this  office.  With  the  present  equipment  and  a  full  force  of  men  this  mine 
is  capable  of  producing  100  tons  per  day. 

This  mine  was  not  reported  last  year. 
J.  P.  DAVIS,  Supt.  M.   M.  LILLY,  Mine  Boss. 

CIRRUS   COAL   tt-    COKE   CO. 
Series  No.  1165.     Cirrus  Mine. — This  mine  is  located  at  Big  Four  on 
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Elkhorn  on  the  main  line  of  the  N.  &  W.  R.  R.  This  is  a  slope  opening 
operating  the  No.  3  Pocahontas  seam  of  coal.  It  is  ventilated  by  two 
four-foot  fans.  They  were  giving  good  results  at  the  time  of  inspection. 
The  drainage  was  bad  in  first  right  entry.  At  the  time  of  first  inspec- 
tion gas  was  found.  The  oil  and  powder  law  was.  being  observed.  The 
second  opening  meets  the  requirements  of  the  law.  With  a  full  force  of 
men  and  the  present  equipment  this  mine  is  capable  of  producing  250 
tons  per  day. 

This  mine  was  reported  last  year  as  Cirrus  Mine,  No.  669  of  the  printed 
report. 

Note:- — The  above  company  is  setting  up  machinery  preparatory  to 
sinking  a  new  shaft  mine  one  mile  west  of  Cirrus  Mine  to  develop  No. 
3  and  No.  4  Pocahontas  seams.  They  expect  to  be  shipping  coal  in  the 
early  spring. 

THOS.  A.   SHEWEY,   Supt.  ED.   FLANAGAN,   Mine   Boss. 

JNO.  MORAN,  Fire  Boss. 

VIRGINIA  FUEL  CO. 

Series  No.  1166.  Virginia  Mine. — This  is  a  slope  opening  located  at 
Big  Four  on  the  main  line  of  the  N.  &  W.  R.  R.,  five  miles  east  of 
Welch.  This  is  a  new  mine  and  at  present  is  ventilated  by  a  fan  which 
gives  good  ventilation  throughout  the  mine.  The  drainage  and  roof 
were  found  good.  Doors  and  brattices  only  fair.  Ingress  and  egress 
was  bad  on  account  of  furnace  being  in  second  opening.  The  oil  and 
powder  law  was  being  observed.  With  a  full  force  of  men  and  the 
present   development  this  mine  is  capable  of  producing  25  tons  per  day. 

This  mine  was  not  reported  last  year. 
J.   A.    STATON,   Supt.  S.   W.    FOY,   Mine   Boss. 

THE  KING   COAL    CO. 

Series  No.  1167.  King  Mine. — This  is  a  slope  opening  operating  the 
No.  3  Pocahontas  seam  of  coal.  The  ventilation  is  produced  by  a  large 
fan.  It  was  found  good  in  all  places  inspected.  The  drainage  and  roof 
good.  A  large  amount  of  marsh  gas  was  found  being  liberated  from  the 
coal  in  this  mine  and  the  inspector  in  his  judgment  considered  it  dan- 
gerous to  continue  the  operation  of  the  mine  with  open  lights,  and 
therefore  recommended  that  locked  safety  lamps  be  used  exclusively  on 
and  after  a  reasonable  time  which  was  given  to  the  operator  to  secure 
the  lamps.  The  officials  of  the  company  had  an  adverse  opinion  as  to 
the  amount  of  gas  that  was  being  generated  and  they  took  exception  to 
the  district  inspector's  ruling  and  appealed  their  case  to  the  chief  of 
department  of  mines,  who  together  with  several  other  district  inspectors 
made  an  examination  of  the  mine  and  found  the  same  to  be  very  gaseous 
therefore  upholding  the  district  mine  inspector  in  his  action  relative  to 
requiring  the  mine  to  be  worked  with  safety  lamps.  After  getting  the 
opinion  of  Mr.  Paul  and  his  assistants  the  general  management  con- 
cluded that  it  would  be  best  to  adopt  the  use  of  safety  lamps,  which  he 
did  at  once.     This  mine  was  found  to  be  very  dry  and  dusty  and  brattice 
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cloth  being  used  in  all  places  to  conduct  the  air  to  the  working  faces. 
All  other  requirements  were  being  fairly  well  observed.  This  mine  with 
a  full  force  of  men  and  the  present  equipment  is  capable  of  producing 
900  tons  per  day. 

This  mine  was  reported  last  year  as  King  Mine,  No.  710  of  the  printed 
report. 

J.  W.  MALSBY,  Supt.  W.  H.  SANFORD,  Mine  Boss. 

S.  J.  KIMBBLY,  Fire  Boss. 

THE  TIDEWATER   GOAL   &   COKE   CO. 

Series  No.  1168.  Tidewater  Mine. — This  is  a  drift  opening  located  on 
Elkhorn  river  at  Vivian  on  the  main  line  of  the  N.  &  W.  R.  R.  The 
ventilation  is  produced  by  an  eighteen,  sixteen  and  seven-foot  fans.  The 
ventilation  was  found  good  throughout  the  mine  with  few  exceptions. 
The  roof  is  bad  but  well  looked  after.  Gas  was  found  on  top  of  falls  in 
the  pillar  work.  The  inspector  withdrew  all  the  men  on  day  of  inspection 
from  that  section  of  the  mine  and  gave  orders  for  the  standing  gas  to 
be  removed  and  the  men  that  were  put  to  work  to  remove  the  gas  and 
use  nothing  but  safety  lamps  and  no  one  to  be  allowed  on  the  return 
airway  and  that  a  current  of  air  be  diverted  and  maintained  through 
the  old  and  abandoned  workings.  And  that  safety  lamps  be  used  in  that 
section  of  the  mine.  I  also  found  an  excess  number  of  men  working  in 
one  air  current.  The  company  agreed  to  construct  an  overcast  at  once 
to  meet  the  requirements  of  the  law.  The  local  manager  of  this  mine 
is  in  my  judgment  very  incompetent,  having  had  but  very  little  ex- 
perience in  mine  work  and  the  gases  met  with  in  coal  mines.  Prosecu- 
tion was  threatened  before  getting  the  laws  fully  complied  with.  This, 
mine  is  capable  of  producing  with  a  full  force  of  men  and  the  present 
development  1200  tons  per  day. 

This  mine  was  reported  last  year  as  Tidewater  Mine,  No.  651  of  the 
printed  report. 
J.  H.  MALSBY,   Supt  S.  B.  CAMPBELL    AND 

'   O.   J.   SMITH,   Mine  Bosses. 
T.  L.  BOOTH, 
F.  WELL   AND 
GEO.  DOYNER,  Fire  Bosses. 

BOTTOM  CREEK  COAL  &   COKE  CO. 

Series  No.  1169.  Bottom  Creek  Mine. — This  is  a  drift  mine  located 
at  Vivian  and  is  on  the  main  line  of  the  N.  &  W.  R.  R.  The  ventila- 
tion is  produced  by  two  fans.  Ventilation  was  found  very  good  at  the 
face  of  all  working  places,  but  old  workings  were  found  to  be  neglected. 
Gas  was  found  on  the  eighth  entry  on  top  of  falls  where  the  pillars  had 
been  extracted.  It  was  necessary  to  place  that  section  of  the  mine  on 
safety  lamps  and  also  recommended  that  a  separate  current  of  air  be  di- 
verted through  all  old  workings,  and  over  top  of  falls  and  the  same  to 
be  maintained  and  that  no  one  be  allowed  on  the  return  current  when 
removing  the  gas  from  off  top  of  the  falls.     The  mine  was  found  to  be 
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very  dusty  in  a  number  of  places.  Men  were  put  to  work  to  remove  it 
before  the  inspector  left  the  mine.  The  general  manager  said  that  the 
dust  had  been  neglected  owing  to  a  very  bad  squeeze  that  was  working 
on  the  mine  and  their  attention  was  all  on  the  work  of  trying  to  check 
it.  The  powder  law  was  not  observed.  No  violations  of  the  oil  law  were 
found  and  all  other  requirements  were  being  well  observed.  With  a  full 
force  of  men  and  the  present  development  this  mine  can  produce  1000 
tons  per  day. 

This  mine  was  reported  last  year  as  Bottom  Creek  Mine,  No.  652  of  the 
printed  report. 
G.  S.  PATERSON,  Gen.  Mgr.  ARTHUR  STURM,  Mine  Boss. 

PEERLESS  COAL  d  COKE  CO. 

Series  No.  1170.  Peerless  Mine. — This  mine  is  located  at  Vivian  on 
the  Elkhorn  river  on  the  main  line  of  the  N.  &  W.  R.  R.  It  is  a  drift 
opening  operating  the  No.  3  Pocahontas  seam  of  coal.  The  ventilation 
is  produced  by  a  twelve-foot  fan  which  only  gives  fair  ventilation  through- 
out the  mine.  Drainage  was  good.  Some  coal  dust  was  found  on  the 
main  haulage.  The  roof  is  very  bad  in  this  mine  but  was  well  taken 
care  of.  Locomotives  are  used  in  this  mine  but  the  management  has  it 
under  consideration  to  install  an  electric  plant.  The  second  opening 
meets  the  requirements  of  the  law.  A  map  extended  to  June  the  25th, 
1908,  has  been  filed  in  this  office.  With  a  full  force  of  men  and  the 
present  equipment  this  mine  is  capable  of  producing  700  tons  per  day. 

This  mine  was  reported  last  year  as  Peerless  Mine,  No.  G53  of  the 
printed  report. 

R.  G.  LUTHER,  Supt.  THOS.  WILDON,  Mine  Boss. 

A.  J.  HAM,  Fire  Boss. 

EMPIRE   COAL   &   COKE   CO. 

Series  No.  1171.  Empire  Mine. — This  mine  is  located  at  Landgraff,  on 
the  main  line  of  the  N.  &  W.  R.  R.,  and  operating  No.  3  seam  of  coal. 
The  ventilation  is  produced  by  a  fan  which  gives  sufficient  quantity  if 
the  same  had  been  found  properly  conducted  to  the  face  of  the  working 
places.  Breakthroughs  were  not  being  driven  as  required  by  law. 
Brattice  cloth  was  being  used  for  the  purpose  of  conducting  the 
air  from  the  last  cross  cut  that  was  driven  through  to  the  face  of  the 
working  place,  but  owing  to  the  imperfect  manner  in  which  it  was  con- 
structed it  did  not  do  what  it  was  intended  to  do.  In  my  mind  this  was  a 
very  dangerous  practice,  as  it  appeared  to  me  that  it  was  a  mere  blind  to 
evade  the  law  in  the  driving  of  breakthroughs,  r  also  found  places 
turned  inside  of  the  last  return  air  current,  which  was  in  violation  of 
the  law.  As  to  general  safety,  on  the  day  of  my  first  inspection  I  found 
it  to  be  only  fair  on  account  of  the  bad  condition  of  the  ventilation,  and 
gas  was  being  liberated  from  the  seam,  and  some  places  being  dusty. 
Recommendations  were  made  to  this  company  asking  them  to  put  their 
mine  in  condition  to  meet  the  requirements  of  the  law  or  I  would  be 
compelled  to  resort  to  legal  proceedings.     The  haulways  are  in  fair  con- 
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dition.  The  oil  that  was  being  used  for  illuminating  purposes  was  of  a 
fair  quality.  The  second  opening  meets  the  requirements.  Rules  are 
posted,  and  safety  lamps  on  hand.  This  mine  if  properly  ventilated,  and 
a  full  force  of  men  and  with  the  present  equipment  could  produce  at 
least  1200  tons  per  day. 

This  mine  was  reported  last  year  as  Empire  Mine,  No.  654  of  the 
printed  report. 

WILLIAM  D.  ORD,  Supt.  THOS.  R.  BARRETT,  Mine  Boss. 

S.  CAMPBELL,  Fire*  Boss. 

SHAWNEE  COAL  &  COKE  CO. 

Series  No.  1172.  Shawnee  Mine. — This  mine  is  located  at  Eckman  on 
the  Elkhorn  river.  It  is  a  drift  mine  operating  the  No.  3  Pocahontas 
seam  of  coal.  The  ventilation  pi-oduced  by  a  twelve-foot  fan  gives  good 
results.  The  drainage  and  roof  were  found  good.  A  small  amount  of 
gas  was  found  in  the  cracks  of  coal.  No  dangerous  practices  observed. 
The  powder  and  oil  law  well  observed.  Electric  haulage  is  used  in  this 
mine.  The  second  opening  meets  the  requirements  of  the  law.  With  a 
full  force  of  men  and  the  present  development  this  mine  is  capable  of 
producing  500  tons  per  day. 

A  map  extended  to  July,  1908,  has  been  furnished  this  office. 

This  mine  was  reported  last  year  as  Shawnee  Mine,  No.  G55  of  the 
printed  report. 

MORRIS    WATT,    Supt.  M.  A.   SEXTON,  Mine  Boss. 

JAMES  BROWN,  Fire  Boss. 

EUREKA   COAL   &   COKE   CO. 

Series  No.  1173.  Eureka  Mine. — This  mine  is  located  on  Dans  branch 
of  Elkhorn  river  one-half  mile  from  Eckman  Station.  This  is  a  drift 
opening  operating  the  No.  3  Pocahontas  seam  of  coal.  The  mine  is  ven- 
tilated by  a  large  fan.  The  ventilation  was  found  to  be  excellent  all 
through  this  mine.  Drainage  good.  The  roof  is  very  bad  but  proper 
attention  is  given  it.  The  powder  and  oil  law  well  observed.  Steam 
locomotives  are  used  at  present,  but  an  electric  plant  is  being  erected 
with  the  view  of  installing  an  electric  haulage  in  this  mine.  All  other 
provisions  of  the  mining  laws  were  carefully  observed.  This  mine  with 
the  present  equipment  and  a  full  force  of  men  is  capable  of  producing 
500  tons  per  day. 

This  mine  was  reported  last  year  as  Eureka  Mine,  No.  G5C  of  the 
printed  report. 

L.  E.  TIERNEY.  Gen.  Mgr.  C.   C.   HUGHES,  Mine  Boss. 

JNO.  COLES,  Fire  Boss. 

PULASKI  IRON  CO. 

Series  No.  1174.  No.  1  Mine. — This  mine  is  located  at  Eckman  on 
Elkhorn  river  on  the  main  line  of  the  N.  &  W.  R.  R.  This  is  a  drift 
ihine  operating  the  No.  3  Focahontas  seam  of  coal.  The  ventilation  was 
good  throughout  the  mine.     Drainage  was  bad.     The  roof  also  bad.   but 
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well  looked  after.  All  other  provisions  of  the  mine  laws  were  being 
carefully  observed.  This  is  an  old  mine  and  will  be  worked  out  about 
the  last  of  the  year.  A  map  of  this  mine  extended  to  April  1,  1908,  has 
been  filed  in  this  office. 

This    mine   was   reported    last   year    as    Pulaski    Mine,   No.    657    of    the 
printed  report. 
PERCIVAL  JOHNSON,   Supt.  JAMES  McGINNISS,  Mine  Boss. 

Series  No.  1175.  No.  2  Mine. — This  mine  is  located  on  Elkhorn  river 
about  one-fourth  mile  from  Eckman  Station.  It  is  a  drift  opening  oper- 
ating the  No.  3  Pocahontas  seam  of  coal.  The  ventilation  produced  by 
a  sixteen-foot  fan  was  found  good  in  all  places  of  this  mine.  The  drain- 
age and  roof  very  good.  The  powder  and  oil  law  well  observed.  Rules 
were  posted.  Safety  lamp  and  stretcher  were  found  on  hand.  This 
mine  with  a  full  force  of  men  and  the  present  equipment  is  capable  of 
producing  1200  tons  per  day. 

This  mine  was  not  reported  last  year. 
PERCIVAL  JOHNSON,  Supt.  J.  M.  SHANK,  Mine  Boss. 

KEYSTONE  COAL  d  COKE  CO. 

Series  No.  1176-1177.  Nos.  1  and  2  Mines. — These  mines  are  located  on 
the  Elkhorn  river  at  Keystone  on  the  main  line  of  the  N.  &  W.  R.  R. 
These  mines  are  ventilated  by  fans.  The  ventilation  was  only  fair  at 
the  time  of  inspection.  Dust  and  gas  were  found  in  various  places  and 
mine  foreman  was  inclined  to  be  contrary  as  to  watering  the  dust. 
Drainage  and  roof  only  fair.  The  general  safety  of  both  mines  only  fair 
•on  account  of  allowing  mines  to  get  dusty.  The  second  opening  meets 
the  requirements  of  the  law  in  both  mines.  A  map  of  these  mines  ex- 
tended to  July  1,  1908,  has  been  furnished  this  office.  These  mines  with 
the  present  equipment  and  a  full  force  of  men  could  produce  200  tons 
■each  per  day. 

These  mines  were  reported  last  year  as  Keystone  Nos.  1  and  2  Mines, 
Nos.   658  and   659   of  the  printed   report. 

J.  K.   F.   STEELE,  Gen.   Mgr.  No.   1— GEO.   B.   SMITH,  Mine   Boss.. 

GEO.  COOPER,  Fire  Boss. 
No.  2— JAS. SMITH,  Mine  Boss. 

LYNCHBURG  COAL  &   COKE   CO. 

Series  No.  1178.  Lynchburg  Mine. — This  mine  is  located  on  Elkhorn 
river  at  Kyle  on  the  main  line  of  the  N.  &  W.  R.  R.  This  is  a  drift 
opening  operating  the  No.  3  Pocahontas  seam  of  coal.  The  ventilation 
produced  by  a  large  fan  was  found  excellent  in  all  parts  of  the  mine. 
'The  drainage  and  roof  are  good.  Some  little  gas  was  found  in  a  bore 
hole  on  tenth  entry.  Breakthroughs,  stoppings,  doors  and  brattices  good. 
The  powder  and  oil  law  well  observed.  The  second  opening  meets  the 
requirements  of  the  law.  A  map  extended  to  July  1,  1908,  has  been  fur- 
nished this  office.  This  mine  with  the  present  equipment  and  development 
and  a  full  force  of  men  is  capable  of  producing  1500  tons  per  day. 
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This  mine  was  reported  last  year  as  Lynchburg  Mine,  No.   660  of  the 
printed  report. 
L.  E.  TIERNEY,  Gen.  Mgr.  THOS.  W.  FITZSIMMONS,  Mine  Boss. 

POWHATAN   COAL   &   COKE   CO. 

Series  No.  1179.  Powhatan  Mine. — This  mine  is  located  at  Powhatan 
Station  on  the  Elkhorn  river.  It  is  a  drift  opening  operating  the  No.  S 
Pocahontas  seam  of  coal.  This  mine  is  ventilated  by  a  large  fan  which 
gives  good  results.  The  drainage  and  roof  were  found  good  in  this, 
mine.  The  oil  law  was  being  well  observed  with  one  exception.  The 
powder  was  being  carried  into  the  mine  in  five  pound  cans.  The 
second  opening  meets  the  requirements  of  the  law.  A  map  extended  to 
July  1,  1908,  has  been  furnished  this  office.  This  mine  with  a  full  force 
of  men  and  the  present  equipment  and  development  is  capable  of  pro- 
ducing 1000  tons  of  coal  per  day. 

This  mine  was  reported  last  year  as  Powhatan  Mine,  No.  661  of  the 
printed  report. 

L.  E.  TIERNEY,  Gen.  Mgr.  JNO.  LYNCH,  Mine  Boss. 

JNO.  LYNCH,  Jr.,  Fire  Boss- 

UPLAND   COAL   &   COKE   CO. 

Series  No.  1180.  No.  1  Mine. — This  mine  is  located  on  Elkhorn  river 
at  Elkhorn  on  the  main  line  of  the  N.  &  W.  R.  R.  This  is  a  drift  open- 
ing operating  the  No.  3  Pocahontas  seam  of  coal.  The  mine  is  ventilated 
by  a  twenty-foot  fan.  The  ventilation  was  found  good  in  all  places  in- 
spected. The  drainage  and  roof  well  looked  after.  The  oil  law  was 
well  observed.  Some  few  men  were  taking  powder  in  mine  in  excess 
quantities.  The  general  safety  of  this  mine  I  consider  good.  The  second 
opening  meets  the  requirements  of  the  law.  A  map  extended  to  July 
1,  1908,  has  been  filed  in  this  office.  With  a  full  force  of  men  and  the 
present  equipment  this  mine  is  capable  of  producing  1000  tons  per  day. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  662  of  the  printed 
report. 
J.  J.  LINCOLN,  Gen.  Mgr.  J.  A.  GRANTHAM,  Mine  Boss. 

Upland  No.  2  Mine  is  worked  out. 

HOUSTON  COAL  &  COKE  CO. 

Series  No.  1181.  No.  1  Mine. — This  mine  is  located  at  Elkhorn  on 
the  main  line  of  the  N.  &  W.  R.  R.  The  mine  is  a  drift  opening  oper- 
ating the  No.  3  Pocahontas  seam  of  coal.  It  is  ventilated  by  a  large  fan 
which  produces  good  results.  The  drainage  and  roof  were  found  very 
good  in  this  mine.  The  oil  law  was  being  complied  with,  with  two  ex- 
ceptions. Powder  was  carried  in  the  mine  in  five  pound  cans.  No  dan- 
gerous practices  observed.  The  second  opening  meets  the  requirements, 
of  the  law.  All  other  provisions  of  the  mine  laws  were  fully  observed. 
This  mine  with  a  full  force  of  men  and  the  present  equipment  and  de- 
velopment is  capable  of  producing  1000  tons  of  coal  per  day. 
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This  mine  was  reported  last  year  as  No.  1  Mine,  No.  664  of  the  printed 
report. 
BENJ.    LEWIS,    Supt.  CHRIS.    KERSHAW,    Mine   Boss. 

Series  No.  1182.  No.  2  Mine. — This  mine  is  located  some  little  distance 
from  Elkhorn  Station  on  Elkhorn  river.  This  is  a  drift  mine  operating 
the  No.  3  Pocahontas  seam  of  coal.  The  ventilation  is  produced  by  a 
fan  at  No.  1  Mine,  this  mine  serving  as  an  intake  for  No.  1  Mine.  The 
ventilation  was  found  to  be  very  good  in  all  places  inspected.  The  roof 
is  slate  and  is  very  bad,  but  all  precaution  is  taken  to  keep  it  so  as  it 
will  be  safe.  Some  few  men  were  carrying  powder  into  the  mine  in 
•excess  quantities.  Other  provisions  of  the  mine  law  were  being  carefully 
observed.  This  mine  with  a  full  force  of  men  and  the  present  equipment 
is  capable  of  producing  400  tons  per  day. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  665  of  the  printed 
report. 
BENJ.  LEWIS,  Supt.  GEO.  GUY,  Mine  Boss. 

CROZER   COAL   &   COKE  CO. 

Series  No.  1183.  Crozer  No.  1  Mine. — This  mine  is  located  some  little 
distance  from  Elkhorn  Station  on  the  main  line  of  the  N.  &  W.  R.  R. 
It  is  a  drift  opening  operating  the  No.  3  Pocahontas  seam  of  coal.  This 
mine  is  ventilated  by  a  twenty-foot  fan.  The  ventilation  was  only  fair 
in  all  places  inspected.  Coal  dust  was  found  in  most  places.  Dioxide 
gas  was  also  found.  Breakthroughs  were  not  being  driven  as  required 
by  law  thus  causing  poor  Ventilation.  The  oil  was  of  mixed  quality. 
Excess  quantities  of  powder  were  being  taken  into  the  mine.  The  second 
opening  meets  the  requirements  of  the  law.  A  map  of  this  mine  extended 
to  July  1,  1908,  has  been  furnished  this  office.  With  a  full  force  of  men 
and  the  present  equipment  and  development  this  mine  is  capable  of  pro- 
ducing 1000  tons  per  day. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  666  of  the  printed 
report. 
JAS.  R.  BAILY,  Supt.  R.  B.   SMITH,  Mine  Boss. 

Series  No.  1184.  Crozer  No.  2  Mine. — This  mine  is  a  drift  opening 
operating  the  No.  3  Pocahontas  seam  of  coal.  The  ventilation  is  pro- 
duced by  a  fifteen-foot  fan  which  gives  good  results.  The  drainage  was 
found  good.  Some  coal  dust  was  found  in  various  places.  Roof  and 
timbering  good.  The  oil  used  for  illuminating  purposes  was  found  good. 
The  second  opening  meets  the  requirements  of  the  law.  A  map  extended 
to  July  1,  1908,  has  been  filed  in  this  office.  With  the  present  equipment 
and  a  full  force  of  men  this  mine  is  capable  of  producing  450  tons  per 
day. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  667  of  the  printed 
report. 
JAS.  R.  BAILY,  Supt.  JAS.  R.  BAILY,   Mine   Boss. 
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TURKEY  GAP  COAL  &  COKE  CO. 

Series  No.  1185.  Turkey  Gap  Mine. — This  mine  is  located  at  Ennis  on 
Elkhorn  river  on  the  main  line  of  the  N.  &  W.  R.  R.  It  is  a  drift 
opening  operating  the  No.  3  Pocahontas  seam  of  coal.  The  mine  is  ven- 
tilated by  a  sixteen-foot  fan  which  gives  fairly  good  results.  The  drain- 
age and  roof  good.  As  to  gas,  a  mixture  of  carbon  monoxide  and  car- 
bon dioxide  was  found  on  the  entry,  given  off  from  the  locomotive.  Oil 
used  for  illuminating  purposes  I  consider  fair.  The  powder  law  was 
well  observed.  The  second  opening  meets  the  requirements  of  the  law. 
*With  a  full  force  of  men  and  the  present  equipment  and  development 
this  mine  is  capable  of  producing  2000  tons  per  day.  During  the  year 
in  order  to  compel  a  compliance  with  Section  24  relative  to  the  use  of 
steam  locomotives  in  mines,  on  request  of  the  district  inspector  the 
chief  of  department  of  mines  closed  this  mine  until  such  time  as  they 
saw  fit  to  operate  without  the  use  of  steam  locomotives  inside  the  mines. 
The  officials  of  the  company  appealed  to  the  court  with  Judge  I.  C.  Hern- 
don  on  the  bench,  who  declared  Section  24  of  the  mine  law  unconstitu- 
tional and  ordered  the  mine  to  be  reopened. 

This  mine  was  reported  last  year  as  Turkey  Gap  Mine,  No.  668  of  the 
printed  report. 
ED.  McQUAIL,  Supt.  J.  P.  JOHNSON,  Mine  Boss. 

WYOMING  COUNTY. 

WM.    TOLIVER. 

• 

Series  No.  1186.  Rich  Knob  Mine. — This  is  a  small  drift  opening  hav- 
ing no  way  of  ventilation.  It  has  only  one  opening  which  is  in  200  feet. 
This  mine  is  located  at  Maben  on  the  Deepwater  R.  R.  The  conditions 
of  this  mine  in  general  were  bad.  Two  men  were  killed  in  this  mine 
from  an  explosion  of  a  keg  of  black  powder. 

This  mine  was  not  reported  last  year. 
WM.  M.  TOLIVER,  Supt.  CHAS.  SCOTT,  Mine  Boss. 
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GENERAL    SUMMARY   OF   THE    TWELFTH   MINING   DISTRICT    FOR 
THE  YEAR  ENDING  JUNE  30TH,  1908. 
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Office  of  the-  Twelfth  District  Mine  Inspector, 

Williamson,  W.  Va.,  September  14,  1908. 

Hon.   James  W.   Paul, 

Chief  of  Department  of  Mines, 
Charleston,   W.   Va. 

Dear  Sir: — In  compliance  with  Section  3  of  the  Mining  Law,  I  here- 
with respectfully  submit  to  you  my  first  annual  report  as  inspector  of 
the  mines  in  the  Twelfth  District  for  the  year  ending  June  30,  1908. 

During  the  year  I  made  one  hundred  and  fifty-nine  regular  inspections, 
and  thirty-five  special  visits,  mostly  for  the  purpose  of  investigating 
fatal  accidents  and  suggesting  improvements  to  be  made  within  the 
mines.  This  does  not  include  the  five  weeks  spent  at  the  Monongah  Nos. 
6  and  8  Mines  during  the  explosion. 

Thirty-one  persons  were  prosecuted  by  me  during  the  year  for  vio- 
lating the  Mine  Law.  Many  of  these  prosecutions  were  against  mine 
foremen  for  not  complying  with  Section  15  of  the  Mine  Law  in  not 
taking  and  recording  the  air  measurements  of  the  mine.  In  all*  prosecu- 
tions that.  I  forced  to  a  final  issue,  I  was  successful  in  securing  con- 
victions. 

I  found  very  few  cases,  during  the  year,  where  full  kegs  of  powder 
were  brought  into  the  mine  or' where  kerosene  oil  was  used  for  illu- 
minating purposes.  For  this,  I  desire  to  give  credit  to  the  inspector 
who  previously  had  charge  of  the  counties  comprising  this  district  for 
the  careful  vigilance  he  exercised. 

In  this  district  there  are  quite  a  number  of  furnaces  in  use.     Where 
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they   have   depended    solely  upon    such    a   method    of   ventilation,    I    have 
recommended  the  installation  of  fans. 

A  furnace  at  its  best  is  a  very  poor  means  of  ventilation,  but  when 
the  fire  does  not  receive  proper  attention  it  becomes  practically  worth- 
less. The  law  prohibits  the  use  of  a  furnace  in  a  gaseous  mine,  and  it 
ought  to  be  made  so  as  to  prohibit  its  use  in  all  mines  after  they  have 
been  in  operation  a  certain  period  of  time,  say  six  months.  An  insuffi- 
cient supply  of  pure  air  in  a  mine,  even  where  no  fire  damp  is  envolved, 
does  the  workmen  more  permanent  injury  and  shatters  their  health 
qnicker  than  does  the  presence  of  fire  damp  in  a  well  ventilated  mine. 

At  the  beginning  of  the  year,  there  were  eight  mines  shooting  their 
coal  from  the  solid  in  this  district  without  complying  in  any  way  with 
the  regulations  governing  solid  shooting.  Since  then  two  have  installed 
coal  cutting  machinery,  one  has  adopted  the  exclusive  use  of  safety 
powder,  and  the  other  five  have  employed  shot  firers  to  shoot  the  coal 
when  all  other  employes  are  out  of  the  mine. 

In  mines  where  coal  is  being  shot  from  the  solid  with  black  powder, 
or  any  explosive  that  is  not  classed  as  a  safe  one,  we  compel  them  to 
employ  shot  firers  under  the  authority  vested  in  us  in  Section  23  of  the 
Mine  Law.  In  addition  to  this,  shot  firers  should  be  employed  in  mines 
where  gas  is  found  in  quantities  indicative  of  danger,  or  in  mines  which 
are  not  naturally  wet  throughout,  when  a  safety  powder  is  not  used. 

In  a  dusty  mine,  where  the  miners  are  allowed  to  shoot  indiscrim- 
inately, ever  where  the  coal  is  undercut,  with  the  black  powder  they 
now  use,  I  think  there  is  as  much,  or  even  more,  danger  than  in  a  mine 
where  gas  is  found  in  dangerous  quantities  and  the  management  was  al- 
lowed to  work  with  open  lights. 

The  ordinary  mining  man  would  consider  it  suicidal  to  work  in  close 
proximity  to  a  dangerous  body  of  explosive  gas  -with  an  open  light, 
which  would  only  cause  when  ignited  an  explosion  proportionate  to  the 
amount  of  gas  present,  providing  the  mine  was  wet;  yet  few  realize  the 
danger  of  working  in  a  mirfe  whose  atmosphere  is  laden  with  fine  par- 
ticles of  coal  dust,  each  particle  containing  its  own  composition  of  gas, 
which  will,  when  the  intense  heat  from  a  blown  out  shot  fired  by  a  care- 
less miner  using  black  powder,  is  brought  to  bear  upon  it,  cause  an  ex- 
plosion whose  range  is  generally  the  entire  mine. 

Let  us  hope  that  the  U.  S.  Geological  Survey  will  soon  have  its  testing 
and  experimenting  plants  in  operation,  so  that  we  may  become  more 
thoroughly  informed  as  to  what  explosives  should,  and  should  not  be 
used  and  the  conditions  under  which  they  should  be  fired. 

Over  eighty  per  cent  of  the  fatal  accidents  that  occurred  in  this  dis- 
trict during  the  past  year  have  been  due  to  falls  of  slate,  brought  about 
principally  by  the  miner  neglecting  to  post  or  take  down  slate  that  he 
knew  to  be  dangerous. 

I  do  not  think  that  improperly  placed  shots  and  excessive  charges  have 
had  very  much  to  do  with  these  accidents.  In  every  mine,  though,  it 
would  be  well  to  adopt  a  certain  charge  limit.  Excessive  charges  of 
powder   should   be   prohibited.      Some   miners   will    try   to   shoot   a    place 


1908]  Department  of  Mines.  537 

■with  only  two  holes,  where  at  least  three  or  four  holes  should  be  fired 
with  the  same  amount  of  powder  that  is  used  for  the  two.  When  such 
excessive  shooting  is  done  it  helps  to  produce  accidents  due  to  falls  of 
slate  along  with  increasing  the  danger  of  blown  out  shots. 

In  the  last  few  months  there  have  been  four  men  killed  on  inclines  in 
this  district.  The  danger  to  men  riding  or  traveling  on  these  inclines 
is  very  great  and  yet  we  have  nothing  in  the  present  laws  to  eliminate 
such  a  danger. 

We  should  have  a  law  prohibiting  workmen  from  riding  or  traveling 
on  gravity  planes,  and  where  such  planes  exceed  a  certain  length  and 
■degree  of  pitch,  compel  the  operator  to  provide  a  safe  way  to  get  the  men 
to  their  work. 

A  separate  system  of  hauling  the  men  could  be  provided  by  having  a 
rope  of  ample  strength  and  using  safety  blocks  or  catches. 

Where  men  would  be  compelled  to  walk  to  their  work  on  such  inclines, 
it  would  be  a  direct  loss  to  both  operators  and  men,  for  no  useful  work 
is  accomplished  by  it  and  such  an  economic  loss  would  affect  all  con- 
cerned. 

There  was  one  fatal  accident  in  this  district  during  the  past  year  due 
to  coming  in  contact  with  a  high  voltage  electric  current.  Very  seldom 
one  hears  of  a  fatal  accident  due  to  a  power  that  does  not  exceed  250 
volts.  Those  desiring  to  install  high  voltage  generating  machinery  should 
be  compelled  to  install  it  in  such  a  way  that  its  voltage  could  be  re- 
duced by  means  of  transformers  to  250  or  less  before  it  entered  the 
mine. 

For  those  now  having  a  high  voltage  electric  current  in  their  mines, 
the  legislature  should  pass  some  law  to  safeguard  the  men  who  have  to 
work  in  such  mines. 

Section  14  of  our  mining  law  reads:  "Mines  in  which  explosive  gas  is 
generated  in  dangerous  quantities  from  the  coal  or  adjacent  strata  shall 
be  worked  exclusively  by  the  use  of  locked  safety  lamps." 

The  term  "generated  in  dangerous  quantities"  can  be  construed  in 
many  ways   for"  different  conditions  and   methods   of   ventilating. 

Take  a  mine  generating  explosive  gas,  where  the  ventilation  is  the 
minimum,  or  a  little  over  that  required  by  law,  the  air  current  after  cir- 
culating through  the  working  places  is  so  impregnated  with  explosive 
gas  that  it  can  be  detected  in  the  atmosphere  by  an  ordinary  safety 
lamp.  The  mine  when  ventilated  in  such  a  way  and  generating  this 
amount  of  gas  should  be  worked  exclusively  with  locked  safety  lamps. 

Now  take  a  mine  generating  this  same  amount  of  explosive  gas  where 
the  ventilation  maintained  is  from  nine  to  fifteen  times  the  amount  re- 
quired by  law,  such  ventilation  we  know  is  maintained  by  the  most  up- 
to-date  operators  in  Their  mines.  The  air  current  is  made  to  sweep  the 
face  of  all  working  places  and  on  its  return  we  are  unable  to  detect  the 
smallest  percentage  of  explosive  gas  rn  the  atmosphere  by  means  of  the 
ordinary  safety  lamp. 

The  mine  when  ventilated  in  this  way  should  not  be  compelled  to  work 
with  locked  safety  lamps. 
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Where  the  pillars  of  a  mine  are  being  drawn  and  the  overlying  strata 
has  subsided  and  over  it  there  is  known  or  thought  to  be  a  dangerous 
accumulation  of  explosive  gas  which  might  be  brought  down  on  the  work- 
men's lights  by  another  fall,  then  such  part  of  the  mine  or  any  part  ven- 
tilated by  the  same  air  current,  should  be  worked  with  locked  safety 
lamps,  exclusively. 

I  think  Section  14  of  our  present  mine  law  should  be  amended  to  read 
as  follows:  "In  mines  where  explosive  gas  is  being  generated  from  en- 
tries, airways,  traveling  ways,  and  other  working  places  of  a  mine,  in 
such  quantities  that  it  can  be  discerned  in  the  air  current  by  an  ordinary 
safety  lamp,  or  where  it  is  known  or  thought  to  exist  in  dangerous  quan- 
tities over  strata  that  has  subsided  on  account  of  the  withdrawing  of 
pillars,  or  is  likely  to  be  encountered  in  driving  toward  old  workings, 
locked  safety  lamps  shall  be  used  exclusively." 

It  should  be  further  amended:  "In  mines  generating  explosive  gas, 
where  safety  lamps  are  being  used  exclusively,  the  use  of  electric  wires 
and  electric  currents  is  prohibited  unless  some  device  is  used  to  pre- 
vent the  emission  of  sparks  or  flame  into  the  atmosphere  of  the  mine." 

In  the  mines  of  my  district  where  I  find  the  law  complied  with  in 
every  respect,  are  to  be  found  competent  mine  foremen.  I  am  quite  sure 
those  men  could  not  be  made  more  competent  by  having  to  undergo  an 
examination  to  test  their  competency. 

Where  mine  foremen  have  to  pass  a  State  examination  to  test  their 
competency,  the  courts  are  inclined  to  place  too  much  of  the  responsibil- 
ity upon  the  State  when  an  accident  happens  through  the  ignorance  or 
carelessness  of  the  mine  foreman. 

Where  an  inspector  finds  a  mine  in  first  class  condition,  the  mine  fore- 
man who  has  put  it  in  such  condition  has  given  sufficient  proof  of  his. 
competency. 

Therefore,  instead  of  having  mine  foremen  undergo  an  examination  to 
determine  their  competency,  let  the  mine  laws  be  enforced  to  the  letter 
and  the  operator  will  be  compelled  to  hire  competent  men. 

In  some  of  the  mines,  I  found  men  working  in  places  where  there  was 
not  the  least  percptible  air  current  and  so  unhealthy  that  I  wondered 
how  any  one  could  work  in  such  places  and  retain  his  health,  yet,  when 
I  questioned  the  men  in  these  places  as  to  the  kind  of  ventilation  in 
which  they  were  working,  they  would  invariably  reply  that  they  consid- 
ered it  tolerably  good. 

In  a  few  cases,  I'  found  conditions  so  unhealthy  that  I  had  every  man 
found  working  in  the  mine  taken  out  and  in  a  great  many  instances  I 
stopped  men  from  working  in  parts  of  the  mine  that  did  not  meet  lawful 
requirements.  Notwithstanding  the  fact  that  I  did  this  to  protect  the 
health  of  the  men  employed,  there  has  never  yet  been  any  complaint 
made  to  me  by  such  men  or  their  co-operation  offered  for  bettering  their 
condition. 

On  the  other  hand,  there  are  operators  in  the  district  who  endeavor  to 
keep  their  mines  in  the  most  healthy  condition  possible.  They  know 
that  the  men  when  furnished   well  ventilated   places   in  which   to   work 
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can  accomplish  more  work,  and  that  better  discipline  can  be  maintained 
among  them,  as  they  are  better  satisfied  with  their  condition.  The  best 
class  of  labor  is  always  found  working  at  these  mines. 

Although  a  great  many  improvements  have  been  made  in  the  mines 
of  this  district  during  the  year,  there  is  still  a  good  deal  to  be  improved 
upon. 

Most  of  the  operators  are  in  a  mood  to  receive  any  recommendations 
or  instructions  that  may  be  offered  them  to  better  the  condition  of  their 
mines  and  far  greater  results  can  be  expected  for  the  coming  year. 

If  nothing  unforeseen  happens  during  the  coming  year,  I  will  be  able 
to  render  the  most  efficient  service  possible  for  me  with  the  number  of 
mines  now  in  my  district  along  with  transacting  the  clerical  duties  of 
my  office. 

In  conclusion,  I  desire  to  give  thanks  to  those  operators  operating  the 
mines  on  Island  creek  in  Logan  county  and  the  Red  Jacket  Consolidated 
Coal  &  Coke  Co.,  Thacker  Coal  &  Coke  Co.,  and  the  Glen  Alum  Coal  Co., 
in  Mingo  county,  for  the  initiative  they  took  in  having  their  mines  to 
comply  with  the  mine  law  in  nearly  every  particular. 

I  also  wish  to  thank  you  for  the  able  assistance  I  received  from  you 
during  the  year  and  the  operators  and  miners  for  the  respect  shown  me. 

Respectfully   submitted, 

P.  A.  Grady, 
Mine   Inspector,    Twelfth  District. 

In  the  following  reports  of  the  mines  in  this  district  where  no  special 
mention  is  made  of  the  method  of  working,  the  developments  are  on  the 
double  entry  system. 


CONDITION    OF    THE   MINES    IN    THE    TWELFTH    DISTRICT. 

The  last  two  series  numbers  indicate  the  Inspector's  number  of  the 
mine,  while  the  number  or  numbers  preceding  them  indicate  the  number 
of  the  district  in  which  the  mine  is  located,  viz:  1219  indicates  the 
Twelfth  District  and  number  19  mine. 

LINCOLN   COUNTY, 
BRANCHLAND  COAL  CO. 

Series  No.  1201.  Branchland  Mine. — This  mine  is  located  on  the  Guyan 
Valley  branch  of  the  C.  &  O.  R.  R.  It  is  a  drift  opening,  conveying  the 
coal  across  the  river  to  the  tipple  by  an  aerial  rope  tramway.  Roof  is 
bad;  drainage  good.  The  ventilation  produced  by  a  furnace  is  not  sat- 
isfactory. Doors  and  stoppings  were  not  found  in  good  condition.  After 
much  insistence  the  management  finally  agreed  to  construct  permanent 
stoppings.  Rules  are  posted.  Stretchers,  blankets  and  safety  lamps  are 
kept  at  the  mine.  The  oil  used  is  sold  by  the  company  and  is  of  a  fair 
quality.     This  mine  is  capable  of  producing  about  200  tons  per  day. 
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This  mine  was  reported  last  year  as  Lincoln  No.  1  Mine,  No.  562  of  the 
printed  report. 

J.  W.  LOCKWOOD  AND  LON  REEVES    AND 

G.  W.  COYLE,  Supts.  J.  C.  FENIMORE,  Mine  Bosses. 

SOUTHERN  FUEL   CO. 

Series  No.  1202.  Rochester  Mine. — This  mine  is  located  on  the  Guyan 
Valley  branch  of  the  C.  &  O.  R.  R.  It  is  a  drift  opening  operating  the 
Kanawha  seam.  This  mine  operated  very  little  during  the  past  year 
and  only  one  inspection  was  made  at  which  time  it  was  found  necessary 
to  withdraw  all  the  men  from  the  mine  on  account  of  poor  ventilation, 
dependent  upon  natural  causes.  Roof  is  bad,  drainage  good.  Doors  and 
stoppings  were  found  in  poor  condition.  Rules  were  not  posted  or  record 
of  air  measurements  kept.  The  oil  sold  by  the  company  is  of  a  fair 
quality.  Stretchers,  blankets  and  safety  lamps  were  not  kept  at  the 
mine. 

This  mine  was  reported  last  year  as  Rochester  Mine,  No.   561  of  the 
printed    report. 
G.  W.  COYLE,  Supt.  and  Mine  Boss. 

.  BRANCHLAND  COAL  CO. 

Series  No.  1203.  Brown  City  Mine. — This  mine  is  located  on  the  Guyan 
Valley  branch  of  the  C.  &  O.  R.  R.  It  is  a  drift  opening  operating  the 
Kanawha  seam.  This  mine  has  not  been  in  operation  during  the  past 
year. 

This  mine  was  reported  last  year  as  Brown  City  Mine,  No.  563  of  the 
printed   report. 
J.   W.   LOCKWOOD   AND 
G.  W.  COYLE,   Supts. 

MITCHELL    &   BATES    (FORMERLY   EDEN   PARK    COAL    CO.) 

Series  No.  1204.  Eden  Park  Mine. — This  mine,  located  on  the  Guyan 
Valley  branch  of  the  C.  &  0.  R.  R.,  is  a  drift  opening  operating  the 
Kanawha  seam.  This  mine  shipped  a  little  coal  during  the  year,  but  was 
never  found  in  operation  when  it  could  be  conveniently  inspected. 

This  mine  was  reported  last  year  as  Eden  Park  Mine,  No.  564  of  the 
printed    report. 
J.  W.  MITCHELL,  Supt.  and  Mine  Boss. 

LOGAN   COUNTY. 
PRUDENTIAL    COAL   MINING    CO. 

Series  No.  1205.  Prudential  Mine. — This  mine  is  located  on  the  Guyan 
Valley  branch  of  the  C.  &  O.  R.  R.,  fifteen  miles  north  of  Logan.  It  is 
a  drift  opening  operating  the  Kanawha  seam.  The  ventilation  which  is 
produced  by  a  furnace  was  found  good  on  days  of  inspection.  Roof  is 
good;  drainage  fair.  The  law  is  complied  with  in  regard  to  stretchers, 
blankets,  safety  lamps,  powder  and  the  posting  of  rules.     Stoppings  are 
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of  a  temporary  nature.  This  mine  was  shooting  coal  from  the  solid  and 
I  insisted  upon  a  safety  powder  being  adopted  or  shot  firers  put  on  to 
shoot  the  coal.  The  management  assured  me  that  a  safety  powder  would 
be  adopted.     The  mine  has  been  idle  over  half  the  yea». 

This  mine  was  reported  last  year  as  Prudential  Mine,  No.  577  of  the 
printed   report. 
S.  C.  FISHER,  Supt.  and  Mine  Boss. 

STONE   BRANCH   COAL    CO. 

Series  No.  1206.  Stone  Branch  Mine. — This  mine,  located  on  Guyan 
river,  fifteen  miles  north  of  Logan,  is  a  drift  opening  operating  the 
Winifrede  seam.  The  ventilation  which  is  produced  by  a  furnace  and  a 
fan  that  was  installed  during  the  year  is  good.  Roof  is  good;  drainage 
good.  Rules  are  posted.  Safety  lamps,  stretchers  and  blankets  are  kept 
at  the  mine.  Stoppings  are  not  constructed  of  a  permanent  material. 
The  employes  burn  the  oil  sold  them  by  the  operating  company  which 
is  a  good  quality.  This  mine  is  capable  of  producing  about  200  tons 
per  day. 

This  mine  was  reported  last  year  as  Stone  Branch  Mine,  No.  572  of  the 
printed    report. 
G.  M.  BRENNAN,  Supt.  and  Mine  Boss. 

BIG  CREEK   COAL   CO. 

Series  No.  1207.  Big  Creek  Mine.— This  mine,  located  on  Guyan  river 
about  fourteen  miles  north  of  Logan,  is  a  drift  opening  operating  the 
Winifrede  seam  of  coal.  The  roof  is  good;  drainage  good.  Stoppings 
along  the  main  entry  are  permanently  constructed.  Ventilation  produced 
by  a  furnace  was  found  fairly  good  on  days  of  inspection.  The  law  in 
respect  to  stretchers,  blankets,  safety  lamps,  posting  rules,  powder,  oil 
and  the  taking  of  air  measurements  is  being  complied  with.  This  mine 
is  capable  of  producing  about  300  tons  per  day. 

This  mine  was  reported  last  year  as  Big  Creek  Mine,  No.   568  of  the 
printed   report. 
W.  T.  OLIVER,  Supt.  JOHN  EARLY,  Mine  Boss. 

E.   R.   JOHNSON    COAL    CO. 

Series  No.  1208.  Johnson  Mine. — This  mine  is  located  on  Sugar  Tree 
creek,  two  miles  from  Logan.  It  is  a  new  mine  operating  the  Winifrede 
seam  and  has  not  started  to  ship  any  coal.  A  large  electric  plant  is  being 
installed  and  the  company  intends  to  make  it  one  of  the  most  improved 
and  up  to  date  mines  in  the  field. 

This  mine  was  not  reported  last  year. 
H.   T.  WILSON,  Gen.   Mgr. 
GEORGE  HUDSON,  Supt. 

DRAPER   COAL  &  COKE   CO. 

Series  No.  1209.  Draper  Mine. — This  mine,  located  on  Guyan  river  at 
Logan,  is  a  drift  opening  operating  the  Winifrede  seam.    The  ventilation 
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produced  by  a  furnace  was  faund  fairly  good  on  days  of  inspection.  Roof 
is  good;  drainage  good.  The  oil  used,  as  furnished  by  the  company,  is  of 
a  good  quality.  The  mine  during  the  winter  months  is  dusty  and  I  had  to 
insist  upon  it  being  made  wet.  I  also  had  to  insist  very  hard  to  have 
permanent  stoppings  constructed  along  the  main  air  courses.  The  law 
is  complied  with  in  regard  to  stretchers,  blankets,  safety  lamps,  posting 
of  rules,  powder  and  the  taking  of  air  measurements.   ■ 

This  mine  was  reported  last  year  as  Draper  Mine,  No.  567  of  the  printed 
report. 
H.  O.  HBYSER,  Supt.  F.  R.  KITCHEN,  Mine  Boss. 

H.   T.  WILSON  COAL  CO. 

Series  No.  1210.  Wilson  Mine. — This  mine,  located  on  Guyan  river  at 
Logan,  is  a  drift  opening  operating  the  Winifrede  seam  of  coal.  Roof  is 
good;  drainage  good.  The  ventilation  produced  by  a  ten-foot  Stine  fan 
is  good.  Oil  good.  The  mine  is  dusty  during  the  winter  months  and  T 
had  to  insist  upon  it  being  made  wet.  After  some  insistence  permanent 
stoppings  were  constructed.  Rules  are  posted,  stretchers,  blankets  and 
safety  lamps  are  kept  at  the  mine.  This  mine  is  capable  of  producing 
about  200  tons  per  day. 

This  mine  was  reported  last  year  as  Wilson  Mine,  No.  581  of  the  printed 
report. 
H.  0.  HEYSER,  Supt.  JAMES  CARSON,  Mine  Boss. 

FORT  BRANCH  COAL  CO. 

Series  No.  1211.  Fort  Branch  Mine. — This  mine,  located  on  Dingess 
Run,  two  miles  east  of  Logan,  is  a  drift  opening  operating  the  Winifrede 
seam.  The  ventilation  produced  by  a  furnace  was  found  fairly  good  on 
days  of  inspection.  Roof  is  good;  drainage  good.  All  powder  is  taken 
into  the  mine  in  cans  of  five  pounds  capacity.  Carbonite  is  now  being 
used  to  shoot  wet  holes  instead  of  dynamite  which  was  formerly  used. 
Rules  are  posted  and  stretchers  and  safety  lamps  kept  at  the  mine.  The 
second  opening  meets  lawful  requirements.  The  oil  used  is  that  sold  by 
the  operating  company  which  is  of  a  good  quality.  This  mine  is  capable 
of  producing  ^bout  300  tons  per  day. 

This  mine  was  reported  last  year  as  Fort  Branch  Mine,  No.  575  of  the 
printed   report. 
C.  E.  STAFFORD,  Supt.  G.  H.  CAMPBELL,  Mine  Boss. 

PRICE    COAL    CO.    {FORMERLY    THE    ODD    COAL    CO.) 

Series  No.  1212.  Price  Mine. — This  mine,  located  on  Dingess  run,  two 
miles  east  of  Logan,  is  a  drift  opening  operating  the  Winifrede  seam. 
The  ventilation  produced  by  a  furnace  is  fairly  good.  The  installation 
of  a  fan  has  been  recommended  because  it  will  soon  be  too  large  to  be 
adequately  ventilated  by  a  furnace.  Roof  is  good  with  the  exception  of 
a  little  draw  slate  that  is  to  be  found  in  some  parts  of  the  mine.  Drain- 
age is  good;    stoppings  good.     The  law  is  fully  complied  with  in  regard 
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to  stretchers,  safety  lamps,  posting  rules,  oil  and  the  taking  of  air  meas- 
urements.    This  mine  is  capable  of  producing  300  tons  per  day. 

This  mine  was  reported  as  the  Odd  Mine  of  the  Odd  Coal  Co.,  No.  579 
of   last   year's  printed  report. 
C.  E.  PRICE,  Supt.  and  Mine  Boss. 

REX   COAL   &    COKE   CO. 

Series  No.  1213.  Rex  Mine.— This  mine,  located  on  Dingess  run,  three 
miles  east  of  Logan,  is  a  drift  opening  operating  the  Winifrede  seam. 
The  ventilation  produced  by  a  furnace  was  found  good  on  days  of  in- 
spection. Stoppings  are  good;  roof  and  drainage  good.  The  employes 
burn  the  oil  sold  them  by  the  operating  company  which  Is  good.  Rules 
are  posted.  Stretchers,  blankets  and  safety  lamps  are  kept  on  hand, 
air  measurements  "are  taken  and  recorded  as  required  by  law.  This 
mine  has  been  idle  for  about  half  of  the  year,  and  is  capable  of  producing 
about  150  tons  per  day. 

This  mine  was  reported  last  year  as  Rex  Mine,  No.  578  of  the  printed 

report. 

J.   P.   KENSER,   Supt.  G.   H.   BOLEN,   Mine   Boss. 

THE  LOGAN  COAL  CO. 

Series  No.  1214.  Logan  No.  1  Mine— -This  mine,  located  on  Dingess 
run.  four  miles  east  of  Logan,  is  a  drift  opening  operating  the  Wini- 
frede seam.  The  ventilation  produced  by  a  furnace  is  unsatisfactory  and 
the  installation  of  a  fan  has  been  recommended.  The  stoppings  along  the 
main  entry  did  not  meet  with  my  approval  so  I  recommended  that  they 
be  reconstructed  out  of  a  permanent  material.  Roof  is  good;  drainage 
good.  The  law  in  respect  to  oil,  powder,  posting  of  rules,  stretchers, 
blankets  and  safety  lamps  is  being  complied  with.  The  second  opening 
meets  lawful  requirements.  The  mine  has  been  idle  for  over  half  the 
year,  and  is  capable  of  producing  about  200  tons  per  day. 

This  mine  was  reported  last  year  as  Logan  No.  1  Mine,  No.  573  of  the 
printed    report. 
'  R.  S.  BRAME,  Supt.  W.   S.  McGINNIS,  Mine  Boss. 

ETHEL   COAL   CO. 

Series  No.  1215.  Ethel  Mine.— This  mine,  located  on  Dingess  run,  five 
miles  east  of  Logan,  is  a  drift  opening  operating  the  Winifrede  seam. 
The  ventilation  produced  by  a  furnace  was  poorly  distributed  to  some 
parts  of  the  mine,  which  necessitated  the  withdrawal  of  the  men  from 
such  parts  of  the  mine.  The  stop-pings  along  the  main  entry  and  over- 
casts are  constructed  of  a  permanent  material.  Roof  is  good;  drainage 
good.  Rules  are  posted  and  stretchers  and  safety  lamps  are  kept  at  the 
mine.  The  second  opening  meets  lawful  requirements.  Powder  is  taken 
into  the  mine  in  cans  of  five  pounds  capacity.  This  mine  is  capable  of 
producing  about  200  tons  per  day. 

This  mine  was  reported  last  year  as  Ethel  Mine,  No.  580  of  the  printed 

report. 

*C.  A.  DEVENY,  Supt.  JOHN  SP1CER,  Mine  Boss. 
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MONITOR  COAL  &  COKE  CO. 

Series  No.  1216.  Monitor  Mine. — This  mine,  located  on  Island  creek, 
two  miles  west  of  Logan,  is  a  drift  opening  operating  the  Winifrede 
seam.  The  condition  of  this  mine  in  regard  to  ventilation,  roof,  and 
drainage  is  very  good.  The  stoppings  and  overcasts  are  constructed  of 
brick  and  provision  has  been  made  to  make  the  necessary  splits  of  air. 
The  aircourses  and  traveling  ways  are  in  excellent  condition.  After  the 
track  is  taken  up  in  the  air  courses,  all  the  dust  and  track  ballast  is 
loaded  up  and  either  placed  between  walls  in  the  breakthroughs  or 
taken  out  of  the  mine.  The  mine  is  inclined  to  be  dusty  but  has  always 
been  found  well  sprinkled.  The  superintendent  of  this  mine  is  a  thor- 
oughly practical  man,  to  which  can  be  attributed  the  excellent  condition 
of  the  mine.  The  mine  law  is  observed  in  all  other  respects.  This  mine- 
is  capable  of  producing  about  700  tons  per  day. 

This  mine  was  reported  last  year  as  Monitor  No.  1  Mine,  No.  565  of  the 
printed  report. 
J.  E.  BARLOW,  Supt.  E.  M.   STEVENS,  Mine  Boss. 

Series  No.  1217.  Beechwood  Mine. — This  mine,  located  on  Island  creek 
two  miles  west  of  Logan,  is  a  drift  opening  operating  the  Winifrede  seam. 
The  ventilation  produced  by  an  eight-foot  Stine  fan  is  very  good.  The 
coal  from  this  mine  is  run  to  the  same  tipple  as  that  of  the  Monitor 
Mine.  This  mine  is  in  the  same  condition  and  the  law  observed  the 
same  as  in  the  Monitor  Mine.  It  is  capable  of  producig  about  400  tons 
per  day. 

This  mine  was  reported  last  year  as  Beechwood  Mine,  No.  565  of  the 
printed  report. 
J.  E.  BARLOW,  Supt.  R.  B.  BARLOW,  Mine  Boss. 

YUMA  COAL  &  COKE  CO. 

Series  No.  1218.  Yuma  Mine.— This  mine,  located  on  Island  creek,  three 
miles  west  of  Logan,  is  a  drift  opening  operating  the  Winifrede  seam  of 
coal.  The  ventilation  produced  by  an  eight-foot  Stine  fan  is  very  good. 
Roof  is  good;  drainage  good.  The  stoppings  and  overcasts  are  con- 
structed of  brick  and  the  ventilating  current  well  split.  Powder  is 
taken  into  the  mine  in  cans  of  five  pounds  capacity.  Rules  are  posted. 
Stretchers,  safety  lamps  and  blankets  are  kept  at  the  mine.  The  setond 
opening  meets  lawful  requirements.  The  air  courses  and  traveling  ways 
are  kept  well  clean  of  refuse  and  dust.  Oil  used  is  good.  This  mine  is 
capable  of  producing  about  500  tons  per  day. 

This  mine  was  reported  last  year  as  Yuma  Mine,  No.  574  of  the  printed 
report. 
C.  K.  ROBINSON,  Supt.  W.  L.  STEVENS,  Mine  Boss. 

GAY  COAL  &  COKE  CO. 

Series  No.  1219.  Gay  Mine. — This  mine,  located  on  Island  creek,  one 
mile  west  of  Logan,  is  a  drift  opening  operating  the  Winifrede  seam 
on  a  modified  Longwall  system.     The  rooms  are  turned  on  pne  hundred- 
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foot  centers,  driven  twelve  feet  wide  and  about  three  hundred  feet  deep. 
The  ribs  are  afterward  started  on  and  mined  until  there  is  only  twenty- 
five  feet  of  the  pillar  remaining.  It  will  be  a  hard  matter  to  ever  re- 
cover the  coal  that  is  left,  which  represents  25  per  cent,  and  I  doubt  if 
it  ever  can  be  recovered.  In  driving  the  rooms,  there  are  no  break- 
thioughs  cut,  but  the  working  faces  were  always  found  well  ventilated 
with  brattice  that  was  carried  forward  from  the  entry.  There  is  ample 
ventilation  produced  by  a  nine-foot  Guibal  fan.  The  roof  is  excellent 
and  the  mine  damp  throughout.  The  law  is  complied  with  in  respect  to 
stretchers,  blankets,  powder,  oil,  safety  lamp  and  posting  rules.  This 
mine  is  capable  of  producing  about  400  tons  per  day. 

This  mine  was  reported  last  year  as  Gay  Mine,  No.  566  of  the  printed 
report. 
H.    S.   GAY,    Supt.  FRED   KELLERMAN,   Mine   Boss. 

CORA  COAL  &  COKE  CO. 

Series  No.  1220.  Cora  Mine. — This  mine,  located  two  miles  west  of 
Logan  on  Islana  °reek,  is  a  drift  opening  operating  the  Winifrede  seam. 
The  ventilation,  produced  by  an  eight-foot  Thayer  fan,  which  is  equipped 
with  a  recording  pressure  gauge,  is  good.  Roof  is  good;  drainage  good. 
Oil  used  is  of  a  good  quality.  The  law  in  respect  to  stretchers,  blankets, 
safety  lamps,  powder,  and  the  posting  of  rules  is  observed.  Main  stop- 
pings are  constructed  of  brick.  There  is  a  high  voltage  electric  current 
in  this  mine,  but  the  management  has  provided  separate  traveling  ways 
for  the  employes,  with  the  entrance  to  them  whitewashed  and  in  them 
placed  white  lights.  At  the  entrance  to  the  haulage  way,  red  lights  are 
placed  to  warn  the  employes  of  the  danger  of  traveling  on  them.  300 
tons  per  day  can  be  produced  from  this  mine. 

This  mine  was  reported  last  year  as  Cora  Mine,  No.  576  of  the  printed 
report. 
C.  W.  JONES,  Gen.  Mgr.  C.  B.  TRUAX,  Mine  Boss. 

UNITED  STATES  COAL  &  OIL  CO. 

This  company  is  operating  six  mines  on  Island  creek.  They  ship  their 
coal  over  six  miles  of  their  own  railroad  to  the  C.  &  O.  R.  R.  at  Logan. 
A  large  power  plant  generates  electric  power  for  their  different  mines 
at  500  volts. 

In  their  mines  they  have  adopted  a  number  of  safety  precautions,  a 
few  of  which  are  worthy  of  special  mention.  The  Nos.  1  and  2  Mines, 
which  are  iaclined  to  be  dusty,  are  carefully  sprinkled  every  night  by  a 
force  of  men.  Before  the  day  shift  enters  for  work,  the  mines  are  ex- 
amined by  the  night  bosses,  whose  duty  it  is  to  visit  each  working  place, 
mark  the  date  of  the  month  therein,  and  report  to  the  mine  foreman 
any  working  places  that  may  be  found  in  a  dusty  condition.  No  shots 
are  allowed  to  be  fired  in  such  places  until  they  are  made  wet. 

The  coal  is  undercut  by  chain  machines  and  is  "snubbed"  about 
eighteen  inches  in  front  before  shooting.  Clay  is  used  for  tamping  and 
Jarge  boxes  filled  with  it  are  placed  at  convenient  points  in   the  mine. 
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Shot  bosses  are  employed  to  patrol  the  mine  to  see  that  the  coal  is 
"snubbed,"  all  sprags  removed  from  under  it,  holes  properly  placed,  and 
to  see  that  no  excessive  amount  of  powder  is  used  in  shooting. 

At  each  one  of  the  mines  is  a  "first  aid  to  the  injured  case,"  to  give 
first  aid  to  any  of  the  employes  who  may  get  injured.  The  company  has 
purchased  brass  checks  for  the  purpose  of  checking  men  in  and  out  of 
their  mines: 

The  management  of  this  company  deserves  to  be  commended  for  the 
many  excellent  precautions  which  they  have  put  in  practice  in  their 
mines. 

Series  No.  1221.  Island  Creek  No.  8  Mine. — This  mine,  located  on 
Island  creek  near  Holden,  is  a  drift  opening  operating  the  Winifrede 
seam.  This  mine  commenced  shipping  coal  during  the  year.  The  ven- 
tilation produced  by  a  ten-foot  Stine  fan  is  good.  Rcof  is  good;  drainage 
.good.  Doors  and  stoppings  in  good  condition.  A  stairway  has  been 
placed  in  the  return  air  shaft  which  makes  the  second  opening  meet 
lawful  requirements.  Safety  lamps  and  stretchers  on  hand  and  rules 
posted.  Powder  and  oil  law  complied  with.  This  mine  at  present  can 
produce   300   tons  per  day. 

This  mine  was  reported  last  year  as  Island  Creek  No.  3  Mine,  No.  571 
•of  the  printed  report. 

PAUL  HARDY,   Supt.  H.    D.   GAST,  Mine   Boss. 

J.  C.  BEEBEE,  Gen  Mgr. 

Series  No.  1222.  Island  Creek  No.  '/  Mine. — This  mine,  located  on 
Island  creek  near  Holden,  is  a  drift  opening  operating  the  Winifrede 
seam.  It  is  a  new  mine  which  commenced  shipping  coal  during  the 
past  year.  The  ventilation  produced  by  a  ten-foot  Stine  fan  is  good. 
Roof  is  good;  drainage  good.  Stoppings  are  to  be  constructed  of  brick. 
The  law  in  respect  to  oil,  powder,  safety  lamps,  posting  of  rules,  stretchers 
and  blankets  is  observed.  This  mine  at  present  can  produce  200  tons  per 
day. 

This  mine  was  not  reported  last  year. 
PAUL  HARDY,   Supt.  H.    D.   GAST,  Mine   Boss. 

J.   C.   BEEBEE,   Gen  Mgr. 

Series  No.  1223.  Island  Creek  A'o.  5  Mine.- — This  mine,  located  on 
Island  creek,  is  a  drift  opening,  operating  the  Winifrede  seam.  This 
mine  has  no  territory  of  its  own  to  develop.  It  is  to  be  connected  to 
the  right  side  of  the  No.  2  Mine  for  the  purpose  of  extracting  the  pillar 
tcoal.  This  system  is  an  excellent  one  in  so  far  as  doing  away  with  old 
workings  is  concerned.  It  will  enable  them  to  withdraw  the  pillars  very 
rapidly,  thus  preventing  old  workings  from  standing  with  their  dan- 
gerous accumulations  of  dust.  The  ventilation  at  present  is  produced 
by  a  furnace  which  is  adequate  for  its  present  size.  When  connected 
to  No.  2  Mine  it  will  be  used  as  one  of  the  intakes  for  that  mine.  Roof 
is  good;  drainage  good.  Rules  are  posted  and  stretchers  and  safety 
lamps  are  kept  at  the  mine.     The  second  opening  meets  lawful  require- 
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ments.     Oil  and  powder  law  is  observed.     The  mine  at  present  is  capable 
of  producing  200  tons  per  day. 

This  mine  was  not  reported  last  year. 
PAUL  HARDY,  Supt.  W.  B.  SIMMS,  Mine  Boss. 

Series  No.  1224.  Island  Creek  No.  6  Mine. — This  mine,  located  on 
Island  creek  near  Holden,  is  a  drift  opening  operating  the  Winifrede 
seam.  Ventilation  at  present  is  produced  by  a  furnace  which  is  ade- 
quate for  the  size  of  the  mine.  Roof  is  good;  drainage  good.  Stretchers 
.and  lamps  are  kept  at  the  mine.  Oil  and  powder  law  is  observed.  Sec- 
ond opening  meets  lawful  requirements.  At  present  time,  this  mine  can 
produce  150  tons  per  day. 

This  mine  was  not  reported  last  year. 
PAUL  HARDY,  Supt.  W.  B.  SIMMS,  Mine  Boss. 

Series  No.  1225.  Island  Creek  No.  2  Mine. — This  mine,  located  at 
Holden,  is  a  drift  opening  operating  the  Winifrede  seam  on  the  quadruple 
entry  system.  Ample  ventilation  is  produced  and  well  distributed 
throughout  the  mine  by  thirteen  and  one-half-foot  and  seven-foot  fans. 
Roof  is  good;  drainage  good.  Rules  are  posted  and  stretchers  and  safety 
lamps  are  kept  at  the  mine.  Oil  and  powder  law  strictly  observed.  The 
second  opening  meets  lawful  requirements.  This  mine  is  capable  of 
producing   about   2:400   tons   per   day. 

This  mine  was  reported  last  year  as  Island  Creek  No.  2  Mine,  No.  570 
•of  the  printed  report. 

PAUL  HARDY,    Supt.  W.   G.   LAX,   Mine   Boss. 

J.   C.   BEEBEE,   Gen   Mgr. 

Series  No.  1226.  Island  Creek  No.  1  Mine. — This  mine,  located  on 
Island  creek  at  Holden,  is  a  drift  opening  operating  the  Winifrede  seam 
•on  the  triple  entry  system.  Ventilation  produced  by  thirteen  and  one- 
half-foot  and  seven-foot  Clifford  fans  is  good  and  well  distributed  in  the 
•different  splits  throughout  the  mine.  Roof  is  good;  drainage  good.  Rules 
posted  in  the  different  languages.  Stretchers  and  safety  lamps  kept  at 
the  mine.  Oil  and  powder  law  strictly  observed.  The  second  opening 
meets  lawful  requiiements.  This  mine  is  capable  of  producing  1500  tons 
per  day. 

This  mine  was  reported  last  year  as  Island  Creek  No.  1  Mine,  No.  569 
-of  the  printed  report. 

PAUL   HARDY,    Supt.  FRANK    SHARP,    Mine    Boss. 

J.   C.   BEEBEE,  Gen   Mgr. 

WAYNE    COUNTY. 
EAST  LYNN   COAL   CO. 

Series.  No.  1227.  East  Lynn  No.  1  Mine. — This  mine,  located  eight 
miles  from  Wayne  on  Twelve  Pole  creek,  is  a  drift  opening  operating 
the  Winifrede  seam.  The  ventilation  produced  by  two  furnaces,  has  not 
iilways  been  found  satisfactory.     Roof  is   good;    drainage  good.     Oil   and 
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powder  law  is  enforced.  Rules  are  posted  and  stretchers  and  safety 
lamps,  are  kept  at  the  mine.  During  the  year  the  temporary  stoppings 
throughout  the  mine  were  reconstructed  of  stone.  At  the  time  of  my 
first  inspection  of  this  mine,  the  coal  was  being  shot  fsom  the  solid,  the 
miners  shooting  whenever  they  wished  to.  After  making  recommenda- 
tions as  to  the  manner  in  which  coal  should  be  shot  from  the  solid, 
shot  firers  were  put  on  to  shoot  the  coal  when  all  other  employes  are  out 
of  the  mine.  This  mine  is  capable  of  producing  about  200  tons  per 
day. 

This  mine  was  reported  last  year  as  East  Lynn  No.  1  Mine,  No.  627  of 
the  printed  report. 
A.   J.   PERRY,   Supt.  ADAM   LINDLEY,   Mine   Boss. 

MINGO    COUNTY. 

PEARL  COAL  MINING  CO. 

Series  No.  1230.  Haggerty  Mine. — This  mine,  located  at  Dingess  on 
the  N.  &  W.  R.  R.,  is  a  slope  opening  operating  the  Lower  Kittanning 
seam.  The  ventilation  produced  by  an  eight-foot  Thayer  fan  is  good. 
Roof  is  good;  drainage  good.  Oil  and  powder  law  observed.  Rules  are 
posted  and  stretchers  and  safety  lamps  kept  at  the  mine.  Second  open- 
ing meets  lawful  requirements.  By  installing  a  taH-rope  system  of  haul- 
age this  company  will  be  able  to  produce  about  500  tons  per  day. 

This  mine  was  reported   last  year   as   Haggerty  Mine,  No.   583  of  the 
printed  report. 
J.   P.   KENT,   Supt.  GEO.   CASTLE,   Mine   Boss. 

MINGO  BLOCK   COAL   CO. 

Series  No.  1231A.  No.  1  Mine. — This  company  started  to  open  up  mines 
on  Pigeon  creek  between  Naugatuck  and  Dingess.  No  coal  has  been 
shipped  yet  and  no  inspections  made. 

These  mines  were  reported  last  year  as  the  No.  1  Operation,  No.  626  of 
the  printed  report. 
DR.  HENRY  MACE  PAYNE,   Supt. 

AJAX    COAL    CO. 

Series  No.  1232.  Ajax  Mine. — This  mine,  located  on  Pigeon  creak, 
three  miles  from  Naugatuck,  is  a  drift  opening  operating  the  Kittanning 
seam.  The  ventilation  produced  by  a  furnace  was  found  good  for  the 
size  of  the  mine  and  the  small  number  of  men  employed.  Roof  is  bad 
and  requires  careful  attention.  Drainage  is  poor.  Coal  was  being  shot 
from  the  solid,  but  on  account  of  the  small  number  of  men  in  the  mine 
I  was  assured  that  the  mine  boss  would  act  as  shot  firer  and  fire  the 
holes  when  all  other  employes  would  be  out  of  the  mine.  Rules  are 
posted  and  stretchers  and  safety  lamps  kept  at  the  mine.  Oil  and  powder 
law  enforced.     This  mine  has  operated  very  little  during  the  year. 

This  mine  was  reported  last  year  as  Mattie  May  Mine,  No.  625  of  the 
printed  report. 
W.   A.   WILSON,    Supt.  R.    McKENZIE,   Mine    Boss. 


1908]  Department  of  Mines.  549 

WALNUT  HILLS  GOAL  &  MINING  GO. 

Series  No.  1233.  Walnut  Hill  Mine. — This  mine,  located  on  Pigeon 
creek  near  Naugatuck,  is  a  drift  opening  operating  the  Kittanning  seam. 
This  mine  caused  a  great  deal  of  trouble  during  the  year.  For  every 
recommendation  made,  before  a  compliance  could  be  had  for  same,  pros- 
ecutions had  to  be  instituted  or  threatened.  No  rules  were  posted  or 
stretchers  or  safety  lamps  kept  at  the  mine.  For  these  violations  along 
with  employing  children  under  age,  I  brought  prosecutions  against  the 
superintendent,  but  no  trial  could  be  had  in  Mingo  county  because  he  was 
acting  as  receiver  for  the  United  States  Federal  court.  Roof  is  good 
except  in  some  parts  of  the  mine  where  there  is  a  frail  draw  slate. 
Drainage  is  good.  The  ventilation  produced  by  a  furnace,  which  gave 
very  poor  satisfaction,  would  sometime  become  reversed  when  the  natural 
current  flowing  in  an  opposite  direction  from  the  furnace  would  enter 
the  furnace  stack  and  carry  with  it  through  the  mine  the  smoke  and 
gases  from  the  furnace  fire.  To  remedy  this  condition,  I  was  compelled 
to  close  the  mine  under  Section  16  of  the  mining  law.  Before  work  was 
again  resumed  the  mine  was  put  in  a  first  class  condition  and  the 
mining  laws  are  now  being  complied  with. 

This  mine  was  reported  last  year  as  Walnut  Hill  Mine,  No.  621  of  the 
printed  report. 
J.  G.  THOMAS,  Supt.  PLES.  CASTLE,  Mine  Boss. 

WAR  FIELD   GOAL   CO. 

Series  No.  1234.  Warfield  Mine.— This  mine,  located  four  miles  west 
of  Naugatuck  on  Tug  river,  is  a  shaft  opening  operating  the  Alma  seam. 
The  ventilation  produced  by  a  furnace  is  good.  Roof  is  good;  drainage 
good.  Rules  are  posted  and  stretchers  and  safety  lamps  kept  at  the  mine. 
Oil  and  powder  law  observed.  Second  opening  meets  lawful  require- 
ments. The  shooting  of  the  coal,  which  was  off  the  solid,  was  being  done 
by  shot  firers  when  all  other  employes  would  be  out  of  the  mine,  until 
they  installed  coal  cutting  machinery.  This  mine  has  been  idle  about 
half  of  the  year. 

This   mine  was   reported   last  year   as  Warfield   Mine,   No.   623   of   the 
printed  report. 
H.   G.  HAPPERSETT,   Supt.  B.   D.   PINSON,  Mine  Boss. 

BIG  SPLINT  COAL   CO. 

Series  No.  1235.  Nolan  Mine.— Located  near  Nolan  on  the  N.  &  W. 
R.  R.  It  is  a  drift  opening  in  the  Winifrede  seam  of  coal.  It  has  been 
idle  all  year  and  no  inspection  made. 

This  mine  was  reported  last  year  as  Nolan  Mine,  No.  597  of  the  printed 
report. 

No  officials. 

CULROSS    COAL    CO. 

Series  No.  1236.  Jackson  Mine. — This  mine,  located  near  Nolan  on  the 
N.  &  W.  R.  R.,  is  a  drift  opening  in  the  Winifrede  seam  of  coal.     This 
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mine  has  been  idle  all  year.  An  inspection  was  made  of  a  part  of  the 
mine  where  a  small  fire  exists.  It  is  cut  off  from  the  rest  of  the  mine 
and  cannot  spread  to  the  main  body  of  coal. 

This  mine   was   reported   last  year   as   Jackson   Mine,   No.   603   of   the 
printed  report. 
W.  J.  FRY,  Supt. 

HATFIELD   COLLIERY  CO. 

Series  No.  1238.  Hatfield  Mine. — This  mine,  located  near  Nolan  on  the 
N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Winifrede  seam.  Ven- 
tilation produced  by  a  furnace  was  found  only  fair.  Drainage  is  poor; 
roof  good.  Oil  and  powder  law  complied  with.  Rules  are  posted  and 
safety  lamps  and  stretcher  kept  at  the  mine.  Second  opening  meets 
lawful  requirements.  Doors  and  stoppings  were  found  in  poor  condition. 
This  mine  has  been  idle  a  great  deal  of  the  time  during  the  year. 

This  mine   was   reported   last  year   as   Hatfield   Mine,   No.    602   of   the 
printed  report. 
J.   R.   WHITE,    Supt.  C.    C.   NEW,   Mine   Boss. 

CHATTAROY  COLLIERY  CO. 

Series  No.  1239.  Chattaroy  Mine. — This  mine,  located  on  Buffalo  creek, 
four  miles  west  of  Williamson,  is  a  drift  opening  operating  the  Winifrede 
and  Coalburg  seams.  The  ventilation  produced  by  four  furnaces  has  al- 
ways been  found  fairly  good.  Roof  is  good;  drainage  good.  Rules  are 
posted  and  stretcher  and  safety  lamps  are  kept  at  the  mine.  The  second 
opening  meets  lawful  requirements.  This  mine  is  capable  of  producing 
about  300  tons  per  day. 

This  mine  was   reported  last  year  as  Chattaroy  Mine,  No.   617   of  the 
printed  report. 
C.  E.  TABOR,   Supt.  JAMES   BANES,   Mine  Boss. 

BUFFALO    COLLIERIES    CO. 

Series  No.  1240.  Buffalo  Mine. — This  mine,  located  on  Buffalo  creek 
four  miles  west  of  Williamson,  is  a  drift  opening  operating  the  Winifrede 
seam.  Ventilation  produced  by  a  seven-foot  S.tine  fan  is  good.  Roof  is 
of  a  good  sand  stone.  Drainage  is  good.  Second  opening  meets  lawful 
requirements.  Rules  are  posted  and  stretchers  and  safety  lamps  are  kept 
at  the  mine.  Oil  and  powder  law  is  complied  with.  An  electric  system 
of  haulage  has  been  installed  which  has  increased  their  output  from  200 
tons  to  500  tons  per  day. 

This   mine    was.  reported    last   year    as    Buffalo    Mine,    No.    618    of    the 
printed  report. 
S.  V.  PRESTON,  Supt.  JAMES  PELFREY,  Mine  Boss. 

LINGOHOCKEN  COAL  CO. 

Series  No.  1241.  Lingohocken  Mine. — This  mine,  located  on  Buffalo 
creek,  four  and  one-half  miles  west  of  Williamson,  is  a  drift  opening 
operating  the  Winifrede  seam.     Ventilation  produced  by  a  fan  and  fur- 
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nace  is  good.  Roof  is  good;  drainage  good.  Rules  are  posted  and 
stretchers  and  safety  lamps  are  kept  at  the  mine.  Second  opening  meets 
lawful  requirements.  The  employes  burn  the  oil  sold  them  by  the  oper- 
ating company.  Powder  brought  into  the  mine  as  required  by  law.  This 
mine  is  capable  of  producing  about  200  tons  per  day. 

This  mine  was  reported  last  year  as  Lingohocken  Mine,  No.  622  of  the 

printed  report. 

W.  B.  BUCKWALTER,   Supt.  FLOYD  GOLDEN,  Mine  Boss. 

HOWARD   COLLIERY  CO. 

Series  No.  1242.  Howard  Mine.— This  mine,  located  on  Buffalo  creek, 
four  and  one-half  miles  west  of  Williamson,  is  a  drift  opening  operating 
the  Winifrede  seam  of  coal.  Ventilation  produced  by  a  furnace  is  only 
fair.  A  fan  is  being  installed  which  will,  with  the  good  stoppings  that 
have  been  constructed  throughout  the  mine,  make  the  ventilation  good. 
Roof  is  good;  drainage  good.  The  law  in  respect  to  oil,  powder,  stretchers, 
blankets,  safety  lamps  and  the  posting  of  rules  is  complied  with.  This- 
mine  is  capable  of  producing  about  400  tons  per  day. 

This  mine  was  reported  last  year  as  Howard  Mine,  No.  616  of  the 
printed  report. 

F.  L.  SCHOEW,  Gen.  Mgr.  R.  G.  CLAYTOR,  Mine  Boss. 

F.   L.   ESTLER,   Supt. 

WINIFREDE    CONSOLIDATED    COAL    CO. 

Series  No.  1243.  Sugar  Tree  Mine.— This  mine,  located  on  Sugar  Tree 
creek  about  two  miles  west  of  Williamson,  is  a  drift  opening  operating 
the  Winifrede  seam.  On  one  inspection  the  ventilation  was  found  so 
poor  in  the  Nos.  2,  3,  4  and  5  drifts  that  it  was  necessary  to  withdraw 
the  men  from  the  mine.  Four  furnaces  were  then  constructed  which 
made  the  ventilation  good.  Roof  is  good;  drainage  good.  The  law  in 
respect  to  oil,  powder,  stretchers,  safety  lamps  and  the  posting  of  rules 
is  complied  with.  The  second  opening  meets  lawful  requirements.  This 
mine  is  capable  of  producing  200  tons  per  day. 

This  mine  was  reported  last  year  as  Sugar  Tree  Mine,  No.  615  of  the 
printed  report. 
W.  A.  LINDSEY,  Supt.  H.  H.  KELLEY,  Mine  Boss. 

WILLIAMSON  COAL  &  COKE  CO. 

Series  No.  1245.  Williamson  No.  1  Mine.— This  mine,  located  at  Wil- 
liamson on  the  N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Kittanning 
seam.  The  ventilation  produced  by  a  furnace  was  found  poor.  Roof 
good;  drainage  poor.  Doors  and  stoppings  poor.  The  second  opening 
meets  lawful  requirements.  Rules  are  posted.  Stretchers  and  safety 
lamps  are  kept  at  the  mine.  Oil  and  powder  law  is  observed.  This  mine 
has  been  idle  over  half  the  year. 

This  mine  was  reported  last  year  as  Williamson  No.  1  Mine,  No.  613  of 
the  printed  report. 

W.   T.   POOLE    AND  J.  L.  ADKINS    AND 

L.  B.  RAMSEY,  Supts.  W.  L.  PETITT,   Mine  Bosses. 
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Series  No.  1246.  Williamson  No.  2  Mine. — This  mine,  located  at  Wil- 
liamson, on  the  N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Kittan- 
ning  seam.  Ventilation  which  was  produced  by  a  furnace  was  poor.  A 
fan  has  been  installed  and  the  stoppings  and  doors  put  in  better  condi- 
tion which  has  made  it  good.  Roof  is  good;  drainage  good.  Rules  are 
posted  and  stretchers  and  safety  lamps  are  kept  at  the  mine.  Second 
opening  meets  lawful  requirements.  Oil  and  powder  law  is  observed. 
This  mine  has  been  idle  nearly  half  the  year. 

This  mine  was  reported  last  year  as  Williamson  No.  2  Mine,  No.  614  of 
the  printed  report. 

W.  T.  POOLE    AND  J.   F.  GENT,  Mine  Boss. 

L.   C.  RAMSEY,   Supts. 

RAWL  COAL  &  COKE  CO. 

Series  No.  1247.  Rawl  Mine. — This  mine,  located  four  miles  east  of 
Williamson  on  the  N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Lower 
Kittanning  seam.  Ventilation  produced"  by  an  eight-foot  Thayer  fan  and 
a  furnace  is  fair.  Roof  is  good;  drainage  good.  Rules  are  posted  and 
stretchers  and  safety  lamps  are  kept  at  the  mine.  Second  opening  meets 
lawful  requirements.  The  oil  used  is  sold  by  the  company.  Powder  is 
brought  into  the  mine  in  five  pound  cans.  This  mine  is  capable  of  pro- 
ducing about  150  tons  per  day. 

This  mine  was  reported  last  year  as  Rawl  No.  1  Mine,  No.  619  of  the 
printed  report. 
R.  N.  TAYLOR,   Supt.  LYS.  WEBB,   Mine   Boss. 

MERRIMAC   COAL   &    COKE    CO. 

Series  No.  1249.  Coaling  Station  Mine. — This  mine,  located  five  miles 
east  of  Williamson  on  the  N.  &  W.  R.  R.,  is  a  drift  opening  operating 
the  Kittanning  seam.  The  ventilation  which  was  produced  by  a  fur- 
nace was  found  so  poor  that  it  was  necessary  for  me  to  stop  a  number 
of  men  from  working  in  the  mine.  A  Crawford  &  McCrimmon  fan  was 
then  installed  and  the  ventilation  was  made  fairly  good.  Roof  is  bad, 
being  of  a  very  frail  nature.  Drainage  is  good.  Rules  are  posted  and 
stretchers  and  safety  lamps  are  kept  at  the  mine.  Oil  and  powder  law 
is  observed.  The  second  opening  was  not  found  in  a  very  available  con- 
dition.    This  mine  is  capable  of  producing  about  100  tons  per  day. 

This  mine  was  reported  last  year  as  Coaling  Station  Mine,  No.  612'  of 
the  printed  report. 
J.  T.  WOODY,   Supt.  K.  L.  BROGAN,  Mine  Boss. 

Series  No.  1250.  Commercial  Mine. — This  mine,  located  five  miles  east 
of  Williamson  on  'the  N.  &  W.  R.  R.,  is  a  drift  opening  operating  the 
Kittanning  seam.  Ventilation  produced  by  a  furnace  was  not  found 
satisfactory  at  time  of  first  inspection.  A  fan  was  afterwards  installed 
which  gave  fairly  good  results  considering  the  poor  doors  and  stoppings 
throughout  the  mine.  Roof  is  bad;  drainage  good.  Rules  are  posted  and 
stretchers  and  safety  lamps  are  kept  on  hand.  Oil  and  powder  law  is 
observed.     This  mine  is  capable  of  producing  100  tons  per  day. 
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This  mine  was  reported  last  year  as  Commercial  Mine,  No.  611  of  the 
printed  report. 
J.  T.  WOODY,  Supt.  E.  B.  VARNBY,  Mine  Boss. 

BELVEDERE  GAS   COAL   CO. 

Series  No.  1251.  Alma  Mine.— This  mine,  located  five  miles  east  of 
Williamson,  is  a  drift  opening  in  the  Lower  Kittanning  seam.  It  has 
heen  idle  all  year  and  no  inspection  has  been  made. 

This  mine  was  reported  last  year  as  Alma  Mine,  No.  584  of  the  printed 
report. 

MARVIN  COAL   CO. 

Series  No.  1252.  Marvin  Mine. — This  mine,  located  at  Matewan  on  the 
N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Lower  Kittanning  and 
Thacker  seams.  The  ventilation  produced  by  two  furnaces  is  fairly  good. 
Roof  is  not  good,  being  of  a  frail  nature.  Drainage  is  good.  Rules  are 
posted  and  stretchers  and  safety  lamps  are  kept  at  the  mine.  Oil  and 
powder  law  is  observed.    This  mine  is  capable  of  producing  250  tons  per 

day. 

This  mine  was  reported  last  year  as  Marvin  Nos.  1  and  2  Mine,  Nos. 
606  and  607  of  the  printed  report. 
J.  A.  WILLIAMS,  Supt.  W.  H.  ARTIS,  Mine  Boss. 

RED  JACKET   CONSOLIDATED   COAL  &   COKE   CO. 

Series  No.  1253.  Rutherford  Mine— This  mine,  located  on  Mate  creek 
near  Matewan,  is  a  drift  opening  operating  the  Thacker  seam.  The 
ventilation  produced  by  a  Crawford  &  McCrimmon  fan  has  always  been 
found  good  and  well  distributed  throughout  the  mine.  Roof  is  good; 
drainage  good.  Oil  and  powder  law  is  observed.  During  the  year  per- 
manent stoppings  were  constructed  along  the  main  air  course.  Rules 
are  posted  in  the  different  languages  and  stretchers  and  safety  lamps 
are  kept  at  the  mine.  There  is  no  shooting  in  this  mine  during  the  day 
except  a  little  on  pillar  work,  which  establishes  a  very  healthy  atmosphere 
along  with  safe  conditions  for  the  men  to  work  in.  The  management 
has  always  taken  an  active  interest  in  having  the  mine  laws  complied 
with.     This  mine  is  capable  of  producing  about  800  tons  per  day. 

This  mine  was  reported  last  year  as  Rutherford  Mine,  No.  585  of  the 
printed  report. 

W.   C.  EASLEY,  Gen.  Mgr.  GEO.  WILBURN,   Mine   Boss. 

W.  R.  WILBURN,  Supt. 

Series  No.  1254.  Logan  Mine. — This  mine,  located  on  Mate  creek,  two 
miles  from  Matewan,  is  a  drift  opening  operating  the  Thaoker  seam. 
This  mine  is  ventilated  by  a  small  force  fan  in  the  Red  Jacket  Mine 
which  forces  ample  air  for  the  number  of  men  working.  Roof  is  good; 
drainage  fair.  All  the  work  of  this  mine  is  done  in  the  extracting  of 
pillar  coal.  Rules  are  posted  and  stretchers  and  safety  lamps  are  kept 
at  the  mine.     Oil  and  powder  law  observed. 
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This  mine  was  reported  last  year  as  Logan  Mine,  No.  587  of  the 
printed  report. 

W.  C.  EASLEY,  Gen.  Mgr.  GEO.  W.  BARNEY,  Mine  Boss, 

W.  R.  WILBURN,  Supt. 

Series  No.  1255.  Red  Jacket  Mine.— This  mine,  located  on  Mate  creek, 
two  miles  from  Matewan,  is  a  drift  opening  operating  the  Winifrede 
seam.  The  ventilation  produced  by  a  Crawford  &  McCrimmon  fan  is 
good.  Roof  is  good;  drainage  good.  Oil  and  powder  law  is  observed. 
Rules  are  posted  and  stretchers  and  safety  lamps  are  kept  at  the  mine. 
There  is  a  noticeable  absence  of  powder  smoke  in  this  mine  during  the 
day  on  account  of  most  of  the  shooting  being  done  by  shot  firers  at 
night.     This  mine  is  capable  of  producing  about  800  tons  per  day. 

This  mine  was  reported  last  year  as  Red  Jacket  Mine,  No.  586  of  the 
printed  report. 

W.  C.  EASLEY,  Gen.  Mgr.  M.  W.  HYRNE    AND 

W.  R.  WILBURN,  Supt.  W.  A.  WILSON,  Mine  Bosses. 

MATE   CREEK  COAL   CO. 

Series  No.  1256.  No.  1  Mine.— This  mine,  located  near  Matewan  on  the 
N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Thacker  seam.  Ven- 
tilation produced  by  a  furnace  was  found  very  poor  and  as  nearly  all  of 
the  men  were  working  in  violation  of  the  law,  I  had  them  taken  out  of 
the  mine.  Roof  is  bad  and  timbering  poorly  done.  Drainage  is  good./ 
Doors  and  stoppings  in  poor  condition.  The  air  courses  and  along  the 
sides  of  the  haulage  roads  are  blocked  with  slate.  Oil  and  powder  law 
is  observed.  Rules  are  posted  and  safety  lamps  and  stretcher  kept  on 
hand,  but  no  blankets.    The  second  opening  is  not  available  for  travel.  . 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  604  of  the  printed 
report. 

This  mine  has  not  been  in  operation  since  last  November. 
S.   T.   LAMBERT,   Supt.  J.   F.   DICKERSON,   Mine  Boss. 

Series  No.  1257.  No.  2  Mine. — This  mine,  located  on  the  N.  &  W.  R. 
R.  near  Matewan,  is  a  drift  opening  operating  the  Lower  Kittanning 
seam.  Ventilation  produced  by  a  furnace  was  found  very  poor.  Roof 
is  fair;  drainage  good.  Doors  and  stoppings  in  poor  condition.  Oil  and 
powder  law  is  observed.  Rules  are  posted  and  stretcher  on  hand,  but 
no  safety  lamps.     This  mine  has  been  idle  over  half  the  year. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  605  of  the  printed 
report. 
S.  T.  LAMBERT,  Supt.  J.  F.  DICKERSON,  Mine  Boss. 

THACKER  COAL  6  COKE  CO. 

Series  No.  1258.  Lynn  Mine. — This  mine,  located  on  the  N.  &  W.  R. 
R.,  three  miles  west  of  Thacker,  is  a  drift  opening  operating  the  Thacker 
seam.  At  the  time  of  my  first  inspection  of  this  mine  the  ventilation 
and  drainage  were  so  poor  that  it  was  necessary  for  me  to  stop  every 
man  found  working  in  the  mine.     There  were  no  doors  or  stoppings  in 
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use  to  conduct  the  air,  dependent  on  natural  causes.  Roof  is  good.  Some 
kerosene  oil  was  used  and  full  kegs  of  powder  taken  in  the  mine.  Rules 
are  posted  and  stretchers  and  safety  lamps  kept  on  hand. 

This  mine  was  reported  last  year  as  Lynn  Mine,  No.  593  of  the  printed 
report. 
JAMES  COLLINS,  Gen.    Supt.  W.   M.   COX,   Mine  Boss. 

RED  JACKET  CONSOLIDATED   COAL  &   COKE   CO. 

Series  No.  1259.  Maritime  Mine. — This  mine,  located  near  Thacker  on 
a  branch  of  the  N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Thacker 
seam.  Ample  ventilation  is  produced  by  a  fifteen-foot  Crawford  &  Me- 
Crimmon  fan,  but  was  not  found  distributed  to  the  working  faces.  Roof 
is  good;  drainage  good.  Doors  and  stoppings  were  not  found  in  good 
condition.  Rules  are  posted  and  stretchers  and  safety  lamps  are  kept 
at  the  mine.  Oil  and  powder  law  is  observed.  The  second  opening 
meets  lawful  requirements.  This  mine  has  been  idle  over  half  of  the 
year. 

This  mine  was  reported  last  year  as  Maritime  Mine,  No.  588  of  the 
printed  report. 

E.  C.  LAMBERT  AND  D.  F.   CARNS,  Mine   Boss. 

R.  H.   BUCHANNON,   Supts. 

THACKER  COAL  <£>  COKE  CO. 

Series  No.  1260.  No.  2  Mine. — This  mine,  located  on  the  Thacker 
branch  of  the  N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Thacker 
seam.  Ventilation  produced  by  a  fifteen-foot  Crawford  &  McCrimmon 
fan  is  good.  Roof  is  of  a  frail  nature  and  requires  careful  attention. 
Drainage  is  good.  Rules  are  posted  in  the  different  languages,  and 
stretchers  and  safety  lamps  kept  on  hand.  The  second  opening  meets 
lawful  requirements.  All  coal  mined  in  this  mine  is  done  in  robbing  the 
pillars. 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  591  of  the  printed 
report. 
JAS.  COLLINS,  Gen.  Supt.  WM.  PONTIOUS,  Mine  Boss. 

Series  No.  1261.  No.  3  Mine. — This  mine,  located  on  the  Thacker 
branch  of  the  N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Thacker 
seam.  Ventilation  produced  by  a  fifteen-foot  Capell  fan  is  good.  Roof 
is  not  good  and  requires  careful  attention.  Drainage  is  good.  Oil  and 
powder  law  is  observed.  Rules  are  posted  in  the  different  languages, 
and  stretchers  and  safety  lamps  are  kept  at  the  mine.  The  second 
opening  meets  lawful  requirements.  The  condition  of  this  mine  has 
been  greatly  improved  during  the  year  under  the  management  of  Mr. 
James  Collins.  This  mine  is  now  capable  of  producing  1000  tons  per 
day. 

This  mine  was  reported  last  year  as  No.  3  Mine,  No.  592  of  the  printed 
report. 
JAS.  COLLINS,  Gen.  Supt.  PETER  KERR,  Mine  Boss. 
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RED  JACKET  CONSOLIDATED   COAL  &   COKE   CO. 

Series  No.  1262.  Lick  Fork  Mine. — This  mine,  located  on  the  Lick 
Fork  branch  of  the  N.  &  W.  R.  R.,  consists  of  a  number  of  drifts  opened 
in  the  Thacker  seam.  The  ventilation  produced  by  four  furnaces  is  good. 
Roof  is  good;  drainage  good.  Rules  are  posted  in  the  different  languages 
and  stretchers  and  safety  lamps  are  kept  on  hand.  Stoppings  throughout 
the  mine  have  been  constructed  during  the  year  of  sand  stone  and  are 
very  good.  The  oil  and  powder  law  is  observed.  The  coal  is  shot  from 
the  solid  in  this  mine,  in  some  of  the  drifts,  shot  firers  shoot  it  when  all 
other  employes  are  out  of  the  mine  and  in  the  others  it  is  shot  by  a  safety 
powder.     This  mine  is  capable  of  producing  600  tons  per  day. 

This  mine  was  reported  last  year  as  Lick  Fork  Mine,  No.  589  of  the 
printed  report. 
R.   H.    BUCHANNON,   Supt.  A.  L.  COPLEY    AND 

BASS    PRICE,    Mine    Bosses. 

THACKER  FUEL   CO. 

Series  No.  1263.  No.  10  Mine. — This  mine,  located  on  the  Lick  Fork 
branch  of  the  N.  &  W.  R.  R.,  consists  of  two  pairs  of  drift  openings  in 
the  Thacker  seam,  ventilated  by  two  furnaces  which  supply  ample  air 
for  the  men  working.  Roof  is  good;  drainage  good.  Rules  are  posted 
in  the  different  languages  and  stretchers  and  safety  lamps  are  kept  at 
the  mine.  The  oil  and  powder  law  is  observed.  The  second  •  openings 
which  are  kept  in  a  clean  condition  meet  lawful  requirements.  This 
mine  is  capable  of  producing  400  tons  per  day. 

This  mine  was  reported  last  year  as  No.  10  Mine,  No.  594  of  the  printed 
report. 
JAMES  COLLINS,  Gen.  Supt.  C.  E.  SIGMAN,  Mine  Boss 

RED  JACKET  CONSOLIDATED   COAL  &   COKE   CO. 

Series  No.  1264.  Grapevine  Mine. — This  mine,  located  near  Thacker 
on  the  N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Thacker  seam. 
The  ventilation  produced  by  two  furnaces  and  natural  causes  was  very 
good  at  time  of  last  inspection.  Roof  is  good;  drainage  good.  Rules  are 
posted  and  stretchers  and  safety  lamps  are  kept  at  the  mine.  Miners' 
oil  is  used  for  illuminating  purposes  and  powder  brought  into  the  mine 
as  required  by  law.  The  second  opening  meets  lawful  requirements. 
This  mine  is  capable  of  producing  400  tons  per  day. 

This  mine  was  reported  last  year  as  Grapevine  Mine,  No.  590  of  the 
printed  report. 
R.  H.   BUCHANNON,   Supt.  A.  L.  COPLEY    AND 

W.  M.  MUSSER,  Mine  Bosses. 

MAJESTIC  COLLIERIES  CO. 
Series  No.  1265.  Cedar  Mine. — This  mine,  located  on  the  N.  &  W. 
R.  R.,  about  eight  miles  east  of  Thacker,  is  a  drift  opening  operating 
the  Kittanning  seam.  The  ventilation  produced  by  a  furnace  is  only 
fair.  Roof  is  bad;  drainage  poor  in  some  parts  of  the  mine.  No  rules 
were  posted  or  stretchers  or   safety  lamps  on   hand.     The   miners  burn 
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the  oil  sold  by  the  company  for  illuminating  purposes.  Powder  is  taken 
into  the  mine  as  required  by  law.  The  second  opening  meets  lawful 
requirements.  Most  of  the  coal  in  this  mine  was  being  shot  from  the 
solid,  and  it  closed  down  before  the  regulations  governing  solid  shooting 
could  be  enforced. 

This  mine  was  reported  last  year  as  Cedar  Mine,  No.  610  of  the  printed 
report. 
A.  B.  RAW,   Supt.  L.  HARRISON,   Mine   Boss. 

GLEN  ALUM  COAL  CO. 

Series  No.  1266.  No.  1  Mine. — This  mine,  located  on  the  Alum  Creek 
branch  of  the  N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Thacker 
seam.  The  ventilation  produced  by  a  twelve-foot  Crawford  &  McCrimmon 
fan  is  good.  Roof  is  good;  drainage  good.  Rules  are  posted  in  the  dif- 
ferent languages,  and  stretchers  and  safety  lamps  are  kept  at  the  mine. 
Oil  and  powder  law  is  observed.  The  second  opening  meets  lawful  re- 
quirements. Nearly  all  the  work  being  done  in  this  mine  is  in  drawing 
pillars. 

This  mine  was  reported  last  year  as  No.  1  Mine,  No.  595  of  the  printed 
report. 
E.   C.  LAMBERT,   Supt.  JAMES   GENT,  Mine   Boss. 

Series  No.  1267.  No.  2  Mine. — This  mine,  located  on  the  Alum  Creek 
branch  of  the  N.  &  W.  R.  R.,  is  a  drift  opening  operating  the  Thacker 
seam.  The  ventilation  produced  by  a  twelve-fO"t  Stina  fan  is  good. 
Roof  is  bad  but  is  carefully  timbered.  Drainage  good.  Rules  ar~;  po  ■••  -: 
in  the  different  languages  and  stretchers  and  safety  lamps  are  kepi  ,u 
the  mine.  Oil  and  powder  law  is  observed.  Since  the  present  super- 
intendent, Mr.  E.  C.  Lambert,  took  charge,  permanent  stoppings  have 
been  constructed  throughout  the  mine  and  the  fans  equipped  with  re- 
cording pressure  gauges.  The  second  opening  meets  lawful  require- 
ments 

This  mine  was  reported  last  year  as  No.  2  Mine,  No.  596  of  the  printed 
report. 
E.   C.   LAMBERT,   Supt.  FRANK   McCLOSKY,   Mine    Boss. 

WAR  EAOLE  COAL  CO. 

Series  No.  1268.  Star  Mine. — This  mine,  located  at  War  Eagle  and  on 
the  Turkey  Creek  branch  of  the  N.  &  W.  R.  R.,  is  a  drift  opening  oper- 
ating the  Kittanning  seam.  Only  one  inspection  was  made  of  this  mine 
during  the  year,  at  which  time  the  ventilation  was  found  so  poor  that 
it  was  necessary  for  me  to  order  all  the  men  out  of  the  mine.  Roof  is 
not  good;  drainage  fair.  Rules  are  posted  and  stretchers  and  safety 
lamps  are  kept  at  the  mine.  Oil  and  powder  law  is  observed.  The  sec- 
ond opening  meets  lawful  requirements. 

This  mine  was  reported  last  year  as  Star  Mine,  No.  601  of  the  printed 
report. 
G.  W.   COFFEY,   Supt.  M.   F.   BOOTH,   Mine   Boss. 

Series  No.   1269.     Pappoose  Mine. — This   mine,   located   at  War   Eagle 
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and  on  the  Turkey  Creek  branch  of  the  N.  &  W.  R.  R.,  is  a  drift  opening 
operating  the  Kittanning  seam.  The  ventilation  which  was  produced  by 
natural  causes  was  not  satisfactory  and  I  had  to  stop  a  number  of  men 
from  working  on  one  inspection.  Two  furnaces  were  then  constructed 
which  made  the  ventilation  fairly  good.  Roof  is  Good;  drainage  good. 
Rules  are  posted  and  stretchers  and  safety  lamps  are  kept  at  the  mine. 
Oil  and  powder  law  is  observed.  This  mine  is  capable  of  producing  200 
tons  per  day. 

This  mine  was  reported   last  year  as  Pappoose  Mine,  No.   599   of  the 
printed  report. 
G.  W.   COFFEY,   Supt.  J.   K.   COFFEY,   Mine  Boss. 

Series  No.  1270.  Mephisto  Mine. — This  mine,  located  at  "War  Eagle 
on  the  Turkey  Creek  branch  of  the  N.  &  W.  R.  R.,  is  a  drift  opening 
operating  the  Kittanning  seam.  The  ventilation  produced  by  two  fur- 
naces is  fairly  good.  Roof  is  good;  drainage  good.  Rules  are  posted 
and  stretchers  and  safety  lamps  are  kept  at  the  mine.  Oil  used  is  sold 
by  the  company.  Powder  is  taken  into  the  mine  as  required  by  law. 
The  second  opening  meets  lawful  requirements.  This  mine  is  capable  of 
producing  300  tons  per  day. 

This  mine  was  reported   last  year  as  Mephisto  Mine,  No.   600   of  the 
printed  report. 
G.  W.  COFFEY,  Supt.  J.  A.  EARNEST,  Mine  Boss. 

Series  No.  1271.  War  Eagle  Mine. — This  mine,  located  at  War  Eagle 
on  the  Turkey  Creek  branch  of  the  N.  &  W.  R.  R.,  is  a  drift  opening 
in  the  seam  of  coal  overlying  the  Kittanning.  It  has  been  idle  all  year 
and  no  inspection  was  made. 

This  mine  was  reported  last  year  as  War  Eagle  Mine,  No.  598  of  the 
printed  report. 
G.  W.  COFFEY,   Supt. 

MARGARET  MINING  CO. 

Series  No.  1272.  Margaret  No.  1  Mine. — This  mine,  located  at  War 
Eagle  on  the  Turkey  Creek  branch  of  the  N.  &  W.  R.  R.,  is  a  drift 
opening  in  the  seam  of  coal  overlying  the  Kittanning.  It  has  operated 
very  little  during  the  year  and  no  inspection  was  made. 

This  mine  was  reported  last  year  as  Margaret  No.  1  Mine,  No.  608  of 
the  printed  report. 
A.  H.  DANGERFIELD,  Supt.  L.  H.  BLANKENSHIP,  Mine  Boss. 

Series  No.  1273.  Margaret  No.  2  Mine. — This  mine,  located  at  "War 
Eagle  on  the  Turkey  Creek  branch  of  the  N.  &  "W.  R.  R.,  is  a  drift 
opening  operating  the  Kittanning  seam.  The  ventilation  produced  by  a 
Crawford  &  McCrimmon  fan  is  good.  Roof  is  good;  drainage  good. 
Rules  are  posted  and  stretchers  and  safety  lamps  are  kept  at  the  mine. 
Oil  and  powder  law  is  observed.  The  second  opening  meets  lawful  re- 
quirements.    This  mine  is  capable  of  producing  300  tons  per  day. 

This  mine  was  reported  last  year  as  Margaret  No.  2  Mine,  No.  609  of 
the  printed  report. 
A.  H.  DANGERFIELD,  Supt.  L.  H.  BLANKENSHIP,  Mine  Boss. 
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MINE  EXPLOSIONS. 


THE  MONONGAH  EXPLOSION. 

In  a  special  communication  to  the  Governor  during  January,  1908,  was 
transmitted  reports  upon  the  Monongah  Mine  explosion,  which  occurred 
December  6,  1907,  resulting  in  the  loss  of  361  lives,  .359  of  which  are  listed 
in  the  1908  annual  report,  made  by  the  District  Inspectors  of  West  Vir- 
ginia and  Inspectors  from  the  States  of  Pennsylvania  and  Ohio. 

A  series  of  chemical  and  physical  determinations  were  begun  to  ascer- 
tain certain  relations  which  may  have  contributed  to  the  extent  of  the 
explosion  and  at  the  time  of  this  report  going  to  press,  the  results  were 
not  obtainable. 

The  Chief  of  the  Department  will,  as  soon  as  such  results  are  com- 
pleted, incorporate  such  facts  as  may  appear  of  interest  in  a  special  report 
which  may  be  embodied  in  a  Bulletin. 


NEW  RIVER  VALLEY  MINE. 
Explosion,  January  30,  1908. 


Fayetteville,  W.  Va.,  Jan.  30,  1908. 
Mr.  Jas.  W.  Paul, 

Chief  of  Department  of  Mines, 

Charleston,  W.  Va. 
My  Dear  Sir: —  • 

An  explosion  occurred  about  1  P.  M.  in  the  Valley  Mine  belonging  to  the 
New  River  Valley  Coal  Co. 

This  mine  is  located  on  the  south  side  of  the  river  near  Hawks  Nest. 
9  men  were  killed,  and  one  badly  burned.  This  was  all  the  men  that  were 
in  the  mine  at  the  time  of  the  explosion. 

The  bodies  were  all  recovered  at  6  P.  M.  and  all  were  found  on  the 
entries  except  two  that  were  blown  out  of  the  mine. 

T  arrived  there  about  4  P.  M.  and  found  places  in  the  mine  where  heavy 
charges  of  powder  had  been  exploded.  The  mine  appears  to  have  been 
very  dusty.  The  main  entry  is  only  in  about  800  feet,  rooms  are  turned 
off  entry  and  air  course.  Face  of  entry  is  in  advance  of  last  breakthrough 
about  20  feet. 

I  inspected  this  mine  Nov.  16,  1907,  and  found  no  gas.  The  mine  was 
not  dusty.  There  were  only  five  men  working  in  the  mine  at  that  time.  I 
saw  only  three,  two  had  not  reported  for  work  or  had  gone  home.  The  coal 
in  this  mine  was  mostly  all  shot  off  the  solid.     On  my  first  visit  I  found 
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this  was  being  done  with  black  powder,  and  dynamite.  I  recommended 
the  use  of  flameless  powder,  on  my  next  visit  they  were  using  Nyalite.  I 
also  found  dynamite  in  some  of  the  places. 

The  man  that  was  in  charge  of  the  mine  on  the  day  I  inspected  it  last 
was  killed.  He  gave  me  his  name  as  H.  Holliday.  He  said  he  was  just  on 
for  that  day  as  Mr.  Bachman  was  sick. 

Most  of  the  9  men  killed  are  very  badly  burned  and  mutilated,  indicating 
that  the  explosion  was  violent. 

In  the  neck  of  one  room  off  the  air  course  a  very  heavy  charge  of  dyna- 
mite had  been  exploded.     I  will  write  you  more  fully  tomorrow. 

Very  truly  yours, 

(Signed)     J.  G.  Boyd, 

Mine  Inspector  Sth  District. 

o 

The  following  letters  of  instruction  were  issued  by  the  Chief  of  the 
Department  of  Mines: 

Department  of  Mines, 
State  of  West  Virginia. 

STEAM  LOCOMOTIVES. 

Charleston,  March  10,  1908. 
J.  G.  Boyd,  Mine  Insepctor, 

Welch.  W  .Va. 
and 
D.  R.  Phillips,  Mine  Inspector, 

Bram  well,  W.  Va. 
Dear  Sirs:  — 

At  those  mines  in  your  district  where  steam  locomotives  are  used  for 
haulage  purposes  within  the  mines  you  will  please  visit  at  your  earliest 
convenience  and  if  there  is,  in  your  judgment,  danger  to  the  health  or  lives 
of  any  of  the  employes  by  reason  of  the  gases  or  smoke  emitted  by  the 
locomotive  you  will  at  once  give  notice  of  your  intention  to  close  the  mine 
according  to  the  provisions  of  section  16  of  the  Mine  Law. 

I  especially  call  your  attention  to  the  locomotives  used  at  Turkey  Gap 
Mine  and  Buckeye  Mine. 
Kindly  acknowledge. 

Very  truly  yours, 

J.  W.  Paul, 
Chief  of  Department  of  Mines. 

o 

Department  of  Mines. 
State   of  West  Virginia. 


SHOOTING  ON  THE  SOLID. 

Charleston,  March  10,  1908. 
To  All  Inspectors: 

Where  you  find  that  coal  is  being  shot  on  the  solid  in  any  mine  you 
may  inspect,  you  will  give  written  instructions  to  the  operating  company 
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prescribing  the  conditions  under  which  such  solid  shooting  may  be  done, 
retaining  a  copy  and  furnishing  this  office  with  a  copy,  confining  the 
contents  of  the  communication  to  the  subject  of  solid  shooting. 

Insist  upon  an  immediate  written  agreement  on  the  part  of  the  oper- 
ating company  to  comply  with   your  instructions. 

You  will  return  to  the  mine  at  an  early  date  thereafter  and  if  your 
instructions  are  not  fully  complied  with  you  will  proceed  to  close  the 
mine  as  outlined  in  section  16  of  the  Mine  Law. 

Where  you  have  occasion  to  prescribe  the  use  of  safety  powder,  and 
where  it  is  impossible  to  secure  it  immediately  you  will  require  that  shot 
firers  be  employed  to  shoot  the  coal  when  all  the  men  are  out  of  the 
mine,  until   such   time  as  the.  safety  powder  is  secured. 

Please  acknowledge. 

Very  respectfully, 

J.  W.  Paul, 
Chief  of  Department  of  Mines. 


Department  of  Mines, 
State   of  West  Virginia. 

,  W.  Va.,  ,  1908. 

J.  W.  Paul,  Esq., 

Chief  of  Department  of  Mines, 

Charleston,  W.  Va. 
Dear  Sir:  — 

I   hereby  acknowledge  the  receipt  of  yours   of  March   10th,   1908,   rela- 
tive to  shooting  on  the  solid. 

Very  respectfully, 


Mine  Inspector District. 


Department  of  Mines. 
State  of  West   Virginia. 


WATERING  DUSTY  MINES. 

Charleston,  March  10,  1908. 
'To  All  Inspectors: 

When  you  find  any  part  of  a  mine  dusty  you  will  insist  upon  the  same 
being  made  wet  immediately. 

Where  you  find  a  mine  dusty  to  the  extent  that  it  cannot  be  made  wet 
immediately  or  where  you  find  the  facilities  for  wetting  the  entries  and 
rooms  inadequate  you  will  proceed  to  close  the  mine  in  accordance  with 
the  provisions  of  section  16  of  the  Mine  Law. 

You  will  at  all  times  impress  upon  the  management  the  importance  of 
removing  from  the  mine  all  fine  coal. 
Please  acknowledge. 

Very  respectfully, 

J.  W.  Paul. 
Chief  of  Department  of  Mines. 
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Department  of  Mines, 
State  of  West  Virginia. 

,  W.  Va., ,  1908. 

J.  W.  Paul,  Esq., 

Chief  of  Department  of  Mines, 

Charleston,  W.  Ya. 
Dear  Sir:  — 

I  hereby  acknowledge  the  receipt  of  yours  of  March  10th,  1908,  rela- 
tive to  "watering  dusty  mines. 

Very  respectfully, 

Mine  Inspector District. 


Department  of  Mines, 
State  of  West  Virginia. 


INSTALLATION  OF  SAFETY  LAMPS. 

Charleston,  March  10,  1908. 
To  All  Inspectors : 

Wherein  you  find  explosive  gas  in  any  part  of  a  mine,  where,  in  your 
judgment,  it  is  unsafe  to  use  open  lamps  you  will  insist,  in  writing,  upon 
the  immediate  adoption  of  locked  safety  lamps,  and  where  it  is  impractical 
to  secure  the  lamps  immediately  you  will  insist  upon  the  men  being  with- 
drawn at  once,  which  assurance  you  will  obtain  in  writing. 

In  event  of  your  being  unable  to  have  an  immediate  compliance  you 
will  proceed  to  close  the  mine  under  the  provisions  of  section  16  of  the 
Mine  Law. 

Please  acknowledge. 

Very  respectfully, 

J.  W.  Paul, 
Chief  of  Department  of  Mines. 


Department  of  Mines, 
State  of  West  Virginia. 


,  W.  Va.,  ,  1908. 

J.  W.  Paul,  Esq., 

Chief  of  Department  of  Mines, 

Charleston,  W.  Ya. 
Dear  Sir:  — 

r  hereby  acknowledge  the  receipt  of  yours  of  March   10th,  1908,   rela- 
tive to  installation  of  safety  lamps. 

Very  respectfully, 


Mine  Inspector District. 
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Department  of  Mines, 
State  of  West  Virginia. 


SECOND  OPENINGS. 

Charleston,  March  11,  1908. 
To  All  Inspectors : 

To  make  certain  that  your  instructions  as  well  as  the  laws  are  being 
fully  complied  with  in  reference  to  a  second  opening  being  available  and 
kept  clear  of  obstructions,  you  will  visit  such  mines  at  your  earliest  con- 
venience, where  no  second  opening  has  as  yet  been  provided  and  see  that 
not  more  than  20  persons  are  working  in  any  shift,  and  give  written  in- 
structions to  the  operator  of  the  mine  to  exercise  due  caution  in  complying 
with  the  provisions  of  the  law,  obtaining  a  written  promise  for  a  com- 
pliance during  your  absence  from  the  mine.  Where  you  find  the  second 
opening  obstructed  so  as  to  prevent  travel  therein  you  will  exercise  the 
same  vigilance. 

At  any  mines  where  you  find  such  violations  you  will  institute  prose- 
cutions and  at  the  same  time  proceed  to  close  the  mine. 

Very  truly  yours, 

J.  W.  Paul, 
Chief  of  Department  of  Mines. 


Department  of  Mines, 
State  of  West  Virginia. 


MINE  FOREMEN'S  RECORD  BOOKS. 

FIRE  BOSSES'  RECORD  BOOKS. 

Charleston,  March  11,  1908. 
To  All  Inspectors: 

At  any  mine  in  your  district  where  you  find  that  the  proper  records  of 
mine  foremen  or  fire  bosses  are  not  kept,  you  will  proceed  to  bring  pros- 
ecutions for  violation  of  the  law  against  those  persons  or  operators  at 
fault. 

Very  respectfully, 

J.  W.  Paul, 
Chief  of  Department  of  Mines. 


Department  of  Mines, 
State  of  West  Virginia. 


STOPPINGS. 


-,  W.  Va.,  ,  1908. 


Name  of  operator  of  mine. 
Gentlemen  :  — 

On  the   day  of  ,  190. .,  I  inspected  your 
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mine  in  County  and  approve  the  character  of  stoppings  being:1 

used  in  the  mine  in  the  following  places,  to-wit 


I  disapprove  the  character  of  stoppings  being  used  in  the  mine  in  the 
following  places  to-wit :    


I  recommend  that  you  at  once  reconstruct  these  stoppings  out  of. 


Inattention  to  this  notice  will  compel  me  to  resort  to  legal  proceedings. 

Very  respectfully, 


District  Mine  Inspector. 

i 


Department  of  Mines, 
State  of  West  Virginia. 


PROSECUTIONS. 
State  of  West  Virginia  vs 


(Name  of  person,  firm  or  corporation,) 

Name  of  Mine,   Post  office,  

County  where  located  

Before  what  court  of  justice  was  case  brought?  


On  what  date  was  complaint  entered?   

On  what  date  was  trial  had? Where? 

What  complaint  was  made  by  the  Inspector?   


Who  were  the  witnesses  for  the  State? 


How  many  witnesses  appeared  for  the  defense? 

What  attorney  appeared  for  the  State?  , 

What  attorney  appeared  for  the  defense?   

Was  the  defendant  convicted?   

What  was  the  fine  or  sentence  imposed?   


Remarks : 


Send  each  month  one  form  for  each  person,  firm  or  corporation  prose- 
cuted to  the  office  of  the  Chief  of  Department  of  Mines. 
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Department  of  Mines, 
State  of  West   Virginia. 


PBOSECUTIONS. 

Month  of  ,  190 . 

County  of    

Mine  District  No 

Inspector :     

Against:     

For  violation  of  sections   

Conviction   (yes  or  no)  ?  

Before  whom  or  what  court 


o 

Department  of  Mines, 
State   of  West   Virginia. 


,  W.  Va.,  ,  190.  . 

J.  W.  Paul.  Esq., 

Chief  of  Department  of  Mines, 

Charleston,  W.  Va. 
Dear  Sir:  — 

r  hereby  acknowledge  the  receipt  of  yours  of  March  11th,  1908,  concern- 
ing: 

Second  Openings, 

Mine  foremen  and  Fire  Bosses'  Records, 

Stoppings  and 

Prosecutions 

Very  truly, 


District  Mine  Inspector. 


Department  of  Mines, 
State  of  West  Virginia. 


AIR  CHECKS. 

Charleston,  March  13,  1908. 
To  All  District  Mine  Inspectors: 

The  Mine  Law  requires  that  as  the  excavations  advance  breakthroughs 
for  air  shall  be  made  at  distances  not  to  exceed  80  feet,  or  brattice  shall 
be  used  so  as  to  properly  ventilate  the  working  faces. 

Checks  are  also  required  to  be  used  so  as  to  divert  the  air  current  into 
the  rooms. 

Where  the  Inspector  finds  that  checks  are  not  in  use  on  the  entries,  and 
the  air  current  is  not  being  diverted  into  the  rooms,  he  will,  under  author- 
ity of  law  vested  in  him,  order  the  men  out  of  the  rooms  and  give  written 
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notice  to  the  operator  to  keep  the  men  out  until  such  a  time  as  the  law  is 
complied  with.  For  failure  to  observe  this  provision  of  the  law  the  In- 
spector will  prosecute  those  responsible  for  the  violation  of  the  law. 

Very  respectfully, 

J.  W.  Paul. 
Chief  of  Department  of  Mines. 


Department  of  Mines, 
State   of  West   Virginia. 


— — ,  W.  Va.  ,  190.. 

J.  W.  Paul,  Esq., 

Chief  of  Department  of  Mines, 

Charleston,  W.  Va. 
Dear  Sir:  — 

I  am  in  receipt  of  yours  of  March  13th,  1908,  relative  to  Air  Checks. 

Very  truly, 


District  Mine  Inspector. 


Department  of  Mines, 
State  of  West   Virginia. 


Charleston,  May  4,  1908. 
To  Each  District  Mine  Inspector: 

We  feel  that  the  operators  and  miners  have  had  ample  time  to  become 
familiar  with  the  law,  and  that  they  should  now  be  prepared  to  comply 
fully  with  its  requirements. 

Therefore  where  the  coal  company  has  posted  rules  and  regulations 
for  the  government  of  its  mine  or  mines  and  you  find  men  working  in 
violation  to  the  same,  bring  prosecutions  at  once.  This  applies  particu- 
larly to  shooting  on  the  solid,  and  in  general  to  the  rulings  of  this  De- 
partment of  July  1st,  1907. 

I  would  like  to  call  your  attention,  especially  to  my  previous  letters  of 
instruction;  to  that  section  of  the  law  regulating  the  number  of  men  on 
one  split  in  the  air  current;  also  those  sections  in  regard  to  refuge  holes. 

Very  truly, 

J.  W.  Paul, 
Chief  of  Department  of  Mines. 
By  J.  G.  Ross, 
Office  and  Field  Assistant. 
o 

REGULATIONS  GOVERNING  THE  INTRODUCTION  OF  ELECTRIC- 
ITY IN  THE  FEDERAL  MINE.  PENDING  A  GENERAL  ACT  OF  THE 
LEGISLATURE  COVERING  THE  INTRODUCTION  OF  ELECTRICITY 
AND  ITS  USE  IN  COAL  MINES  IN  THE  STATE  OF  WEST  VIRGINIA. 


Rule  1.     Nothing  in  these  regulations  shall  be  construed  as  giving  the 
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sanction  of  the  West  Virginia  Mine  Inspectors  to  the  use  of  any  apparatus 
or  devise  installed  hereunder  after  the  same  has  been  comdemned  by  any 
subsequent  act  of  the  Legislature,  and  all  rules  and  regulations  herein 
mentioned  and  apparatus  installed  hereunder  are  to  apply  alone  to  the  in- 
stallation of  electricity  at  the  Federal  mine  until  such  time  as  a  general 
act  of  the  West  Viriginia  Legislature  shall  definitely  prescribe  regulations 
covering  the  installation  and  use  of  electricity  in  coal  mines  and  at  which 
time  the  Federal  Coal  &  Coke  Company  will  make  its  plant  installed 
hereunder,  conform  to  the  provisions  of  such  an  act. 

2.  The  current  used  inside  the  mine  will  be  low  tension  250  volt  direct 
current. 

3.  All  electrical  apparatus  and  conductors  shall  be  sufficient  in  size  and 
power  for  the  work  they  may  be  called  upon  to  do  and  so  installed,  worked 
and  maintained  as  to  reduce  the  danger  through  accidental  shock  or 
fire  to  the  minimum  and  shall  be  of  such  construction  and  so  worked  that 
the  rise  in  temperature  caused  by  ordinary  working  will  not  be  greater 
than  demanded  by  Fire  Underwriters'  Rules  Governing  such  installation 
in  surface  structures. 

In  any  part  of  the  Mine  where  safety  lamps  are  used  the  wiring  shall 
be  so  hung  and  the  insulators  so  constructed  that  there  will  be  no  danger 
of  firing  gas  by  short  circuiting,  sparking  arcing  of  the  current. 

4.  The  insulation  of  every  complete  circuit  other  than  signal  or  tele- 
phone wires  used  for  the  supply  of  energy,  including  all  machinery,  appa- 
ratus, and  devices  forming  part  of  or  in  connection  with  such  circuit, 
shall  be  so  maintained  that  the  leakage  current  shall  so  far  as  is  reason- 
ably practicable,  not  exceed  1-1000  of  the  maximum  supply  current,  and 
suitable  means  shall  be  provided  for  the  immediate  localization  of  leakage. 

5.  In  every  completely  insulated  circuit,  earth  or  fault  detectors  shall 
be  kept  connected  up  in  every  generating  and  transforming  station,  to 
show  immediately  any  defect  in  the  insulation  of  the  system.  The  reading 
of  these  instruments  shall  be  recorded  daily  in  a  book  kept  at  the  gener- 
ating or  transforming  station  or  switch-house. 

C.  Main  and  distribution  switch  and  fuse  boards  must  be  made  of  in- 
combustible insulating  material,  such  as  marble  or  slate  free  from  me- 
tallic veins,  and  be  fixed  in  as  dry  a  situation  as  practicable. 

7.  Every  sub-circuit  must  be  protected  by  a  fuse  on  each  pole.  Every 
circuit  carrying  more  than  5  amperes  up  to  125  volts  or  3  amperes  at  any 
pressure  above  125  volts,  must  be  protected  in  one  of  the  following 
alternative  methods:  — 

(a)  By  an  automatic  maximum  cut-out  on  each  pole. 

(b)  By  a  detachable  fuse  on  each  pole,  constructed  in  such  a  manner 
that  it  can  be  removed  from  a  live  circuit  with  the  minimum  risk  of 
shock. 

(c)  By  a  switch  and  fuse  on  each  pole. 

8.  Firebuckets  filled  with  clean  dry  sand,  shall  be  kept  in  electrical 
machine  rooms,  ready  for  immediate  use  in  extinguishing  fires. 

No  repair  or  cleaning  of  the  live  parts  of  any  electrical  apparatus  except 
mere  wiping  or  oiling  shall  be  done  when  the  current  is  on. 
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Gloves,  mats,  or  shoes  of  india-rubber  or  other  non-conducting  material 
shall  be  supplied  or  used  where  the  live  parts  of  switches  or  machines 
working  at  a  pressure  exceeding  the  limits  of  the  low  pressure,  have  to 
be  handled  for  the  purpose  of  adjustment. 

9.  A  competent  person  shall  be  on  duty  at  the  mine  when  the  electrical 
apparatus  or  machinery  is  in  use;  and  at  such  time  as  the  amount  of 
electricity  delivered  down  the  mine  exceeds  200  b.  h.  p.,  a  competent  per- 
son shall  be  on  duty  at  the  mine  above  ground,  and  another  below  ground. 
Every  person  appointed  to  work  any  electrical  apparatus  shall  have  been 
instructed  in  his  duty  and  be  competent  for  the  work  that  he  is  set  to  do. 

10.  No  person  shall  wifully  damage,  interfere  with,  or  without  proper 
authority  remove  or  render  useless  any  electric  line  or  any  machine, 
apparatus,  or  part  thereof,  used  in  connection  with  the  supply  or  use  of 
electricity. 

11.  Instructions  shall  be  posted  up  in  every  generating,  transforming, 
and  motor  house  containing  directions  as  to  the  restoration  of  persons 
suffering  from  electric  shock. 

12.  Direct  telephonic  or  other  equivalent  means  of  communication  shall 
be  provided  between  the  surface  and  the  pit  bottom  or  main  distributing 
center  in  the  pit. 

13.  Within  three  days  after  the  introduction  of  electricity  into  the 
Federal  Mine,  notice  in  writing  must  be  sent  to  the  Chief  of  the  Depart- 
ment of  Mines  of  the  State  of  West  Virginia  that  the  plant  is  rea*dy  for 
inspection. 

14.  A  plan  shall  be  kept  at  the  Mine  showing  the  positions  of  all  perma- 
nent electrical  machinery  and  cables  in  the  Mine,  and  shall  be  corrected 
as  often  as  may  be  necessary  to  keep  it  up  to  a  date  not  more  than  three 
months  previously. 

15.  There  shall  be  a  passageway  in  front  of  the  switch-board  of  not 
less  than  3ft.  in  width,  and  if  there  are  any  connections  at  the  back  of 
the  switch-board,  any  passageway  at  the  back  of  the  switch-board  shall 
not  be  less  than  3  ft.  clear.  This  space  shall  not  be  utilized  for  a  store- 
room or  a  lumber  room,  or  obstructed  in  any  way  by  resistance  frames, 
meters,  or  otherwise.  If  space  is  required  for  resistance  frames  or  other 
electrical  apparatus  behind  the  board,  the  passageway  must  be  widened 
accordingly.  9  ' 

No  cable  shall  cross  the  passageway  at  the  back  of  the  board  except 
below  the  floor,  or  at  a  height  of  not  less  than  7  ft.  above  the  floor. 

The  space  at  the  back  of  the  switch-board  shall  be  properly  floored, 
accessible  from  each  end,  and,  except  in  the  case  of  low  pressure  switch- 
boards, must  be  locked  up,  but  the  lock  must  allow  of  the  door  being 
opened  from  the  inside  without  the  use  of  a  key.  The  floor  at  the  back 
shall  be  incombustible,  firm  and  even. 

16.  Every  generator  shall  be  provided  with  a  switch  on  each  pole 
between  the  generator  and  the  bus-bars. 

Where  continuous  current  generators  are  paralleled,  reverse  current 
cut-outs  shall  also  be  provided  . 
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Suitable  instruments  shall  be  provided  for  measuring  the  current  and 
pressure  of  each  generator. 

Ever  feeder  circuit  shall  at  its  origin  be  provided  with  an  ammeter. 

17.  If  the  transmission  lines  from  the  generating  station  to  the  pit  are 
overhead  there  shall  be  lightning  arresters  in  connection  with  the  feeder 
circuits. 

18.  Automatic  cut-outs  must  be  arranged  so  that  when  the  contact 
lever  opens  outward  no  danger  exists  of  striking  the  head  of  the  attend- 
ant. If  unclosed  fuses  are  used  they  must  be  placed  within  2  ft.  of  the 
floor,  or  be  otherwise  suitably  protected. 

19.  No  person  other  than  an  authorized  person  shall  enter  a  machine 
or  motor  room,  or  interfere  with  the  working  of  any  machine,  motor,  or 
apparatus  connected  therewith. 

20.  All  conductors  (except  as  hereinafter  provided)  shall  in  every  cas? 
be  maintained  completely  insulated  from  earth,  but  it  is  permissible  to  use 
the  concentric  system  with  unearthed  outer  conductor,  if  proper  ar- 
rangements are  made  to  reduce  the  danger  from  shock  or  fire  to  the  mini- 
mum, but  it  is  not  intended  that  any  burdensome  expense  shall  be  placed 
upon  the  Federal  Mines  requiring  it  to  exercise  more  than  a  reasonable 
amount  of  care  in  the  present  installation  of  cables  pending  the  general 
Act  of  the  Legislature  heretofore  mentioned. 

21.  The  exposed  ends  of  cables  where  they  enter  the  terminals  of 
switches,  fuses  and  other  appliances,  must  as  far  as  is  reasonably  practi- 
cable be  properly  protected  and  finished  off,  and  encased  in  flame  proof 
weather  proof  covering. 

22.  All  joints  must  be  mechanically  and  electrically  efficient,  and 
preference  given  to  soldered  joints  and  in  parts  of  the  mine  where  safety 
lamps  are  used,  flame  proof  joint  boxes  shall  be  installed  with  conductors 
connected  by  metal  screw  clamps,  in  making  soldered  joints  in  parts 
of  the  mine  where  safety  lamps  are  used,  the  space  shall  first  be  tested 
for  the  presence  of  gas  by  the  fire  boss  and  the  dust  in  the  neighborhood 
dampened  by  water. 

23.  Overhead  bare  wires  on  the  surface  must  be  efficiently  supported 
upon  insulators,  and  clear  of  any  traffic,  and  provided  with  efficient  light- 
ning arresters. 

24.  All  cables  used  in  shafts  must  be  highly  insulated  and  substantially 
fixed.  Shaft  cables,  not  capable  of  sustaining  their  own  weight,  shall 
be  properly  supported  at  intervals  varying  according  to  the  weight  of  the 
cables.  Where  the  cables  are  not  completely  boxed  in  and  protected  from 
falling  material,  space  shall  be  left  between  them  and  the  side  of  the 
shaft  that  they  may  yield,  and  so  lessen  a  blow  given  by  falling  material. 

25.  When  feeder  cables  or  other  cables  than  trolley  wires  are  strung 
in  haulage  roads  and  cannot  be  kept  at  least  one  foot  from  the  mine  cars 
in  transit,  they  shall  be  specially  protected  and  where  possible  carried 
clown  other  parallel  entries.  At  this  mine  the  trolley  wires  will  be  strung 
upon  the  upcast  air  courses  and  feeder  wires  will  be  taken  in  the  down- 
cast.   This  plan,  however,  can  be  reversed  at  the  option  of  the  inspectors. 

26.  Trailing  cables  for   portable  machines   shall   be   specially   flexible, 
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heavily  insulated  and  protected  with  ai-mouring  of  steel  wire  or  extra 
stout  braiding  or  other  effective  covering.  These  cables  shall  be  ex- 
amined at  least  once  a  shift  by  the  person  in  charge  of  the  machine,  and 
defects  promptly  repaired. 

27.  Fuses  and  automatic  cut-outs  shall  be  so  constructed  as  effectually 
to  interrupt  the  current  when  a  short  circuit  occurs,  or  when  the  current 
through  them  exceeds  the  working  current  by  200  per  cent.  Fuses  shall 
be  stamped  or  marked,  or  shall  have  a  label  attached,  indicating  the  cur- 
rent with  which  they  are  intended  to  be  used,  or  where  fuse  wire  is  used 
each  coil  in  use  shall  be  stamped  or  labelled.  Fuses  shall  only  be  adjusted 
or  replaced  by  an  authorized  person. 

28.  All  live  parts  of  switches,  fuses,  and  cut-outs  not  in  machine  rooms, 
or  in  compartments  specially  arranged  for  the  purpose  must  be  covered. 
These  covers  must  be  of  incombustible  material,  and  must  be  either  non- 
conducting or  of  rigid  metal,  and,  as  far  as  practicable,  clear  of  all  inter- 
nal mechanism. 

29.  All  points  at  which  a  circuit  other  than  those  for  signals  has  to  be 
made  or  broken  shall  be  fitted  with  proper  switches  and  should  this  occur 
in  parts  of  the  mine  where  safety  lamps  are  used,  said  switches  shall  be 
enclosed  in  flame-tight  boxes. 

30.  All  motors,  together  with  their  starting  resistances,  where  used  in 
any  part  of  the  mine  in  which  safety  lamps  are  used,  shalL,  be  protected 
by  switches  capable  of  entirely  cutting  off  the  pressure  and  fixed  in  a  con- 
venient position  near  the  motor  and  shall  be  enclosed  in  a  flame-tight 
case,  and  where  unarmoured  cables  or  wires  pass  through  metal  frames 
or  into  boxes  or  motor  casings,  the  holes  must  be  substantially  bushed 
with  insulating  bushes  which  shall  be  gas-tight  and  cannot  become  dis- 
placed. Terminal  boxes  must  be  securely  attached  to  the  machine  and  a 
safety 'lamp  shall  be  provided  for  use  with  each  such  machine  when  work- 
ing, and  should  any  indication  of  firedamp  appear  on  the  flame  of  the 
safety  lamp  the  person  in  charge  shall  immediately  stop  the  machine,  cut 
off  the  current  and  report  the  matter  to  an  underground  official  of  the 
mine. 

31.  The  current  for  electric  locomotives  shall  not  exceed  250  volts  and 
the  rooms  in  the  mine  shall  not  be  wired  for  the  electric  current  and  no 
heading  shall  be  wired  to  within  25  ft:  of  the  heading  brattice.  The  loco- 
motives shall  be  in  all  cases,  gas-proof  as  to  motors,  controllers,  etc.,  and 
in  all  parts  where  sparking  can  occur  except  the  trolley  wheel  and  as  soon 
as  a  sparkless  trolley  is  devised  or  other  suitable  device  invented  that  will 
prevent  sparking  at  the  trolley,  that  device  shall  be  at  once  installed  in 
this  mine.  The  gathering  locomotives  shall  be  equipped  with  double  ca- 
bles. The  bare  trolley  wires  may  be  strung  and  insulated  in  the  best  man- 
ner practiced  in  other  mines  in  the  Fairmont  district  pending  the  general 
Act  of  the  Legislature  but  nothing  in  this  clause  shall  permit  the  Federal 
Coal  &  Coke  Co.  to  install  any  device  in  a  manner  not  workmanlike  or 
recognized  as  dangerous  by  the  recognized  standards  now  in  force  for  wir- 
ing in  coal  mines. 

32.  Arc  lights  shall  be  used  only  at  the  shaft  bottom  if  at  all,  and  vacu- 
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urn  incandescent  lamps  at  all  other  places  in  the  mine.  Lighting  wires 
shall  be  strung  as  carefully  in  the  mine  as  insurance  rules  demand  for 
house  wiring  on  the  outside  and  where  practicable  shall  be  kept  off  the 
haulage  entries. 

33.  There  shall  be  an  automatic  governor  switch  attached  to  the  fan 
shaft  in  such  a  manner  that  when  the  speed  of  the  fan  is  reduced  to 
one-half  its  normal  •  number  of  revolutions  the  electric  current  entering 
the  mine  shall  be  automatically  cut  out  at  the  switch  board. 

34.  At  all  times  the  current  of  air  shall  be  made  to  brush  each  work- 
ing place  and  not  less  than  two  hundred  (200)  cubic  ft.  of  air  per  minute 
shall  be  furnished  for  each  person  employed  in  the  mine. 

35.  No  bare  electric  wire  shall  be  strung  or  conducted  through  or  in 
close  proximity  to  any  abandoned  or  worked  out  part  of  the  mine  which 
is  not  sufficiently  ventilated. 

Pittsburg,  Pa.,  Sept.  9,  1908. 
Approved  in  accordance  with  letter  of  this  date. 

Signed.    J.  W.  Paul. 
o 

Department  of  Mines, 

State  of  West  Virginia. 

On  the  Road. 

Pittsburg,  Pa..  Sept.  9,  1908. 
Federal  Coal  &  Coke  Co., 

Fairmont,  W.  Va. 
Gentlemen  :  — 

On  Sept.  5th,  1908,  I  requested  Mr.  L.  E.  Bryant,  your  Consulting  En- 
gineer, to  submit  to  this  department  an  outline  of  Specifications  for  the 
installation  of  electric  haulage  within  your  Federal  Mine,  in  Marion 
County,  W.  Va.,  and  to-day  Mr.  Bryant  and  your  Mr.  Robert  Grant,  to- 
gether with  District  Mining  Inspector  R.  S.  LaRue,  and  myself,  have 
gone  over  a  set  of  specifications  submitted  by  Mr.  Bryant. 

Upon  examination  of  these  specifications  we  have  revised  the  same  so 
as  to  include  rules  Nos.  33,  34  and  35,  and  with  the  specifications  so 
amended  we  approve  of  the  installation  of  the  haulage  equipment  to  be 
installed  within  your  mine,  pending  such  legislation  as  may  in  the  fu- 
ture be  enacted  by  the  Legislature  of  West  Virginia. 
Herewith  may  be  found  a  copy  of  the  specifications. 

Very  truly  yours, 

(Signed.)       J.  W.  Paul, 
Chief  of  Department  of  Mines. 
(Signed.)       R.  S.  LaRue, 

District  Mine  Inspector. 
September  21,  1908. 
Federal  Coal  &  Coke  Co., 

Fairmont,  W.  Va. 
Gentlemen:  — 

With  reference  to  the  set  of  thirty-five  rules  agreed  upon  on  Septem- 
ber 9,  1908,  for  the  installation  of  electric  haulage  within  your  mine,  we 
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beg  to  call  your  attention  to  rule  25  and  in  connection  with  its  provision 
direct  that  the  trolley  wires  be  confined  to  the  entries  through  which  the 
fresh  intake  air  current  may  travel. 

Very  truly, 

J.  W.  Path,, 
Chief  of  Department  of  Mines. 
R.  S.  LaRue, 
District  Mine  Inspector. 
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COAL  PRODUCTION  BY  GEOLOGICAL  SERIES  &  COUNTIES. 

1908. 


COUNTIES. 

Mononga- 

hela. 

Series  No. 15 

Ooneinaugh 

Series. 

Elk  River 

No.  14. 

Allegheny. 

Kanawha 

Series  No.  13 

Pottsville, 
New  River, 
Pocahontas 

Series  No  12 

Total (Tons 

2.240  lbs.) 

345,544 

112,740 
5, 713 

458,284 

60,798 

66  511 

3,440,666 
369, 189 
143,698 
3,168,042 
22,040 
56,997 
491,420 
154,406 

3,440,666 

369, 189 

Ohio 

143,698 

3,168,042 
22,640 

19,776 
20,000 

317,626 

117,437 
874,786 
1,873 
242,442 
321,607 
545,803 
920, 568 

76.773 
829,046 

271.843 

874,786 

Taylor 

381,651 

12,834 

396,358 
242, 442 

Mineral 

270, 839 

29,849 

622,295 

545,803 

920, 568 

91,763 

6,697 

109,738 

424,424 

91 ,763 

6,697 

109, 738 

424 , 424 

Olay 

42,461 
2,319,767 
3,946  748 

61,806 

4,343,349 

42.461 

Fayette              

188, 155 
576, 991 

6,851,271 
4,523,739 

61,806 

36,066 

1,216,278 

1,823,674 

8,515.689 

652 

36,066 
1,259,420 

Raleigh 

43,142 

1,823,674 

8,515,689 

652 

Lincoln  

25,064 

1,215,039 

1.714,-80? 

35.756 

25,064 

1,215,039 

1,714,807 

35, 756 

9,477,714 

908,403 

Totals 

12,865,185 

15,935,708 

39,187,010 
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